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PREFACE 

The  information  available  on  the  hydrometallurgy  of  copper  is 
somewhat  fragmentary  and  widely  scattered.  The  wet  methods,  for 
treating  copper  ores,  are  diverse;  as  yet,  the  industry  has  not  arrived  at 
any  established  practice,  and  it  is  questionable,  on  account  of  the  widely 
different  character  of  the  ores,  if  at  any  time  one  routine  practice  will 
succeed  in  eliminating  other  processes  entirely.  In  the  discussion  of  the 
various  methods  it  is  intended  to  cover  all  the  most  essential  phases  of  the 
subject. 

Roasting,  both  oxidizing  and  chloridizing,  has  been  given  a  prominent 
place  in  the  book,  because  on  many  ores,  especially  the  sulphides,  hy- 
drometallurgical  processes  are  directly  or  indirectly  dependent  upon  this 
step  for  successful  treatment. 

The  hydrometallurgy  of  copper  differs  from  the  hydrometallurgy  of 
gold  and  silver  largely  on  account  of  the  greater  percentage  of  material 
recovered.  For  this  reason  the  discussion  of  the  precipitation  plays  an 
important  part.  The  commercial  success  of  any  particular  process  will 
frequently  depend  on  the  nature  of  the  precipitant  and  the  cost  of 
precipitation. 

The  book  is  the  result  of  notes,  covering  a  long  period  of  time,  from 
various  sources  and  from  my  own  experimental  work.  It  is  intended,  in 
the  text,  to  give  full  credit  for  the  various  sources  of  information. 

William  E.  Greenawalt. 

Denver,  Colorado, 
August,  1912. 
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THE 
HYDROMETALLURGY  OF  COPPER 

PART  I— ROASTING 

CHAPTER   I 
PREPARATION  OF  THE  ORE 

Relation  of  Copper,  Gold,  and  Silver. — Copper,  gold  and  silver  are 
cheiiiiciilly,  mineralogically,  and  met allurgic ally  intimately  associ- 
ated. Chemically,  they  occur  in  the  same  group  in  the  Periodic  System; 
mineralogically,  one  of  these  metals  is  rarely,  if  ever,  found  unaccom- 
panied by  one  or  both  of  the  others;  and  metallurgically,  any  scheme 
which  contemplates  the  profitable  recovery  of  the  copper  must  take  into 
consideration  the  profitable  recovery  of  the  accompanying  precious 
nietaLs  also. 

In  the  hydromctallurgical  treatment  of  copper  ores,  or  of  gold  and 
silver  ores  containing  copper,  it  is  evident  that  the  extraction  of  all 
three  metals,  concurrently  or  consecutively,  must  be  given  due  consider- 
ation. Many  operations  in  the  wet  treatment  of  ores  of  one  of  these 
metals  are  applicable  to  the  others.  In  the  acid  treatment  of  gold  and 
silver  ores,  as  in  chlorination,  the  conditions  of  roasting  and  extraction 
are  not  essentially  different  from  the  treatment  of  copper  ores  with  acid 
solvents. 

Many  ores  may  be  treated  by  hydrometallurgical  processes  without 
roasting.  Others,  especially  the  sulphides,  have  to  be  roasted,  and  the 
sulphides  constitute  the  greater  proportion  of  the  available  ores  of  copper. 
Some  sulphides  may  be  treated  without  roasting,  but  such  treatment  is 
the  rare  exception,  and  for  obvious  reasons  will  probably  not  find  exten- 
sive application. 

The  best  conditions  of  roasting,  for  the  various  ores  for  chemical 
treatment  by  any  of  the  solvent  processes,  are  very  much  the  same, 
whether  the  metals  to  be  extracted  are  copper,  gold  or  silver,  or  all 
combined  in  the  same  ore.  The  same  furnaces  are  used;  the  same  costs 
apply;  and  the  conditions  of  roasting  which  give  the  best  extraction  of  the 
precious  metals  will,  in  general,  also  give  the  best  extraction  of  the  copper. 

In'roasting  copper,  gold  and  silver  ores,  for  hydrometallurgical  treat- 
ment, the  metals  themselves  offer  no  particular  difficulty  in  the  operation. 
The  difficulties  encountered  in  roasting  will  usually  be  in  the  nature  of 
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2  HYDROMETALLURGY  OF  COPPER 

the  other  elements  associated  with  them  in  the  gangue.  It  is  evident 
that  in  considering  the  roasting  of  copper  ores,  or  copper  ores  containing 
gold  and  silver,  the  foreign  elements  must  be  taken  into  account  quite 
as  seriously  as  the  metals  themselves. 

Roasting  of  ores,  as  a  step  for  their  treatment  by  solvent  processes, 
is  materially  different  from  that  required  for  subsequent  smelting. 
While  the  chemical  reactions  during  the  roasting  are  essentially  the  same 
for  both  methods,  a  good  roast  for  a  solvent  process  requires  vastly 
more  delicate  manipulation  and  a  more  thorough  elimination  of  the 
sulphur.  A  roast  which  would  be  satisfactory  for  smelting  might  be, 
and  usually  is,  absolutely  worthless  for  treatment  by  wet  methods;  on 
the  contrary,  ore  which  is  satisfactorily  roasted  for  treatment  by  wet 
processes  would  be  satisfactory  for  smelting  also,  but  the  expense  of 
roasting  would  be  considerably  greater. 

In  ores  containing  copper,  gold  and  silver,  if  the  precious  metals 
are  not  extracted  simultaneously  with  the  copper,  the  roasting  of  the  ore 
to  make  their  subsequent  extraction  satisfactory,  either  by  cyanidation 
or  chlorination,  must  be  taken  into  account. 

Cupriferous  pyritic  ores,  high  in  sulphur,  are  sometimes  roasted  in 
heaps,  preparatory  to  extracting  the  copper  as  soluble  sulphate,  but 
this  practice  is  not  finding  extended  application,  and  at  the  mine  where 
it  was  largely  employed  its  use  has  been  discontinued. 

The  only  roasting  which  is  finding  favor  for  the  hydrometallurgical 
processes  is  in  suitable  furnaces,  usually  reverberatories,  and  preparatory 
to  which  the  ore  is  crushed  fine  enough  to  be  thoroughly  roasted  in  sev- 
eral hours. 

Preparation  of  the  Ore. — Ore,  as  roasted  in  furnaces  for  hydromet- 
allurgical treatment,  is  usually  crushed  to  a  fineness  varying  from  8  to 
40  mesh.  Below  8  mesh  the  particles  become  too  large  for  efficient 
oxidation,  and  above  40  mesh  the  dust  is  likely  to  give  trouble.  On 
the  whole,  ore  ground  to  a  fineness  varying  from  10  to  30  mesh  will  give 
the  best  average  results. 

When  roasting  constitutes  a  step  in  any  metallurgical  process,  the 
ore  is  crushed  dry.  Rolls  and  ball  mills  are  best  suited  for  this  work. 
Concentrates  are  usually  the  product  of  wet  crushing.  If  the  ore  is  of 
too  low  a  grade  to  admit  of  direct  chemical  treatment,  concentration 
offers  a  means  of  increasing  the  tenor  of  the  material,  while  at  the  same 
time  eliminating  the  most  injurious  elements.  In  this  way,  lime  par- 
ticularly niay  ])e  largely  eliminated  from  the  ultimate  product  to  be 
treated  by  roasting  and  a  chemical  process.  If  concentration  forms  a 
step  in  the  general  treatment,  there  is  no  need  of  close  w^ork  to  obtain 
a  high  grade  concentrate,  and  hence  there  is  no  need  of  excessive  loss  in 
the  tailings.  A  concentrate  containing  10  per  cent,  copper  would  be  a 
very  desirable  product  for  roasting  and  for  treatment  by  a  solvent  proc- 
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ess,  and  such  a  concentrate  should  be  made  without  excessive  loss; 
whereas  if  shipment  to  a  smelter  is  desired,  such  a  product  would  not  pre- 
sent much  advantage,  and  to  get  a  higher  grade  product  would  result 
also  in  getting  a  considerably  greater  loss. 

The  moisture  contained  in  the  ore  before  charging  into  the  furnace 
should  also  be  considered.  Concentrates  may  be  charged  in  a  hand- 
rabbled  furnace  without  drying,  but  in  mechanical  roasters  it  is  evi- 
dently better  to  remove  the  moisture  sufficiently  so  that  the  ore  may  be 
fed  uniformily  into  the  furnace  by  mechanical  means.  Much  moisture 
in  the  ore  charged  into  the  furnace  has  a  tendency  to  cool  it  unduly. 

The  moisture  in  the  ores,  as  well  as  the  moisture  in  the  fuel  gases, 
has  an  important  bearing  on  the  chemistry  of  the  roasting  process. 

The  principal  expense  in  the  preparation  of  the  ore  for  roasting  is  in 
crushing.  This  may  vary  within  wide  limits,  depending  on  the  character 
of  the  ore,  the  fineness  to  which  it  is  reduced,  and  the  amount  crushed. 
Usually  it  will  vary  from  25  to  50  cents  per  ton,  with  a  reasonably  large 
installation. 

Dry  Crushing  with  RoUs. — Rolls  are  largely  used  to  crush  ore  to 
medium  fineness.  For  grinding  finer  than  20  mesh  they  are  inferior  to 
some  other  type  of  machines,  and  it  is  a  question  whether,  under  any 
conditions,  they  are  as  satisfactory  as  ball  mills. 

It  costs  from  25  to  30  cents  per  ton  to  crush  Cripple  Creek  ore  to 
12  or  14  mesh,  on  a  basis  of  from  200  to  300  tons  per  day.  In  one  plant, 
having  two  48-in.  roughing  rolls  and  four  48-in.  finishing  rolls,  300  tons 
of  ore  are  regularly  crushed  per  day.  The  roughing  rolls  are  run  only 
during  the  daytime,  but  the  finishing  rolls  are  run  continuously  for 
three  eight-hour  shifts,  with  three  men  on  a  shift.  One  man  attends 
to  the  screens. 

In  another  plant,  having  one  36-in.  roll,  and  three  26-in.  rolls,  175 
tons  are  crushed  in  24  hours  to  from  30  to  40  mesh. 

A  combination  of  one  36-in.  roughing  roll;  one  26-in.  roll  doing 
medium  work,  and  two  26-in.  rolls  doing  finishing  work,  will  crush  from 
125  to  175  tons  of  ore  of  ordinary  hardness  to  30  mesh;  200  to  250  tons 
to  20  mesh,  and  250  tons  and  more  to  16  mesh. 

For  the  best  working  of  a  roll  crushing  plant,  it  is  essential  that  the 
reduction  shall  be  gradual  in  going  from  one  roll  to  the  next. 

Dry  Crushing  with  Ball  Mills. — ^For  dry  crushing  ball  mills  present 
certain  advantages  over  rolls  in  that  they  are  self-contained  and  the 
screening  is  simplified.  Their  capacity  is  also  large.  A  No.  5  Krupp 
ball  mill  will  crush  43  tons  daily  of  ordinary  sulphide  ore,  and  the  No.  8, 
100  tons;  using  from  18  to  23  h.  p.  for  the  5-ton  mill,  and  from  60  to  65 
for  the  8-ton  mill,  or  2.1  and  1.6  tons  per  horse-power  respectively. 

M.  W.  Von  Bemewitz*  has  given  some  valuable  information  on  ball 

*  Min.  and  Scientific  Press,  July  15,  1911. 
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mill  practice  at  Kalgoorlie.     The  following  table  gives  a  summary  of  the 
essential  facts. 


BALL  MILL  PRACTICE  AT  KALGOORLIE  (DRY  CRUSHING) 


Name 
of  plant 


!    No.  of 
'     milla 


Associatod 4  No.  8  ' 

!  6  No.  5  ! 
Atsociated  Northern ...    3  No.  5 

ChafiFers 3  No.  5 

Great  Boulder i  4  No.  8 

Kalgurli 9  No.  5 

Perseverence 8  No.  8 

South  Kalgurli 3  No.  8 

I  1  No.  5 


Weight 
of  balls 


lb. 
4480 
2240 
2350 
2300 
4480 
2200 
4400 
4480 
2800 


Screen 


30X30 
25X25 
27X27 
27X27 
30X30 
26X26 
27X27 
27X27 


Speed 


I  Capao-     Steel  con- 
Power,      ity  sump- 
daily  tion 


lb.  per  ton 
0.50 


r.  p.  m. 

h.  p. 

tons 

21 

60 

92-95 

25 

23 

43 

26 

18 

40 

25 

25 

40 

24 

60 

80-90 

25 

25 

40 

24 

60 

100 

24 

65 
30 

95-100 

Life  of 

grinding 

plates 


days 
170 


0.32 
0.74 
0.64 
0.45 
0.65 
0.47 


270 
180 
105 
300 
118 
210 


COST  OF  CRUSHING  AT  KALGOORLIE,  PENCE  PER  TON 


Name 
of  plant 


Wages 


Power 


Other  items 


Total 


Pence 


Dollars 


Associated 6 .  45 

Associated  Northern 5 .87 

Chaffers 2.09 

Great  Boulder 1 .81 

Kalgurli 

Perseverence 3 .21 

South  Kalgurli 2.05 


13.78 
12.08 
10.64 
9.75 
15.23 
19.18 
20.82 


9.89 
6.25 
8.84 
6.26 
7.49 
4.43 
9.43 


30.11 
24.22 
21.57 
17.82 
22.72 
26.84 
32.20 


0.574 
0.463 
0.413 
0.342 
0.435 
0.514 
0.619 


One  man  per  shift  of  8  hours,  at  lis.  8d.  ($3.22)  can  look  after  eight 
No.  8  ball  mills;  but  in  smaller  plants  the  mill  man  attends  to  conveyors, 
elevators,  dust,  pipes,  etc.  Ball  mills  should  be  fed  with  no  larger  ore 
than  will  pass  a  3-in.  ring.  .  With  fine  ore  the  balls  are  likely  to  bed. 
Actual  weighing  has  shown  a  3-in.  feed  is  crushed  faster  and  the  wxar  of 
steel  is  less  than  when  1-in.  material  is  fed  with  a  quantity  of  fines. 

A  No.  5  mill,  including  foundations,  may  be  erected  for  £600  ($2922.00) 
and  a  No.  8  for  £1000  ($4870.00),  bin  and  conveyor  included.  It 
will  usually  cost  about  £300  ($1401.00)  per  year  for  upkeep  of  a  No.  5. 

At  the  Golden  Cycle  mill,  at  Colorado  Springs*  four  No.  66  '^Kominu- 
ters"  have  a  capacity  of  17,000  lb.  of  Cripple  Creek  ore  per  hour  for 
each  mill,  when  fed  with  a  product  that  had  been  reduced  by  rolls  to 
pa.s8  through  a  revolving  screen  made  of  1  /4  in.  steel  plate  and  having 

openings   1   1/2  in.  in  diameter.     The  kominuters  were  equipped  with  '■. 

1 
*  Lochicl  M.  King,  Mining  and  Scientific  Press,  Jan.  25,  1908.  ■ 
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a  diagonal  slotted  screen,  size  of  opening  5/32  by  1/2  in.  No.  8  steel 
plate.  This  opening  gave  a  product  varying  in  size  from  1/8-in.  cubes 
to  the  finest  slimes.  The  consumption  of  power  was  50  h.  p.  at  a  speed 
of  22r.  p.  m.,  the  ball  consumption  being  fourteen  5-in.  forged  steel  balls 
weighing  about  19.5  lb.  each,  per  day  of  24  hours.  One  man  can  attend 
to  six  mills. 

The  average  results  from  several  types  of  ball  mills  show  that  one 
ton  of  steel  balls  will  crush  about  50  tons  of  ore  during  24  hours  from  a 
feed  1 1/2  in.  diameter  down  to  a  product  of  from  12  to  20  mesh  in  one 
operation. 


CHAPTER  II 
FUEL 

Roasting,  as  a  step  in  the  treatment  of  ores  by  the  hydrometall 
processes,  is  usually  carried  out  in  the  immediate  vicinity  of  the 
At  industrial  centers,  the  consideration  of  fuel  is  a  very  simple  i 
but  not  so  in  copper,  gold  and  silver  mining  districts  where  the  se 
of  a  particular  kind  of  fuel  is  frequently  a  matter  of  necessity,  hi 
local  conditions.  In  vicinities  where  wood  is  abundant  it  will  ore 
be  used  in  preference  to  the  more  expensive  coal,  which  has  to  be  f r( 
in.  If  a  mining  district  has  no  wood,  and  is  some  distance  fr< 
source  of  fuel  supply,  the  greater  calorific  power  of  oil  per  unit  of 
over  that  of  the  coal  might  make  it  the  cheaper  fuel  on  account 
difference  in  cost  of  freight. 

Other  things  being  equal,  the  relative  desirability  of  fuels  foi 
ing  purposes  is  gas,  oil,  bituminous  coal,  wood,  lignite.     Anthr; 
not  often  available,  but  if  it  is,  there  is  a  decided  advantage 
converging  it  into  producer  gas. 

Most  of  the  expense  of  roasting,  in  mechanical  furnaces,  is 
fuel.  Some  of  the  essential  facts  pertaining  to  the  various  fueh 
comparison  of  their  relative  value  is,  therefore,  pertinent. 

Wood. — It  frequently  happens  that  in  mining  camps  far  n 
from  coal  supply,  wood  can  be  obtained  cheaply  and  in  large  qua 
For  roasting,  if  the  wood  is  perfectly  dry,  it  is  more  desirab! 
lignite  of  the  inferior  qualities  of  bituminous.  Green  wood  c 
from  30  per  cent,  to  40  per  cent,  moisture.  After  thorough  sea 
for  about  a  year,  in  the  open  air,  the  moisture  is  from  20  to  25  p< 

The  wood  of  various  trees  are  nearly  identical  in  chemical  c( 
tion,  which  for  perfectly  dry  wood  and  of  ordinary  fire  wood  ! 
hygroscopic  moisture,  is  practically  as  shown  in  the  table  on  the 
ing  page. 

The  ash  in  most  woods  varies  from  0.5  to  1.5  per  cent.  Moel 
pines  and  others  of  the  coniferous  family  contain  hydrocarbons 
turpentine)  which  increase  their  value  as  fud. 

In  steam-boiler  tests  wood  is  assumed  as  0.4  of  the  valqf 


same  weight  of  coal.    It  is  safe  to  assume  tbM^|^t  ]l|..e|.,^ 
equal  to  1  lb.  of  average  quality  bitu 
value  of  the  same  weight  of  difF'" 
is  to  say,  a  pound  of  pine  is  woitf 
supposing  both  to  be  dry. 
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Dessicated  wood  Ordinary  fire  wood 


Carbon 50  per  cent.  37.5    percent. 

Hydrogen 6  per  cent.  4 . 5    per  cent. 

Oxygen 41  per  cent.  30. 75  per  cent. 

Nitrogen 1  per  cent.  0. 75  per  cent. 

Ash 2  per  cent.  1,5    percent. 


100  per  cent.  75.0    percent. 

Hygroscopic  water 25.0    per  cent. 


100.0    percent. 


It  is  important  that  the  wood  be  dry,  as  each  10  per  cent,  of  moisture 
in  wood  will  detract  12  per  cent,  from  its  value  as  fuel. 

A  cord  of  wood  is  a  pile  4  ft.  by  4  ft.  by  8  ft.  which  is  equal  to  128  cu. 
ft.   About  56  per  cent,  is  solid  wood,  and  44  per  cent,  spaces. 

Fire-boxes  for  burning  wood  should  be  built  so  as  to  contain  a  deep 
bed  of  fuel.  They  should  be  narrower  at  the  bottom  than  at  the  top. 
With  properly  designed  fire-boxes,  burning  thoroughly  dry  wood,  a 
very  intense  heat  can  be  obtained  which  is  quite  as  effective  in  roasting 
ores  as  most  coals  available  in  copper  mining  districts. 

Where  wood  is  abundant  in  the  Rocky  Mountain  Region  it  will 
ordinarily  cost  from  $3.00  to  $3.50  per  cord,  cut  and  piled  at  the  metallur- 
gical works  ready  for  use. 

Wood  bums  with  a  long  flame  and  makes  comparatively  little  smoke, 
which  are  ideal  conditions  for  roasting. 

Charcoal  gives  out  much  more  useful  heat  than  wood,  because  the 
water  contained  in  the  wood,  or  formed  by  the  combustion  of  its  oxygen 
and  hydrogen,  has  to  be  evaporated  during  its  combustion.  100  parts 
of  wood  give  only  as  much  heat  as  40  parts  of  charcoal. 

Charcoal  is  made  by  the  dry  distillation  of  wood,  at  a  temperature 
of  from  460°  to  450°  C.  This  may  be  done  in  heaps  or  in  closed  retorts. 
Dry  wood  in  stacks  yields  about  one-fourth  its  weight  in  charcoal. 
Charcoal  develops  on  burning  8000  heat  units,  while  wood,  dried  in  the 
air,  does  not  develop  more  than  2800  units  of  heat.  Therefore,  seven 
parts  of  charcoal  gives  as  much  heat  as  20  parts  of  wood,  but  the  20  parts 
of  wood  are  capable  of  yielding  only  five  parts  of  charcoal. 

If  wood  has  to  be  transported  any  considerable  distance  for  roasting, 
it  might  be  profitable  to  convert  it  into  charcoal  at  the  forests  and  then 
bum  it  in  the  roasting  furnace,  after  having  converted  it  into  producer 
gas. 

The  weight  of  a  bushel  of  charcoal  is  usually  taken  as  20  lb. 
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^■i-        INmiuls  of  co:iI  w|iiiv.i-         IVmnds  of  oil  cciuivalent 
U'lit  to  ono  cord  of  wood  to  ono  ocml  of  wood 


l.SOO  to  2,000  1,(KM) 

1,">40  to  1.715  SOO 

1.300  to  1,4.>0  72o 


940  to  1.450  525 

800  to  925  4  GO 

.- :  r'.»xi»i»'^tt*  heating  viiluc  of  wooil,  coul 
-.  =1  ton  of  iiV(*ni<»;('  hituiniiious  ct):!!  ~ 
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'•0  pi'i*  cent. 
.,'  .,^.r  rent. 
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Most  of  the  oil  sold  for  fuel  purposes  ranges  from  14°  to  20°  Baume. 
Oil  is  usually  bought  by  measure  and  not  by  weight.  The  lighter 
gravity  oils  contain  more  heat  units  per  pound  than  the  heavier  oils, 
but  there  are  more  pounds  of  fuel  in  a  gallon  of  heavier  oils  than  in  a 
gallon  of  lighter  oils.  The  gravity  of  the  oils,  therefore,  is  not  a  matter 
of  much  consequence. 

A  U.  S.  gallon  of  oil  weighs  from  6.5  to  7.2  lb.  and  42  gallons  are  taken 
as  a  barrel.  Residuum,  that  is,  the  residue  of  crude  oil  after  the  volatile 
substances  have  been  driven  off  by  heating,  is  largely  used  as  fuel  for 
roasting  purposes. 

In  some  of  the  mills  treating  Cripple  Creek  ore  both  coal  and  oil  are 
used  in  the  same  furnace.  In  some  of  the  roasting  furnaces  coal  is  used 
at  the  cooler,  or  feed  end,  while  in  others  the  reverse  is  the  case.  The 
relative  quantity  of  coal  and  oil  used  also  varies  greatly.  The  average 
consumption  might  be  considered  as  100  lb.  of  coal  and  15  gallons  of  oil 
per  ton  of  ore,  in  roasting  1  1/2  to  3  per  cent,  sulphur  do^Ti  to  about  0.5 
per  cent.  With  oil  alone,  it  takes  from  0.35  to  0.45  barrels  to  roast  a 
ton  of  ore,  in  addition  to  the  small  amount  of  fuel  necessary  to  generate 
the  steam  for  applying  the  oil. 

In  California  it  takes  about  half  a  barrel  of  oil  to  roast  a  ton  of  stamp 
mill  concentrates  suitable  for  chlorination,  and  about  50  lb.  of  coal 
to  furnish  the  steam  to  pump,  heat,  and  atomize  the  oil.  As  a  fuel  90 
gallons  of  California  oil  is  equal  to  1  ton  of  coal.  • 

If  fuel  has  to  be  transported  any  considerable  distance,  oil  offers 
advantages  in  the  cost  of  freight,  since  for  the  same  weight  it  has  about 
twice  the  heating  value  of  coal,  and  about  four  times  that  of  wood. 

Coal. — Coal  is  the  most  universally  used  fuel  in  roasting.  Its  quality, 
however,  varies  so  much  that  careful  investigation  of  the  different 
kinds  available  is  a  serious  matter.  A  long-flame  bituminous  coal,  if 
direct  firing  is  used,  is  the  best,  while  lignite,  with  its  short  flame  and 
low  heating  quality,  is  the  worst.  The  tendency  of  short-flame  coal  is 
to  give  an  intense  local  heat,  and  such  a  heat  is  highly  detrimental  to 
the  roasted  ore.  The  best  way  to  distribute  the  heat  is  either  to  gassify 
the  coal,  or  if  fired  direct,  get  what  is  known  as  a  semi-producer  action 
in  the  fire-box,  by  the  introduction  of  steam  and  air  under  the  grate.  By 
either  of  these  methods,  a  long  rolling  flame  may  be  obtained  in  the 
roasting  chamber. 

Any  coal,  wheter  anthracite,  bituminous,  or  lignite,  will  give  the 
"lost  satisfactory  result  by  being  first  converted  into  producer  gas,  and 
conducting  the  gas  from  the  producer  maiius  into  the  different  parts  of 
the  furnace,  and  there  consuming  it,  so  that  the  atmosphere  shall  be 
^^ighly  oxidizing  and  with  as  little  local  heat  as  possible.  This  is  best 
accomplished  by  introducing  the  gas  in  smaller  quantities  at  more  points 
n  the  roasting  chamber,  rather  than  in  larger  volumes  at  fewer  places. 
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The  advantages  of  producer  gas  over  direct  firing  are: 

The  gas  may  be  produced  from  inferior  coal,  and  makes  more  av; 
able  heat  in  the  roasting  furnace  than  is  possible  with  any  coal  bun 
in  an  ordinary  grate. 

It  can  be  easily  introduced  into  the  roasting  furnace  at  any  po 
and  in  any  quantity  desired,  thereby  giving  a  dififused  heat  over 
entire  bed  of  the  ore. 

The  construction  of  the  arch  of  large  mechanical  furnaces  is  v< 
much  simplified. 

The  producers  may  be  centralized,  so  that  the  handling  of  coal  8 
ashes,  by  mechanical  appliances,  may  be  greatly  facilitated. 

In  all  cases,  where  producer  gas  is  used  to  roast  ore,  the  air  neccssi 
for  its  combustion  should  be  pre-heated.  This  can  be  done  at  the  le 
expense  by  an  air-heating  arrangement  in  the  furnace  dust  chamber. 

The  relative  average  value  of  the  several  classes  of  coal  may  be  : 
proximately  determined  from  the  accompanying  tables. 


CLASSIFICATION  OF  COALS 
(Kent,  Min.  Ind.,  1900) 


Fixed 

carbon, 

per  cent. 


Moisture'      Ash 

VolatUe 

percent,  per  cent.!  ™**^^'' 

i 

1 

per  cent. 

Heating  value 
b.  t.  u.  per  lb. 
of  combustible 


Anthracite    and    semi-an-     1  to  3 
thracite. 

Semi-bituminous 1  to  3 

Bituminous — eastern ,   1  to  3 

Bituminous — western 4  to  14 

Lignite 12  to  18 


8  to  12        3  to  12,       97  to  88      14,700  to  14,900 


3  to  10 
3  to  15 
5  to  25 


15  to  25 
25  to  40 
35  to  50 


75  to  85 
60  to  75 
50  to  65 


15,600  to  16.000 
14,800  to  15.200 
13.600  to  14.800 


5  to  25  ;  over  50    Less  than  50  11.000  to  13.000 


Relati^ 

value  of  ( 

bustibi 

semi-bi 

-100 


94 

100 
95 
90 
76 


A  rough  estimate  of  the  relative  practical  value  of  the  several  clas 
of  coal  may  be  calculated  as  follows: 


Mois- 
ture 
% 


Anthracite 2 

Semi-bituminous 2 

Bituminous — eastern 2 

Bituminous — western 10 

Lignite 15 


1 

Relative  prac 

Ash 

Combus- 
,     tible 

% 

b.  t  u. 
per  lb. 

Theort-  ! 
ical 

Effi- 
ciency 

value 

% 

combus- 

healing  | 

for 

Semi 

tible 

value 

boiler 

b.  t.  u.        _ . 

13 

85 

14,800 

12.180 

77 

9.379          8 

8 

90 

15.800 

14,220 

75 

10,665        10 

8 

90 

15.000 

13.500 

70 

9,450          8 

15 

75 

14.200 

10.150 

65 

6.598          6 

20 

65 

12.000 

7,800 

1 

60 

4,680          4 

1 

._ 

_  - 

The  relation  of  the  heating  value  of  coal  to  its  ultimate  anab 
may  be  estimated  by  Dulong's  formula,  usually  within  a  limit  of  er 
of  2  per  cent.     This  formula  with  average  figures  for  the  constants  i 


FUEL  11 

Heating  value  per  pound  in  b.  t.  u.  equals: 

l/100[14,t>50C  + 62,000  (H-^j+4000S] 

In  which  C,  H,  O  and  S  are  respectively  the  precentages  of  carbon, 
hydrogen,  oxygen,  and  sulphur  in  the  coal. 

There  is  more  ash  in  the  smaller  size  coal  than  in  the  larger  sizes, 
due  principally  to  the  greater  quantities  of  dirt  and  slate,  as  shown  by  the 
following  analyses  of  diflfcrent  sizes  of  anthracite. 

Size  of  coal  Fixed  carbon  Ash 


Egg,  2.5  to  1.7  in 88.5  per  cent.  5.7  per  cent. 

Stove,  1.75  to  1.25  in 83.7  per  cent.  '       10.2  per  cent. 

Chestnut,  1.25  to  0.75  in !  80.7  percent.  i       12.7  percent. 

P«t,0.75to  0.50  in 79.0  per  cent.  14.7  percent. 

Buckwheat,  0.50  to  0.25  in 76.9  per  cent.  16.6  percent. 


CHAPTER  III 
OXIDIZING  ROASTING 

Objects  of  Roasting. — The  object  of  roasting  is  to  convert  the  or 
into  a  condition  which  will  have  the  least  injurious  effect  on  the  chem- 
icals used,  and  to  simplify  their  application.  Roasting  is  essentiallj 
oxidation.  Many  metallic  oxides  are  not  as  readily  attacked  by  the 
solvent  in  the  subsequent  chemical  treatment  as  the  metals  in  other 
combinations. 

The  solvents  for  copper,  gold  and  silver  are  among  the  most  ener- 
getic substances  known.  Chlorine,  for  example,  combines  with  those 
elements  with  which  oxygen  is  able  to  combine,  because  in  many  respects 
it  is  equally  if  not  more  energetic  than  oxygen,  and  replaces  it  in  the 
proportion  of  2  atoms  of  chlorine  to  one  of  oxygen:  CI,:  O.  Chlorine 
cannot  displace  oxygen  from  many  of  its  oxide  combinations.  Iron 
is  universally  associated  with  copper,  gold  and  silver  ores  in  the  form 
of  oxide  or  sulphide.  Chlorine  very  rapidly  combines  with  iron  in  its 
sulphide  and  sulphate  combinations,  but  does  not  appreciably  displace 
the  oxygen  from  its  oxide  combinations.  Most  of  the  metals  are 
less  injurious  in  their  oxide  than  in  their  sulphide  combinations,  while 
others  are  not  much  improved  by  the  change.  If  the  ore  is  to  be 
treated  for  its  copper  content  by  an  acid  process,  the  oxide  of  copper 
resulting  from  the  roasting  is  readily  soluble  in  either  hydrochloric 
or  sulphuric  acids,  while  the  sulphide  of  copper  is  quite  insoluble  in 
either  of  these  acids.  Calcium  is  acted  upon  by  chlorine  and  the 
acids  as  readily  in  its  oxide  as  in  its  carbonate  combinations.  Much 
of  the  calcium,  however,  in  roasting,  is  converted  into  the  sulphate, 
which  is  an  improvement,  since  it  is  practically  neutral  and  unaffected 
by  all  solvents. 

Many  injurious  metals,  such  as  arsenic,  antimony,  and  bismuth,  are 
volatile  at  a  high  temperature  and  are  expelled  during  the  roasting* 
Many  oxides  are  benefited  by  elevated  temperatures.  Dehydration 
agglomerates  the  particles  and  makes  a  better  leaching  product.  Ores 
containing  much  clay  and  talc  are  similarly  benefited.  And,  finally, 
roasting  makes  the  ore  particles  porous,  thereby  very  materially  increas- 
ing the  extraction  of  the  metals.  If  the  ore  contains  gold  and  silver, 
these  metals  are  to  a  very  large  extent  set  free,  and  are  more  readily 
nttnckcd  by  the  solvent. 
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Zinc;  usually  as  a  sulphide  or  carbonate. 

Sulphur  and  tellurium  are  usually  found  in  combination  with  the 
metals  as  sulphides  and  tellurides. 

General  Chemical  Reactions  During  Roasting. — The  carbonates,  on 
heating,  are  readily  converted  into  the  oxides  of  the  metals  and  carbon 
dioxide:  -n  r 

MC03  =  MO  +  C02.  ^-^ 

When  metallic  sulphides  are  heated  in  the  presence  of  air,  metallic 
oxides  and  sulphur  dioxide  are  formed: 

Most  of  the  sulphur  dioxide  passes  off,  but  a  small  portion  of  it  is 
converted  into  sulphur  trioxide  by  contact  with  the  metallic  oxides 
formed,  or  with  the  silica  contained  in  the  ore: 

SO  J  +  O  +  SiOj  =  SO3  +  SiOj 
S02  +  2MO  =  SO,  +  M20. 

Some  of  the  sulphur  trioxide  will  escape,  while  some  will  combine 
with  the  metallic  oxides  to  form  metallic  sulphates: 

M0  +  S03  =  MS0,. 

By  heating,  the  metallic  sulphates  are  dissociated,  some  giving  off 
Hulphur  trioxide,  others  sulphur  dioxide  and  oxygen: 

2FeS04 =Fe203  +  SO3  +  SO2 
2CuS0,  =  2CuO  +  2SO2  +  O2. 

Tht^  Hulj>hate8  of  copper,  antimony,  iron,  and  nickel,  are  completely 
dooompoHod  at  a  red  heat.  A  higher  temperature  decomposes  the 
wulphatoH  of  aluminum,  silver,  lead,  manganese,  and  zinc.  An  ordinary 
whito  heat  ImH  no  action  on  the  sulphates  of  the  alkalies  and  alkaline 
i^i^vthrt,  potaHHium,  sodium,  barium,  calcium,  and  magnesium,  but  at  the 
luvttt  iuteuHo  heat  procurable,  which  is  never  used  in  a  roasting  furnac^ 
iho  aulphateji  of  barium  and  calcium  are  changed  to  oxides.  At  the 
3ii^uvo  tompt^rature,   sodium  and  potassium  sulphates  are  completely 

|K^b«#4^tial  Factor*  in  Roasting. — The  essential  factors  in  roasting  are: 

Time, 

Temperature, 
Air,  or  Oxygen. 

t^\v,^  ,\^\v  s^v\u^l^U^nu*ntHry  terms,  and  each  may  be  carried  in  excesSi 
v.  K  'A^v^Uvl  sxi  tho  others.  Roasting,  as  already  stated,  is  substan*, 
*vws>  ,\\  sU'^?^^>\  l\v  tho  application  of  heat  and  air.  Mineralized  veins  are 
'.\vi..v\:;  ,ss  ^^>\^i  \lo)>th8  by  time  and  the  action  of  atmospheric  and 
Ks^..sv«vx  %^is\v;VvNvx  \\iih\uit  the  necessity  of  any  perceptible  heat.  In 
j.vv  w^iivs.*  -U  .^i'S^^^>s  f\\uu  masting.  If  the  temperature  is  increased  the 
u^v,    \    .Nvi^jiniNNV^  i^i  lUnunishcd.     A  high   temperature,   without  air; 
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abundance  of  air,  is  of  little  avail.  A  moderate  temperature,  with  an 
abundance  of  air,  is  highly  efficient,  nevertheless  time  is  necessary  to 
effect  ccmplete  oxidation,  and  to  get  the  best  roast  for  subsequent 
chemical  treatment  to  extract  the  metals. 

Timt. — Time  in  roasting,  and  in  oxidation,  is  a  most  variable  factor. 
Pyrites  may  be  oxidized  almost  instantly,  in  the  highly  oxidizing  atmos- 
phere of  a  shaft  furnace,  or  it  may  take  countless  ages,  as  in  the  oxidation 
of  mineralized  veins,  where  the  elements  of  both  temperature  and  air 
are  lacking. 

Some  idea  of  the  relation  of  time,  temperature,  and  air  may  be 
obtained  from  roasting  tests  made  in  Denver,  on  Gilpin  County  sulphide 
ore.  The  ore  was  roasted  in  a  three-compartment  shaft  furnace  at  the 
rate  of  75  tons  a  day.  Each  particle  was  exposed  on  all  sides  to  a  highly 
heated  oxidizing  atmosphere.  The  ore  was  thoroughly  roasted  in  1  3/4 
minutes,  which  was  the  total  time  it  remained  in  the  furnace.  Similar 
ore  was  roasted  in  a  mechanical  reverberatory,  with  a  bed  from  4  to  5  in. 
deep,  and  notwithstanding  that  the  ore  was  rabbled  continuously  and 
remained  in  the  furnace  from  4  to  5  hours,  the  roast  was  not  satisfactory. 
The  diflSculty  lay  in  the  inability  of  the  air  to  penetrate  the  deep  bed  , 
of  ore.  As  soon  as  an  abundance  of  air  was  supplied,  as  for  example, 
when  the  ore  was  discharged  from  the  furnace,  innumerable  sparks 
appeared,  showing  that  the  oxidation  was  taking  place  more  rapidly. 

In  the  Stedefcldt  shaft  furnace  the  ore  is  oxidized  almost  instantly, 
and  the  time  reduced  to  a  minimum,  as  compared  with  roasting  in  the 
fe  ttrdinary  reverberatory  or  revolving  furnaces.  In  the  Stcdefeldt  fur- 
nace, which  was  used  only  for  chloridizing  roasting  silver  ores,  the 
dkrine  acted  as  an  energetic  oxidizer,  and  this  materially  assisted  in 
theioasting. 

.  Tie  best  results  in  roasting  will  usually  be  obtained  when  the  time 
fattw  is  made  as  great  as  possible,  and  the  temperature  as  low  as  pos- 
riUe,  assuming  that  the  air  factor  remains  the  same.  Or,  again,  the 
bttl  results  will  always  be  obtained  by  having  the  time  and  air  factors 
^  M  large  as  possible,  speaking,  of  course,  within  practical  limits.  By 
wcreaaing  the  air,  the  temperature  remaining  the  same,  the  time  will  be 
pwtly  diminished  without  detriment  to  the  roast. 

If  ore  is  roasted,  as  in  a  shaft  furnace  of  the  Stedefcldt  type,  where 
It  18  showered  through  a  highly  heated  oxidizing  atmosphere,  the  time 
<*  roasting  is  reduced  to  a  minimum,  but  the  combustion  of  the  pyrite  is 
Hsdy  to  be  so  intense  that  the  heat  developed  in  the  particle  itself  is 
«%  to  fuse  it.  Careful  panning  of  roasted  sulphide  ore,  roasted  under 
^eonditions,  will  usually  disclose  some  of  the  grains  as  fused  or  even 
dotted,  which  is  the  worst  possible  condition  for  subsequent  treatment 
^tolvent  process,  largely  because  of  the  inability  of  the  solvent  to 
diA  fosed  or  shotted  particle. 
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oxide,  which,  at  a  lower  temperature  and  with  an  abundance  of  air,  may 
be  reconverted  into  ferric  oxide. 

In  order  to  determine  the  effect  of  temperature  on  the  extraction, 
the  following  laboratory  experiments  were  made  on  Cripple  Creek  ore. 
Chlorine  was  used  as  the  solvent.  Head  assay  of  raw  ore,  gold  5.32  oz.; 
head  assay  of  roasted  ore,  gold  5.56  oz.;  sulphur  in  raw  ore,  4.02  per  cent. 

Test  No,  1. — The  ore  was  given  what  appeared  to  be  an  ordinary 

roast  in  an  assay  muffle.     The  finishing  heat  was  that  ordinarily  given 

in  large  furnaces.     The  ore  did  not  show  any  sintering.     Sulphur  in 

roasted  ore,  soluble,  1.16  per  cent.;  insoluble,  0.26  per  cent.;  total,  1.42 

per  cent.     Average  tailing  from  10  bottle  tests,  0.50  oz.     Extraction, 

91  per  cent. 

I        Test  No.  2. — The  ore  was  given  a  prolonged  roast  to  reduce  the  sul- 

I  phur  content.     The  finishing  heat  was  quite  high  (about  1575°F.)  but 

f  the  ore  was  not  sintered.     Sulphur  in  roasted  ore,  soluble,  0.90  per  cent. ; 

insoluble,  0.10  per  cent.;  total,  1.00  per  cent..     Average  tailing  from  10 

bottle  tests,  0.33  oz.     Extraction,  94  per  cent. 

Test  No.  3. — The  ore  was  roasted  at  a  high  heat,  and  finished  at  a 
very  high  temperature  (about  1650  to  1700°  F.) ;  it  had  a  dark  appearance 
and  was  slightly  fused.  Sulphur  in  roasted  ore,  soluble,  0.34  per  cent.; 
insoluble,  0.09  per  cent.;  total,  0.43  per  cent.  Average  tailing  from  10 
bottle  tests,  1.23  oz.  Extraction,  78  per  cent.  Two  bottles  were 
recharged  and  treated  12  hours;  recharge  tailings  ran  0.79  oz.  Extrac- 
tion, 86  per  cent. 

Test  No.  4. — The  ore  was  roasted  10  hours  in  the  muffle.  It  was 
brought  quickly  to  a  red  heat,  and  finished  at  a  moderately  high  tem- 
perature. The  ore  had  a  dark  appearance,  and  the  finer  particles  were 
slightly  fused.  Sulphur  in  roasted  ore,  soluble,  0.75  per  cent.;  insolu- 
ble, 0.11  per  cent.;  total,  0.86  per  cent.  Average  tailing  from  10 
bottle  tests,  0.73  oz.     Extraction,  88  per  cent. 

From  Tests  3  and  4  it  is  evident  that  if  the  ore  is  fused  or  sintered, 
a  close  extraction  is  impossible. 

Test  No.  5. — The  ore  was  roasted  5  hours  at  a  very  low  temperature 
(scarcely  visible  red) ;  it  was  taken  out  of  the  muffle  and  divided  into 
two  parts.  One  half  was  returned  to  the  muffle  and  roasted  8  hours 
longer  at  a  low  dull  red  heat.  The  finishing  heat  was  a  dull  red.  The 
entire  roasting  was  performed  at  a  prolonged  low  temperature.  Sulphur 
in  roasted  ore,  soluble,  0.74  per  cent. ;  insoluble,  0.25  per  cent. ;  total,  0.99 
per  cent.  Average  tailing  from  10  bottle  tests,  0.15  oz.  Extraction, 
97.3  per  cent. 

Test  No.  6. — The  other  half  of  the  ore  taken  from  No.  5,  after  roust- 
ing 5  hours,  was  then  put  into  the  muffle  and  roasted  5  hours  more  and 
finished  at  a  higher  temperature.  The  ore  was  not  fused  or  sintered. 
Sulphur  in  roasted  ore,  soluble,  0.69  per  cent.;  insoluble,  0.24  per  cent.; 

2    ' 
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total,  0.93  per  cent.     Average  tailing  from  10   bottle   tests,  0.48  ( 
Extraction,  91  per  cent. 

In  the  bottle  tests  for  the  different  roasts,  the  conditions  were  ke 
the  same.  The  chemicals  corresponded  to  15  and  20  lb.  of  bleach,  ai 
30  and  40  lb.  of  sulphuric  acid,  per  ten  of  ore.  The  time  of  treatmei 
on  account  of  the  high  grade  of  the  ore,  was  5  hours.  The  ore  was  groui 
to  16  mesh. 

It  will  be  noticed  that  the  best  results  were  obtained  from  No. 
where  the  finishing  heat  was  quite  low.  By  increasing  the  heat,  t 
extraction  was  not  improved,  as  shown  by  No.  6.  In  No.  1,  the  ore  w 
not  roasted  sufficiently,  as  indicated  by  the  sulphur  analysis  of  1. 
per  cent.  In  No.  3  the  ore  was  roasted  at  too  high  a  temperature;  t 
sulphur  content  is  low,  0.43  per  cent.  The  sulphur  in  No.  2  represen 
more  nearly  the  mill  roast.  For  ore  having  4  per  cent,  sulphur,  i. 
soluble  and  insoluble  sulphur  in  the  roasted  ore,  as  represented  by  N 
2,  might  be  considered  normal  for  Cripple  Creek  ore.  A  prolonged  Ic 
heat,  as  represented  by  No.  5,  will  give  the  best  average  extractio 
The  conditions  there  represented,  however,  could  probably  not  be  ful 
realized  in  practice,  on  account  of  the  reduced  capacity  of  the  furnac< 

These  test  were  repeated  in  large  furnaces  roasting  100  tons  of  c 
daily,  and  each  test  represents  a  day's  run,  or  200  tons.  The  extracti- 
is  based  on  the  mill  tailings.  Furnace  No.  1  was  fired  with  low  init: 
heat  and  a  higher  finishing  heat.  Furnace  No.  2  was  fired  with  a  high 
initial  heat  and  a  lower  finishing  heat.  Care  was  taken  to  get  the  be 
possible  roast  under  both  conditions. 

Furnace  Test  No.  1 

Furnace  No.   1  Furnace  No.  2 

Sulphur,  raw  ore,  2 .  75  per  cent.  2 .  50  per  cent. 

soluble,  0 .  75  per  cent.  0 .  79  per  cent. 

Sulphur  in  roasted  ore,       <    insoluble,  0.09  per  cent.  0.14  per  cent. 

total,  0 .  84  per  cent.  0 .  93  per  cent. 

Assay  of  roasted  ore,  gold,  1 .  05  oz.  1 .  85  oz. 

Assay  of  chlorination  tailings,  0.08  oz.  0.11  oz. 

Extraction,  92 . 4    per  cent.  94 . 6    per  cent. 

Furnace  Test  No.  2 

Sulphur,  raw  ore,  2 .  66  per  cent.  2 .  66  per  cent. 

soluble,  0.71  per  cent.  0.77  per  cent. 

Sulphur,  roasted  ore,      I    insoluble,  0.07  per  cent.  0.08  per  cent. 

total,  0.78  per  cent.  0.85  per  cent. 

.'Vssay  of  roasted  ore,  gold,  1 .  23  oz.  1.11  oz. 

Assay  of  chlorination  tailings,  0.12  oz.  0.07  oz. 

Extraction,  90.0     percent.  94.0    percent. 

These  comparative  tests  in  actual  mill  practice,  in  furnaces  roasti 
100  tons  of  ore  per  day,  are  characteristic  of  many  others  made  alo 
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tlie  same  lines.  The  result;:  rloarlv  indicate  that  the  lower  tinishinc 
heat  give?  the  liest  average  results;  that  on*  ro;isted  at  a  \ovr  t em j^k* nature 
gives  up  it*  values  better  than  ore  roasted  at  a  high  temperature,  ami 
that  sintering  or  overheating  is  highly  injurious.  The  ore  in  these  tests 
was  ground  to  10  mesh.  Time  of  chlorination.  3  hours.  The  chemicals 
used  were  15  lb.  of  bleach  and  30  lb.  of  sulphuric  acid,  per  ton  of  ore. 
Talentine's  Temperature  Experiments. — Valentine*  made  interesting 
experiments  on  the  effect  of  temperatures  on  iron  pyrite,  with  and  with- 
out free  access  of  air.  The  results  of  his  experiments  undertaken  to 
ascertain  the  eflfect  of  heat  on  FeS,.  when  air  is  freely  given  access,  are 
given  as  follows: 


.\pproxiiiiate 

Duration  of 

S.  in  residue. 

Loss, 

Per  cent,  of 

t«mperature.  deg.  F. 

heat 

per  cent. 

per  cent. 

S.  ex|H^lUHi 

Origiiud  pyrite 
1250 

53.43 

1  hour 

4  27 

49  15 

92  05 

1250 

2  3  4  hours 

0.70 

52  73 

9S  tVS 

1600 

20  minute^' 

0  78 

52.65 

9S .  .>! 

1600 

45  minutes 

O.OS 

53 .  35 

99 .  S5 

1800 

20  minutes 

0.13 

Xi .  29 

99 .  75 

1800 

1  hour 

0 .  65 

52 .  7S 

9S.79 

2200 

15  minutes 

3  23 

.>()  19 

93  95 

2200 

20  minutes 

5.92 

47.51 

S8  93 

2200 

35  minutes 

l.oiy 

51   S7 

97.10 

2200 

2  hours 

lis 

52  24 

97. 7S 

It  will  be  noticed  that  a  larger  amount  of  sulphur  remains  in  the 
residues  when  higher  temperatures  have  been  applied. 

Valentine,  from  his  experiments,  draws  the  following  conclusions 
in  roasting  pyritic  ores: 

1.  Heat  alone  without  access  of  air,  can  remove  at  best  only  one 
half  of  the  sulphur  present. 

2.  Atmospheric  oxygen  is  absolutely  necessary  for  a  i>roper  desul- 
phurization. 

3.  Even  at  a  low  heat,  ore  is  properly  desulphurized  if  air  can  gain 
access  freely  to  the  FeS,  in  it. 

4.  Sulphate  of  iron  can  be  decomposed  eciually  well  with  or  with- 
;   out  air. 

5:  In  order  that  the  residuum  sulphur  in  roasted  ore  may  consist  as 
far  as  possible  of  sulphates,  the  roasting  must  l)e  done  under  free  access 
of  air. 

» Trans.  A.  I.  M.  E.,  Vol.  XVIII. 
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6.  Fusion  or  sintering  of  ore  is  likely  to  retard  further  desulphur- 
ization. 

7.  Sintering  does  not  allow  much  of  the  remaining  sulphur  to  be  in 
the  form  of  sulphate. 

Air. — Much  oxygen  is  consumed  in  roasting  sulphides,  and  a  highly 
oxidizing  atmosphere  is  essential  to  good  results.  With  the  sulphui 
fumes,  and  the  products  of  combustion  from  the  fire-boxes  passing  ovei 
the  partly  roasted  ore  in  the  rear  of  the  furnace,  the  atmosphere,  while 
it  may  not  be  strongly  reducing,  is  certainly  not  highly  oxidizing,  k 
comparatively  small  amount  of  sulphur  dioxide  in  the  furnace  gas© 
will  greatly  retard  oxidation;  and  if,  in  addition  to  sulphur  dioxide,  th< 
atmosphere  is  charged  with  carbon  dioxide  from  the  combustion  of  th( 
fuel,  effective  roasting  is  impossible.  The  only  advantage  to  be  gainec 
in  passing  these  deleterious  gases  over  the  fresh  ore  as  it  is  introducec 
into  the  roasting  furnace  is  to  heat  it  so  that  oxidation  can  proceed  mon 
rapidly  when  it  reaches  a  more  highly  oxidizing  atmosphere. 

It  is  desirable  to  bring  the  sulphides  to  the  ignition  temperature  ai 
soon  as  possible  after  the  ore  has  been  introduced  into  the  furnace 
The  value  of  the  vitiated  hot  gasses  passing  over  a  long  stretch  of  cole 
ore  to  heat  it  and  thereby  save  fuel  is  largely  overestimated.  The  los 
will  exceed  the  gain. 

With  a  deep  bed  of  ore  in  the  furnace,  say  from  3  1/2  to  5  in.,  evei 
in  a  highly  oxidizing  atmosphere,  only  the  ore  on  the  surface  is  unde 
thorough  oxidizing  conditions,  while  that  below  the  surface  is  not  B 
advantageously  placed.  If  overheated,  therefore,  fusion  or  matting  i 
likely  to  occur  in  the  early  stages  of  the  roasting,  and  when  the  ore  i 
heated  too  quickly  to  get  a  correspondingly  quick  oxidation.  If  fusio 
occurs,  the  particles  assume  a  dark,  and  sometimes  glazed,  appearance 
In  this  condition  it  is  more  difficult  to  sufficiently  eliminate  the  remainin 
sulphur.  The  metals,  too,  are  difficult  to  extract  in  the  chemical  procesj 
owing  to  the  inability  of  the  solvent  to  penetrate  the  pores  of  the  oi 
particles. 

Speaking  within  practical  limits,  it  is  not  so  much  the  high  temperi 
ture  as  the  lack  of  air  that  is  fatal  to  rapid  and  thorough  rojisting  i 
reverberatory  furnaces.  Fusion  of  the  sulphide  particles  invariabl 
occurs  when  the  ore  is  brought  too  suddenly  against  a  high  temperatur 
with  insufficient  air.  The  tendency  is  to  convert  th(»  sulphide  int 
matte.  Much  of  the  sulphur  in  the  deeper  portions  of  the  bed  vola 
tilizes  as  such,  and  when  it  reaches  the  surface  it  burns  to  sulphur  dioxide 
Heat,  without  access  of  air,  can  n^move  only  about  .")()  j)or  cent,  of  th 
sulphur  originally  in  th(»  ore. 

In  order  to  determine  the  eflfects  of  time  and  air  on  roasting  ant 
extraction,  comparative  tests  were  made  with  furnaces  roasting  100  ton 
of  Cripple  Cn^ek  ore  daily,  containing  about  2.75  per  cent,  sulphui 
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The  ore  in  furnace  No.  1  was  roasted  under  normal  conditions;  the  bed 
of  ore  was  about  2  1/2  in.  deep;  the  angle  of  the  rabble  blades  was  22  1/2 
degrees,  and  the  ore  was  about  2  1/2  hours  in  passing  through.  In 
furnace  No.  2  the  angle  of  the  rabble  blades  was  changed  to  12  degrees, 
which  resulted  in  having  the  bed  about  4  1/2  in.  deep;  the  ore  remained 
in  the  furnace  about  5  hours  to  get  the  same  capacity.  All  the  other 
conditions  remained  the  same,  so  far  as  they  could  be  kept  the  same. 


Test  No.  1 


Sulphur,  raw  ore, 

soluble, 
Sulphur,  roasted  ore,  <  insoluble, 

total, 
Assay,  roasted  ore,  gold, 
.\ssay,  chlorination  tailings, 
Extraction, 


Furnace  No.  1 
90  tons  per  day 

2 .  63  per  cent. 

0 .  73  per  cent. 

0.17  per  cent. 

0 .  90  per  cent. 

1.07  oz. 

0.09  oz. 
91 . 5    per  cent. 


Test  No.  2 


Sulphur,  raw  ore, 

{soluble, 
nsoluble 
tota  , 
Assay,  roasted  ore,  gold. 
Assay,  chlorination  tailings, 
Extraction, 


Furnace  No.  1 
100    ons  per  day 

2 .  80  per  cent. 

0 .  79  per  cent. 

0.14 per  cent. 

0 .  93  per  cent. 

1.80  oz. 

0.12  oz. 
93 . 3    per  cent. 


Test  No.  3 


Sulphur,  raw  ore, 

(soluble, 
insoluble, 
total. 
Assay,  roasted  ore,  gold, 
A«iy,  chlorination  tailings, 
Extraction, 


Furnace      No.  1 
100  tons  per  day 

2 .  62  per  cent. 

0 .  76  per  cent. 

0.14  per  cent. 

0 .  90  per  cent. 

1.90  oz. 

0.12  oz. 
94 . 0    per  cent. 


Furnace  No.  2 

90  tons  per  day 

2 .  53  per  cent. 

0 .  94  per  cent. 

0 .  26  per  cent. 

1 .  20  per  cent. 
2.22  oz. 
0.28  oz. 

87 . 4    per  cent. 


Furnace  No.  2 
70  tons  per  day 

2 .  75  per  cent. 

0 .  72  per  cent. 

0 .  25  per  cent. 

0.97  per  cent. 

1.19  oz. 

0.19  oz. 
85.3    percent. 


Furnace  No.  2 

70  tons  per  day 

2 .  50  per  cent. 

0.59  per  cent. 

0 .  23  per  cent. 
0.82  per  cent. 

1 .  08  oz. 
0.29  oz. 

73.0    percent. 


-i 
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In  furnace  No.  2  it  was  soon  found  that  a  capacity  of  100  tons  per 
d^y  was  out  of  the  question.  The  capacity  was  at  once  reduced  to  70 
tons  to  give,  what  at  least*  appeared  to  be,  a  fair  roast.  The  bed  of  ore, 
^hich  with  a  capacity  of  100  tons,  was  about  5  in.  deep,  with  70  tons, 
was  reduced  to  4  in.  The  high  tailings  in  No.  2  may  have  been  duo,  in  a 
n^easure,  to  the  higher  temperature  frequently  necessary  to  eliminjite 
the  sparks  from  the  roasted  ore. 
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It  will  also  be  seen  from  the  sulphur  analyses  that  while  in  test  No.  1 
the  sulphur  is  higher  in  furnace  No.  2  than  in  furnace  No.  1,  in  tests 
and  3,  it  is  lower;  nevertheless  the  extraction  was  not  improved.  It  will  fc 
noticed,  however,  that  the  insoluble  sulphur  in  furnace  No.  2  is  abnormall 
high  as  compared  with  the  insoluble  sulphur  in  furnace  No.  1.  Thisi 
evidently  due  to  lack  of  air,  and  perhaps  higher  temperature,  in  furnac 
No.  2  to  get  approximately  the  same  total  sulphur  elimination  as  in  fumac 
No.  1. 

By  increasing  the  bed  from  2  or  2  1/2  in.  to  4  or  5  in.  which  make 
the  penetration  of  the  air  more  difficult,  the  capacity  was  reduced  froi 
100  to  70  tons  per  day,  and  the  quality  of  the  roast  was  very  inferio 
notwithstanding  that  the  time  of  roasting  w^as  practically  doubled. 

The  ore  in  these  tests  was  crushed  to  12  mesh,  and  chlorinated 
hours  with  a  chemical  charge  of  15  lb.  of  bleach  and  20  lb.  of  acid  p( 
ton  of  ore. 

The  time  of  roasting,  of  5  hours,  in  reverberatory  furnace  No.  ! 
may  be  compared  to  the  time  the  ore  is  subjected  to  roasting  in  a  sha 
furnace,  which  may  beconsideredabouthalf  a  minute;  or  1/600  of  the  tim 
The  temperature  in  both  cases  may  be  considered  the  same;  the  differeni 
in  the  results,  therefore,  is  due  to  the  difference  in  air  supply. 

Interesting  experiments  were  made  in  Denver  to  determine  the  effe 
of  an  abundance  of  air  supply  in  roasting  charges  of  2000  lb.  of  ore 
a  hand-rabbled  reverberatory  furnace.  In  these  experiments,  some 
the  charges  were  roasted  in  the  ordinary  way,  while  in  others  arrang 
ment  was  made  to  pass  air  through  the  incandescent  roasting  ore,  boi 
by  up-draft  and  down-draft;  other  conditions  remained  the  same.  Tl 
experiments  proved  that  the  capacity  of  the  furnace,  due  to  the  ext 
air  supply,  was  trebled  in  roasting  a  heavy  sulphide  ore;  an  appreciab 
saving  of  fuel  was  effected,  and  the  sulphur  elimination  was  more  perfe( 

The  amount  of  air  required  in  practice  in  roasting  is  enormously 
excess  of  that  required  to  combine  with  the  sulphur  and  other  elemenl 
Theoretically,  at  least,  the  air  in  all  parts  of  the  furnace  should  be  ke 
as  pure  as  possible;  on  the  other  hand,  the  cost  of  heating  a  large  volur 
of  excess  air  is  considerable.  In  practice,  therefore,  the  best  results  w 
be  obtained  by  carefully  balancing  these  two  opposing  factors. 

The  amount  of  sulphur  dioxide  in  the  flue  gases  for  effective  roa« 
ing  should  not  exceed  2  per  cent.  When  the  sulphur  dioxide  in  t 
furnace  atmosphere  reaches  4  per  cent.,  roasting  becomes  slow;  wh' 
it  reaches  8  per  cent.,  it  becomes  very  slow;  and  when  it  reaches  9  p 
cent,  and  over,  the  reactions  practically  cease. 

Rabbling. — Rabbling  is   an   important    operation  in    roasting.     1 
object  is  essentially  to  expose  fresh  particles  of  the  ore  to  the  direct  acti( 
of  the  air  and  heat,  and  to  facilitate  bringing  the  entire  mass  of  ore 
incandescence,  and  thus  assuring  a  uniform  roast. 
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It  is  evident  that  the  roasting  is  facilitated  by  frequent  rabbling, 
but  the  frequency  of  the  rabbling  is  limited  by  the  rabbling  mechanism 
in  mechanical  furnaces,  and  by  the  fatigue  of  the  roasterman,  in  hand- 
rabbled  furnaces.  Theoretically,  the  more  the  ore  is  rabbled,  the  better 
will  be  the  roast,  and  this  theoretical  condition  should  be  approached  as 
dosely  as  possible.  It  is  for  this  reason,  more  than  all  others,  that 
mechanical  furnaces  give  a  much  better  roasted  product  than  hand- 
rabbled  furnaces.  No  hand  rabbling,  on  a  large  scale,  can  approach 
the  frequency  and  uniformity  of  mechanical  rabbling. 

Effect  of  Metallic  Sulphides  if  Heated  with  Exclusion  of  Air. — Gold 
and  platinum  can  be  completely  desulphurized.  The  sulphide  of  silver 
(AgS)  remains  undecomposed.  The  sulphides  of  arsenic,  antimony, 
and  mercury,  volatilize  unchanged.  Iron  pyrites  (FeSj)  gives  up  23 
percent,  of  its  sulphur,  and  is  reduced  to  magnetic  pyrites  (FegS^),  which 
by  a  strong  heat  may  be  reduced  to  ferrous  sulphide  (FeS) .  The  ferrous 
sulphide  is  not  further  reducible.  Of  the  copper  minerals,  chalcocite  (Cu,S) 
is  not  decomposed,  but  the  chalcopyrite  (CuFeSj)  loses  only  one  part  of 
the  sulphur  which  is  combined  with  the  iron.  Galena  (PbS)  is  reduced 
to  a  lower  stage  with  separation  of  metallic  lead. 

Sulphur. — Sulphur  usually  occurs  combined  with  the  base  metals  as 
sulphide,  but  not  infrequently  the  ore  is  highly  charged  with  sulphates, 
due  to  partial  decomposition  by  atmospheric  and  aqueous  agencies. 
Sulphur,  combined  with  some  of  the  metals  as  sulphide  or  sulphate,  is 
highly  injurious  in  the  hydrometallurgical  process;  and  if  occurring  in 
large  quantities,  it  is  fatal.     Many  of  the  sulphates  are  acted  upon  by 
acids;  in  any  cases  the  soluble  sulphates  affect  the  leaching  solution 
injuriously.     In  the  cyanide  process  some  of  the  sulphides,  as  for  example 
pyrite,  are  not  particularly  injurious,  while  most  of  the  sulphates  offer 
difficulties.     In  the  chlorination  process,  the  sulphur  in  combination 
with  some  of  the  metals  is  displaced  by  the  chlorine,  which  itself  unites 
with  the  metal  or  acts  as  an  oxidizer.     In  cither  case,  the  chemicals  are 
consumed  by  reacting  with  the  base  elements,  and  are  not  available  for 
action  on  the  desired  metals.     Roasting,  in  any  event,  largely  overcomes 
these  difficulties,  and  in  many  cases  practically  eliminates  them  entirely. 
Sulphur  is  rarely,  if  ever,  entirely  eliminated  during  the  roasting. 
Frequently  that  which  remains  is  not  injurious  to  the  process.     The 
sulphur,  as  sulphide  or  sulphate,  may  be  encased  in  quartz  particles,  or 
it  may  be  in  the  ore  as  sulphates  of  the  alkali  metals  or  of  the  alkaline 
earths.     So  combined,  it  is  not  replacable  by  any  of  the  chemicals  ordi- 
narily used.     The  sulphates  of  sodium,  potassium,  barium,  calcium,  and 
magnesium  appear  to  be  unaffected  l)y  either  hydrochloric  and  sulphuric 
acids,  chlorine,  bromine,  cyanide,  or  sodium  hyposulphite.     Their  pres- 
ence, in  the  solution,  may  however  have  some  effect  on  the  solubilities 
of  the  various  solvents. 
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Most  of  the  sulphur  in  either  copper,  gold  or  silver  ores  is  usually 
combined  with  iron,  as  iron  pyrite  (FeSj).  One  of  these  atoms  of  sulphur 
may  be  distilled,  or  be  burned  to  sulphur  dioxide  at  a  low  temperature. 
In  the  roasting  of  sulphides,  sulphur  dioxide  is  exclusively  formed.  In 
the  presence  of  air,  by  catalytic  action  with  indifferent  substances  such 
as  silica  or  iron  oxide,  there  is  always  formed  a  small  amount  of  sulphur 
trioxide,  which  with  the  moisture  of  the  air  and  that  contained  in  the  ore 
and  fuel  gases,  gives  sulphuric  acid. 

The  elimination  of  sulphur  from  concentrates  or  heavy  sulphide 
ore  is  accompanied  by  the  evolution  of  considerable  heat.  Concentrates 
containing  from  25  to  35  per  cent,  sulphur  are  frequently  roasted  down  to 
5  per  cent,  by  the  heat  generated  from  their  own  oxidation.  Thirty-two 
parts  of  sulphur,  in  combining  with  32  parts  of  oxygen  (that  is,  forming 
8O2),  evolves  69,260  heat  units;  and  if  the  oxidation  proceeds  to  SO,, 
91 ,900  heat  units  are  evolved.  These  figures  may  be  compared  with  those 
which  correspond  to  the  passage  of  carbon  into  carbon  monoxide  (CO) 
and  carbon  dioxide  (COj)  when  29,160  and  97,200  units  of  heat,  respec- 
tively, are  evolved.  The  evolution  of  heat  by  the  rapid  oxidation  of 
sulphur  is  practically  demonstrated  in  the  various  sinter-roasting 
processes  in  which  copper  and  lead  sulphide  ore  alnd  fines  are  fused  into 
a  coherent  mass  by  the  heat  from  the  sulphur  alone. 

The  elimination  of  sulphur,  in  roasting,  varies  greatly  with  different 
ores.     Some  forms  of  pyrite  are  more  difficult  to  roast  than  others- 
Unoxidizcd  ores  from  the  deeper  levels  of  a  mine  are  more  difficult  to 
rojust  than  the  partially  oxidized  ores  nearer  the  surface,  even  thoughi. 
the  sulphur  content  of  both  is  approximately  the  same.     The  chemical 
composition  of  the  ore,  aside, from  its  sulphur  content,  has*  much  to  do 
with  the  roasting.     Ferrous  sulphate,  for  example,  is  much  more  easily 
broken  up  than  zinc  sulphate,  or  than  the  sulphates  of  the  alkalies  or 
alkaline  earths.     Ore  containing  much  lime  is  likely  to  be  high  in  sulphuir 
after  roasting. 

In  some  of  the  Cripple  Creek  ores  having  2.75  per  cent,  sulphur,  tho 
best  extraction  is  frequently  made,  and  without  undue  consumption  af 
chemicals,  when  the  roasted  ore  contains  from  0.60  to  0.80  per  cent- 
sulphur.    When  the  total  sulphur  in  the  roasted  ore  is  less  than  0.40  per 
cent,  the  tailing  are  usually  liigh.     Other  Cripple  Creek  ores,  which  are 
partially  oxidized,  give  the  best  extraction  when  the  sulphur  is  from  0.30 
to  0.50  per  cent.,  tlie  insolubles  usually  going  from  0.03  to  0.08  per  cent., 
and  the  solubles  from  0.35  to  0.40  per  cent. 

It  is  customary  in  many  of  the  mills  to  make  frequent  sulphur  deter- 
minations. Sometimes  tii(\v  are  made  for  such  shift  for  every  furnace; 
sometimes  once  a  day.  These  sulphur  determinations  are  made  both 
for  soluble  and  insolul)le  sulphur.  The  insoluble  sulphur  is  more  par- 
ticularly relied  upon  to  indicate  the  roast.     The  soluble  sulphur  is  that 
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which  is  soluble  in  boiling  water;  usually  a  little  sodium  carbonate  is 
added  before  boiling. 

The  progress  in  the  elimination  of  the  sulphur,  when  treating  UK) 
tons  of  Cripple  Creek  ore  daily  in  large  mechanical  furnaces,  is  shown 
by  the  following  samples  taken  at  various  points  in  the  furnace  during  the 
roasting.  The  ore  remained  in  the  furnace  about  2  3/4  hours,  so  that 
the  distance,  in  feet,  from  the  feed  will  also  closely  represent  the  time 
in  minutes  for  the  ore  in  the  furnace,  when  the  respective  samples  wen* 
taken.  The  ore  was  rabbled  every  17  seconds.  The  results  are  averages 
of  a  large  number  of  sets  of  samples  taken  from  three  different  furnaces. 
The  samples  were  taken  so  as  to  fairly  represent  the  total  cross  section  of 
the  ore.  No.  3  was  taken  from  a  type  of  furnace  totally  (lifT(T(»nt  from 
the  others.     The  ore  before  roasting  was  crushed  to  12  mesh. 

No.  3  furnace  had  a  revolving  hearth  and  was  fired  at  a  lower  t(»m- 
perature  than  the  others.  Notwithstanding  the  high  sulphur  (jontcMit 
in  the  roasted  ore  from  No.  3,  the  extraction  by  chlorination  was  about 
the  same  as  for  the  others.  The  tailings  from  No.  2  W(;n;  sonK^what 
higher  than  from  No.  1;  this  was  doubtless  due  to  the  fact  that  in  No.  2, 
with  three  fire-boxes,  the  ore  had  to  be  roasted  at  a  higher  tempcirature 
than  in  No.  1,  which  had  four  fire-boxes. 


PROGRESSIVE  SULPHUR  DETERMINATIONS  MADE  IN  llOASTINO 
CRIPPLE  CREEK  ORE,  IN  FURNACES  ROASTING  UH)  TONS 

OF  ORE  DAILY 

Fumaoe  No.  1  (Four  Fin-\fOxeni 


^Ple  taken,  feet  (also 
approxinukte  time  in 
D>iQ-)  from  feed 


I>istJtnce 

of  fire-box 

from  feed 

in  feet 


IneoL 
per  cent. 


Sulphur 


Soluble 
pereent 


Tot«i 


and  dMtir-    of  H  rjtfttf     o1  H  *'^,Ur- 
«Tie«  ill  tftfi     p«ur<9d  Ut     i>nrt^l  u,  r. 
6«(it.  raw  //f«       *i\nit'tuh**»t 


Hawore 2.60 

45ft.   Hinutea 55  0.86 

^'t.   llinutea 72  0.41 

100ft  Uinutea 120  0.23 

I<X) ft  Minutes 140  0.14 

Cooler 0.10 


0.00 
O.M 
0.40 
0.00 
0.03 
0.60 


2.00 
l.S> 
O.ftO 
O.O 
0.77 
0.76 


1.40 
0  30 
0  07 

0.01 


7<5 

16 

i 

4 


Vt 


74 


Furnace  No.  2  (Thraa 


R»wore 2.58  0.00 

*5ft    Minutes 1.54  0.19 

Wft    Minutes 72  0.74  0.40 

100 ft  Minutes 120  0.35  0.51 

160 ft.  Minutes 140  0.16  0.54 

Cooler 0.14  .     0.62 


%jm 

i 

0 


V. 


m     0 


V. 
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cent,  soluble  sulphur,  while  the  extra  cost  of  roasting  to  such  a  low  sul- 
phur content  would  be  enormously  increased.  There  would  also  be 
high  tailings  from  overheating. 

There  is  quite  as  much  danger  of  over-roasting  as  under-roasting. 
Ore  roasted  too  much  will  give  high  tailings,  nor  can  these  tailings  be 
materially  reduced  by  repeated  charges  of  chemicals.  If  ore  is  under- 
roasted,  repeated  charges  of  chemicals  may  be  necessary  to  get  the 
desired  extraction;  but  the  tailings  w^ill  be  reduced  each  time,  and  ulti- 
mately the  limit  of  extraction  may  be  obtained. 

An  experiment  was  made  with  a  100-ton  furnace  to  determine  the 
effect  of  ultimate  roasting  on  the  extraction.  The  furnace  was  fired 
under  normal  conditions;  but  instead  of  treating  the  ore  after  its  first 
passage  through  the  furnace,  it  was  returned  again  and  again  for  12  hours. 
It  is  needless  to  say  that  the  ore  was  roasted  '*dead'';  nevertheless  four 
charges  of  chemicals  on  this  ore  failed  to  give  even  the  average  extraction. 

One  of  the  essential  features  of  roasting  is  to  find  the  sulphur  deter- 
minations which  will  give  the  best  results,  and  to  find  the  point  where  a 
lower  sulphur  content  will  not  appreciably  increase  the  extraction. 
The  sulphur  in  the  roasted  ore,  from  one  mine  or  from  one  district,  which 
has  proved  to  give  the  best  results,  might  be  fatal  to  the  treatment  of 
ore  from  another  district.  This  is  largely  due  to  the  way  in  which  the 
sulphur  is  combined.  Soluble  sulphur,  as  sodium  or  potassium  sulphate, 
is  unaffected  by  the  chemical  solvents;  if  the  same  amount  of  sulphur 
were  combined  with  iron,  as  ferrous  sulphate,  the  roast  would  be  abso- 
lutely worthless.  Again,  the  insoluble  sulphur,  as  barium  or  calcium 
sulphate,  is  not  particularly  detrimental  to  the  subsequent  treatment; 
but  if  the  same  amount  of  sulphur  is  combined  as  sulphide,  it  is  almost  sure 
to  be  fatal.  Insoluble  sulphur  does  not  necessarily  imply  that  the 
sulphur  is  in  the  form  of  sulphide. 

In  the  roasts,  as  shown  in  the  accompanying  tables,  the  iron  sul- 
phate was  practically  eliminated  at  100  ft.  from  the  feed,  and  totally 
eliminated  at  120  ft.  In  some  instances  it  was  totally  eliminated  at 
100  ft.,  as  shown  by  the  ferricyanide  test,  which  did  not  produce  the 
usual  delicate  reaction  for  iron.  The  ferricyanide  test,  except  for  making 
a  rough  determination,  is  absolutely  worthless,  since  it  shows  only  the 
sulphur  combined  with  the  iron  as  soluble  sulphate.  It  frequently 
happens  that  the  ore  is  far  from  being  roasted,  when  the  sulphate  of  iron 
is  all  decomposed. 

The  barium  chloride  test,  except  as  a  rough  indication,  is  also  w^orth- 
less,  since  it  precipitates  sulphur  that  might  be  considered  as  perfectly 
harmless.  If  the  ore,  as  shown  in  the  tables,  had  been  roasted  so 
thoroughly  that  no  sulphur  had  been  precipitated  with  barium  chloride, 
it  is  safe  to  say  that  only  a  comparatively  few  tons  of  ore  c  l 

in  a  day,  and  the  tailings  would  be  quite  sure  to  be  high. 
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t.^rfiiprTature  would  bo  required  to  break  up  the  sulphates  of  the  alkaline 
rrartlis,  and  such  a  temperature  would  \)C  detrimental  to  the  extraction  of 
tli^  d«-.-irf-d  metals. 

A  rlin-r;t  sulphur  determination  seems  to  be  the  only  way  of  indicating 
\.\n'.  rojiHt  with  any  degree  of  accuracy.  It  is  not  so  much  a  matter  of 
iili:i'iliit.«-  rr-finr-incnt  in  the  sulphur  determination  as  long  as  the  results 
III*'  liiiiforrii.  Nevertheless,  care  and  accuracy  are  essential  to  uni- 
t'lMiiity.  The  essential  idea  of  the  sulphur  determination  is  to  indicate 
III*-  'lujilit y  of  tlie  roast  as  compared  with  the  extraction.  It  is  not  very 
iiiuhiiiLl  wiif'Lher  tlie  sulphur  is  relatively  high  or  low.  If  a  certain 
iil|ihui  d<t.(;rriiination  indicates  a  good  or  a  bad  roast  one  day,  theoretic- 
•ill  V  ill  liii-.i.,  it,  sliould  indicate  the  same  at  any  other  time.  It  is  evident 
lluit  ihi-'ic.  ideal  conditions  cannot  always  be  realized,  because  the  work- 
ing. rnmlii.ioiiM  of  the  furnace  change  from  time  to  time.  For  example, 
\iir  wlinli  in  ov*r-roasled  for  four  hours  on  a  shift  and  under-roasted 
[\\\^  »i|lni  inm,  if  averaged,  might  give  the  same  sulphur  determination 
,\i  mr  wliirh  lind  been  (evenly  and  uniformly  roasted  for  the  total  eight 
ln»\ii  ..  lull.  Ilu^  f.niiinKH  would  be  entirely  in  favor  of  the  latter  roast. 
\  nil-..  II  hi  Known  liiat.  the  conditions  of  operating  the  furnaces  have 
li  mvrd.  ii  I'l  liiii  lo  iissunn*  that  they  have  remained  the  same,  and  thi.s 
.  u  .ti  ills  I  III-  rtuir  in  well  crinducted  ])lants. 

In   vHiUi    In  yrl   uniformity  in  the  roasting  operation  and  in  the 

■..k.T  1   I'lodiiil.,  ii   i.'i  I'snential  that  the  raw  ore  fed  into  the  furnace 

.1     'i    4\ii  u'.r  ulioul.   tiir  same  in  suli)hur.     If  the  ore  comes  from 

tv   V  ■■   iimiri.  HI  iioni  different  levels  of  the  same  mine,  it  should  be 

.    vv       \  MMini'  tKii-   in   mixing  is  neither  necessary  nor  j)rofitable. 

•  *•  vAxHuimuiil  (o  build  the  furnace  of  ample  capacity,  so  that 

.,     v.i  ..fc  i.»n  ,  III  I  he  iin-  will  naturally  be  taken  care  of,  under  uniform. 

•;  oi'^'Uii  loll. 

..*  :■  '  \    \»l  .•iiil|iliiir   which  roasted  ore  may  contain  without 
I.  .M.^ui  i-i  \jiriiible,  dej)en<ling  largely  upon  the  lime,  mag- 

.  .X.  *  I.4W  drinonMliated  that  an  abundance  of  air  is  not  con- 

\    , *Mv»n  oi  Huljiiiates.     Air  does  not  appear  to  be  necea- 

.  .v.»v  ^::!i»hi^U'M;  nevertheless,  when  it  is  .su|)plied  in  abun- 

^vw    on  of  the  sulphates  is  f!;n»atly  facilitated.     Other 

......^  ■  »    4v*U\»n,  may  also  ai<l  in  th(Mr  decomposition. 

i**  'Qiiii(M4«t\u«  of  the  Various  Sulphates. — With  the  ex- 
^  •-•.**•■.  -ill  I  he  ronmioii  metallic  suli)hates  are  corn- 
er.,    ^-va  vuiiui".  into  metallic  oxide,  sulphur  trioxide, 
..     a;j^i*i*      Si»me  ^ive  up  their  trioxido  readily  at 
^    -       ..-..^    txjiiv.x*  ciM»sider:ible  heat   and  much  time,  to 
-«     '  .i\  -4.iipiiur.     Kerl.  in  IsSl,  arranp'd  the  prin- 
..'    ,..-^..>,     >    nt;v   ATI*  decomposed  by  a  rising  temper- 


.  v. 
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ature,  in  the  following  order:  silver,  iron,  copper,  zinc,  nickel,  cobalt, 
manganese,  and  lead.  Lead  sulphate  is  decomposed  only  at  a  white 
heat.  Bradford^  found  that  ferrous  sulphate  is  decomposed  at  590^  C, 
cupric  sulphate  at  653°  C,  and  silver  sulphate  at  1095°  C.  H.  0. 
Hofman'  found  that  zinc  sulphate  is  decomposed  at  739°  C. 

In  the  presence  of  air  and  other  gases,  and  various  other  substances 
in  the  ore,  the  temperature  of  the  decomposition  of  the  various  metallic 
sulphates  may  be  vitally  affected.  The  decomposition  of  silver  sulphate 
takes  place  at  from  860  to  870°  C.  in  the  presence  of  cupric  oxide,  silica, 
and  ferric  oxide.  In  the  presence  of  reducing  gases,  silver  sulphate 
is  decomposed  at  a  very  moderate  heat,  resulting  in  the  formation  of 
metallic  silver. 

Prof.  H.  O.  Hofman  and  W.  Wanjukow  determined  the  decomposition 
temperature  of  some  metallic  sulphates  in  a  current  of  air,  as  follows: 


DECOMPOSITION  TEMPERATURE  OF  VARIOUS  SULPHATES 


Temperature 


Sulphate 


Deg.  C. 


Deg.  F. 


Product 


FeSO, 

Fe,(SOJ, 

Bi,(SO,). 

CuSO, 

MnSO, 

2CuO.SO, 

NiSO. 

CoSO, 

ZnSO, 

C<180, 

5Bi,0,.4(SO,), 

SCdOSO, 

CaSO» 

Base, 


150 
530 
540 
653 
680 
704 
708 
718 
739 
830 
850 
875 
1200 
1500 


302 

FeACSO,), 

986 

Fe,0, 

1004 

5Bi,03.4(SO,), 

1207 

•  2CuOSO, 

1256 

Unfi, 

1299 

CuO 

1306 

NiO 

1324 

CoO 

1362 

ZnO 

1526 

5CdO.SO, 

1562 

Bi,03 

1607 

CdO 

2192 

CaO 

2732 

BaO 

(New  York  meeting  of  the  American  Institute  of  Mining  Engineers,  Feb.,  1912.) 

Amount  of  Sulphur  Trioxide,  (SO3)  in  the  Sulphur  Dioxide  (SO^) 
Escaping  from  Roasting  Furnaces. — In  the  roasting  of  Spanish  py- 
rites for  the  manufacture  of  sulphuric  acid  it  was  found  that  from  2  to  3 
per  cent,  of  all  the  sulphur  dioxide  was  converted  into  sulphur  trioxide. 

Lunge'  found  in  two  experiments  with  burning  Spanish  cupriferous 

*  Trans.  A.  I.  M.  E.,  1903.  Vol.  XXXIII. 

*  Trans.  A.  I.  M.  E.,  1905. 

•"Sulphuric  Acid  and  Alkali  Manufacturo." 
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|f>nii.T,  (  oiiijiiiiiiiu.  Isj;l*  per  ('(»nt.  sulphur,  in  a  glass  tube,  in  a  current 
<i)  liii 

1  2 

'.•il).tiiii  tilihiiiiril  111  S()^,  88 . 02  per  cent.         88.78  per  cent. 

.-:iil|>hiii  itliiaiiKMl  a.i  SOj,  5.80  p<T  cent.  G.Oopercent. 

.:iili.tMii  111  M-.-iiiluf,  3.42porcent.       1    .  ,_ 

,   I       ,     .  .,  --  ♦         )  0.17  per  cent. 

:iil).liiii  lii.ii.  2. /.)  i>ercent.       j 

(H  I  III    :tilp)iui  i»t  (lie  itiinuM'  pus  tliore  were  present: 

1  2 

\     :o  93.83  per  cent.         93.63  per  cent. 

\..'.«».  (5. 17  per  cent.  6.37  per  cent. 

1  ,.••  <  .|it  I  Hill  II 1-1  Will-  iiiiidr  in  this  way;  in  the  glass  tube  50  grin,  of 
I. ill. li. 1. 1  In. Ill  Mm  ->iiiiii-  pvritcH,  in  pieces  of  the  size  of  a  pea,  were  coni- 
|i|i  III,  III  I  ■!  Imiii  iiiljihiu'  l»y  ignition,  and  fresh  pyrites  burned  as  before, 
(III.  ^i.ik  |i,i...iii^'.  iIihiiikIi  ihi'  ciinlers.     There  were  found: 

3  4 

■  «iil|iiiiii  ii    .^1 1.                                79.25  p<T  c«*nt.  76.90  per  cent. 

<iil|iliiii  .1    ■-:•'.                                16.02  JMT  cent.  1 6 .  84  per  cent . 

Mil|itiiii  III  H    i'liit  .thd  ln>!^,           4  .73  per  ('('nt.  6.26percent. 

\M  ilii    .iil|iliiii  III  Mil'  liiiriicr  gas  it.s(>)f  then>  were  present: 

:{  4 

^•11  S3 . 1  s  por  cent.         S2 .  00  per  cent. 

\      1)1  16  82  prr  ctTit.  1 8 .  00  per  cent . 

I   ,|.»,iiiuiii.    Ki.iilr     l.\     .Sriiciircr-Kcstner    with    gases    from    fur- 

1  .1  nil..  |>\iii«  •  li'i  t  hi' iimiiufaclun'of  sulphuric  acid  show  that  the 

.    ,.,...,.ii     I.   iiitiir    \  iiiiiihlc.     One   sj't    of   determinations  were 

...;ii  tx\^>    -uiii'h  '  lal.t'ii  lit.  various  tinirs  from  a  lump  kiln  Imrner, 

.:  'i  I  ii.iiu  .i  M.ilrliii  liiH"  OH"  burner. 

u,     .X.    .k,>  u  .uli  .  ^illhinr  fxpiTinicnts  wen*: 

\iil.  Sulphur  convortcil 

Jill  mil.  into  SO,;  per  cent. 

Ill  SO.  of  totiil  sulphur 

,,   .                          ,    .1  )n  T  mil.  3. 1  p«»r  rent. 

..          ^            ..  .                          S  !l|iil  ri'iit.  Ii   r>p«TCcnt. 

J         ,  ,      .      •      .ulj'lumr    arid    in    t  lie   sul]>hur   fumes,   especially 

i„     .    ;.fc.^-.    II  iiilnr.'.iin;;  a.-^  showing  tlie  fornuUion  of 

,     .'v    uix^iih    liv   catalytic  action.     This  is  clearly 

'  '  .     .,»  '^     \  ■.   .'uuin  \»ir.   ;i  and    I.  where  tliesulpliur  dioxide 

.  I    .    ..'    iuu  ol   lou^M'd  ore.  mostlv  ferric  oxide,  and 

I  J,     '.  ..,»\ivle  incn-Msed  from  (».  17  ])er  cent .  and  0.37 

.  »    X  .   :»    .\..v.«'i^'tiii  I  and  'J,  to  lli.S'J  ]ier  cent,  and  IS. 00 

'  -1  \    .vjv:i"»o»U-»  •»  and   1.     Tlie  amount  of  sulphuric 

'  ^    X   ..-^v    :...c-'v»uuk;  fri»in  tlie  fact  tliat  the  acid  gases 

.11         •     ■ 

.    v^.i   .Av-vl  ;4H  I  he  st)lvcnt  in  leachinj;  coi)])er  ores, 
.i..iuiiii)i,4  i\»aslinj^. 
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Sulphur  Determinations. — The  following  method  of  making  sulphur 
determinations  is  used  in  Cripple  Creek  mills,  where  from  30  to  40 
analyses  are  frequently  made  daily.  Instead  of  determining  the  soluble 
and  insoluble  sulphur  from  one  weighing,  two  weighings  are  usually 
made;  one  for  the  total  and  one  for  the  soluble  sulphur.  A  complete  set 
of  samples  for  one  shift  consists  of  an  average  sample  of  the  raw  and  roasted 
ore  from  each  furnace.  In  this  way  a  check  is  kept  on  the  work  done 
by  the  different  shifts. 

The  frequency  with  which  sulphur  determinations  are  made  depends 
upon  the  uniformity  or  changeableness  of  the  ore.  When  ore  is  roasted 
for  a  hydrometallurgical  process  it  is  the  most  important  and  one  of  the 
most  delicate  steps  in  the  entire  treatment,  and  any  indication  of  the 
work  done  by  the  different  shifts  is  desirable. 

Total  Sulphur. — Weigh  1.373  grm.  of  the  finely  powdered  ore  into  a 
No.  4  casserole.  Add  10  c.c.  of  a  saturated  solution  of  potassium  chlorate 
in  nitric  acid.  Cover  with  watch  glass  and  boil  to  dryness.  Add  10  c.c. 
(15  c.c.  for  concentrates)  hydrochloric  acid.  Evaporate  down  to  about 
one-half.  Add  100  c.c.  hot  water  and  boil  slightly.  Add  ammonia  until 
a  precipitate  of  ferric  hydrate  forms,  and  then  add  10  c.c.  of  a  saturated 
solution  of  ammonium  carbonate.  The  ammonium  carbonate  is  to  convert 
any  lead  sulphate  to  carbonate  and  thus  render  the  combined  sulphur 
trioxide  soluble  as  ammonium  sulphate.  Heat  to  boiling,  remove  from 
the  heat,  let  settle,  filter,  and  wash  thoroughly  five  or  six  times.  Acidu- 
late the  filtrate  with  hydrochloric  acid,  and  then  add  5  c.c.  in  excess. 
Boil,  and  while  boiling  add  a  hot  solution  of  barium  chloride  in  slight 
excess.  Boil  a  few  minutes  longer  and  let  settle.  It  is  best,  before 
filtering,  to  let  the  mixture  remain  hot  or  boiling  slightly,  as  long  as  pos- 
sible, which  greatly  facilitates  the  filtering.  Filter  through  a  9  cm.  fil- 
ter, and  wash  at  least  six  times  with  boiling  water.  Ignite,  and  weigh 
the  barium  sulphate. 

Since  1.373  grm.  were  taken,  the  percentage  of  sulphur  in  the  ore  may 
be  read  directly  from  the  scales,  100  milligrm.  of  barium  sulphate  being 
equal  to  1  per  cent,  of  sulphur  in  the  ore.  In  weighing  out  the  1.373  grm. 
of  ore,  instead  of  making  the  weighings  with  the  usual  gram  and  milligram 
weights,  a  lead  button  or  disc  is  carefully  made  so  as  to  weigh  1.373  grm., 
and  this  lead  button  is  then  always  used  as  the  standard  weight  in  making 
sulphur  determinations. 

If  1/2  grm.  of  ore  is  taken,  as  may  be  desirable  with  ores  high  in 
sulphur,  the  weight  of  the  barium  sulphate  must  be  multiplied  by 
0.1373  to  obtain  the  weight  of  the  sulphur.  To  ignite  the  barium  sul- 
phate, the  filter,  with  the  precipitate,  is  placed  in  an  annealing  cup  and 
heated  to  redness  in  the  muffle.  The  ignited  barium  sulphate  should  be 
perfectly  white. 
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111  Miiiic  of  the  Cripple  ("reok  inilLs  the  stop  of  adding  aininoiiiu  and 
uiiiinoiiiiiiii  rarl)()iiat(*  is  omitted. 

Snluhlc  Sidphur.  \Veif!;h  1.373  gnn.  of  the  finely  pulverized  ore 
iiihi  ji  .\«i.  M  ca.ssenile.  Add  about  1/2  gnn.  sodium  carbonate  and 
■Ji)  r.r.  Ill  water.  Boil  T)  minutes.  Remove  and  filter;  wa.sh  thoroughly 
ludi  III  fivi-  liiiies  with  boiling  water.  Add  10  e.c.  hydrochloric  acid 
III  I  ill'  till  I  Jill-,  Imil,  and  while  boiling  add  a  hot  solution  of  barium 
I  lilmidi-  in  A\\l\\\.  excess.  Boil  a  few  minutes  longer  and  let  settle. 
Iilh  I  and  wa.-li  at  least  six  times  with  boiling  water.  Ignite  by  placing: 
Mil-  lilii-i  and  precipitate  in  an  annealing  cup  and  burn  in  the  muffle  till 
\\\\\\\'      \\^'\\i\\  Jiri  for  tiie  total  sulphur. 

InsnhiliU  Suljthur.  'i'he  insoluidc  sulphur  is  determined  by  sub- 
inn  Ini^  liic  huhibir  siilpinir  from  the  total  sulphur,  by  taking  the  two 
HI  hdiiiiif.i  liNiii  lin^  Hii!ii(»  carefully  mixed  sample,  and  making  a  soluble 
,U  h  MiiMiiiliuii  MM  line,  and  a  total  determination  on  the  other. 

|i  II  i.*^  diviit'd  tn  iiiak(>  the  two  determinations  from  one  wt'ighing 
.1  ,.-»  ut>i  iiiiilid  l<»r  tin*  solubU*  sulphur,  and  then  for  the  insolulde,  l)y 
i...,uiui  II  ni  I  In-  naiiii-  way  for  the  total  sulphur. 

IVIhiiUiiii'     'IVNiiriiiin,  tiie  analogue  of  sulphur,  is  a  common  asso 

.  ,1.  i»i  •  oppii ,  ^i«dd,  iiikI  f^ilver  ores.     In  recent  years  it  has  been  found 

,1,  ,1  il.i'  i  li'uu  III  i?i  jii^.-^nciat rd  with  gold  in  almost  all  of  the  great  mining 

j^. ^  ,,|  iiif  wuilii,  even  wlien;  not  long  ago  its  presence  was  unsus- 

^  ^    ,       (I    |..   ^,<i\    cniiiinon  in  Cripple  Creek,  Colorado,  in  Goldfield, 

^      ,  j^     ,,,,1  II,  \\\x:  Knl^oorlie  niiii(»s  of  Australia.     It  occurs,  though 

.    .  ...»n-'l\     ill   thr  bl;ick  hills  of  South   Dakota,  in  tin*  Mount 

I      ■.'        ■■■II      ••M'*'       *      •'! 

.,,   ,.i   Vii:,iMiliji.  and  in  the  San  .luan  miners  of  C(dorado.     The 

^,,^  ,^i  ilii'  lirhehl  mines  in  tile  world  is  associated  with  t(»llu- 

,^,l   1,1,,    (),r  iHc  is  then  known  as  a  su]pho-t(dlurid(\  although 

, ^  i;uel\.  il  ever,  found  in  gold,  silver,  or  copper  nn'ning. 

;    |,^    >\dpliiii-.     '{'elbirium   also   occurs   (juitc^   universally 

xs  .?i  » »»ppei ,  but  in  quantities  so  minute  as  to  be  of  no  s])(*cial 

.,»Mii;inciv      Mjiny  of  the  copper  ores  of  Arizona.   I^utt<\ 

Vmiialia  ciJiilain  small  (luantities  of  tellurium     rarely 

.:\u'c  luindnMJlii  |)er  cent.     Th(»  matte  from  the  (-opper 

..»Mi;iin>i  II.IIOOSS  per  cent,  tellurium,  while  that  from 

.v.. J  i>  iHU    lo  (M)l    per  cent.     1'he  anode  slimes  from 

vioiihs;.  at    Butte,  contains  from  2  t<»  3   pcM*  cent. 

'.;Mi    and   in  some  elect ndytic   refineries  tlie  slim<*s 

,    *  .v:  leiil.  i»i  lliese  elements. 

'.   A'lhnide  ores,  the  tellurium  of  itseh"  is  nut   of  any 

.,',»: UiMce.      At  the  most,  the  i|Mantily  of  it  i>  usiially 

.X    s»iui>ared  with  tlie  sulj)hur  an<l  otiier  constituents. 

A.\   \iu»\\n  as  a  telluride  camp,  and  yet  mill  sampl(»s 

:.%.    .1  trace  of  tellurium,  and  frecpiently  n<)t    that. 
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Kalgooriie  is  probably  the  richest  tellurium  district  yet  discovered,  and 
yet  typical  ore  analyses  show  only  from  0.03  to  0.10  per  cent,  of  tellurium. 

Nevertheless,  tellurium  is  often  a  source  of  anxiety  to  the  metallur- 
gist.   In  sulphide  ores  the  metals,  principally  gold,  are  usually  fairly 
evenly  distributed  through  the  rock,  and  the  mineral  contained  in  the 
rock;  but  not  so  in  telluride  ores.     By  far  the  greater  gold  values  are 
intimately  associated  with  the  tellurium,  so  that  where  a  speck  of  tellur- 
ium occurs,  there  is  likely  to  be  associated  with  it  an  appreciable  quantity 
of  gold  also.     Tellurium,  unlike  sulphur,  is  not  usually  evenly  distributed 
through  the  rock.     It  is  ordinarily  concentrated  within  small  areas  and 
cleavage  planes.     The  greater  portion  of  the  gold  in  a  ton  of  telluride 
ore  is  frequently  concentrated  in  a  few  rich  places.     It  is  this  character- 
istic of  telluride  ores,  as  in  ores  containing  free  gold  in  particles  of 
appreciable  size,  that  makes  their  treatment  difficult  by  a  chemical 
process. 

Tellurium  fuses  at  500°  C.  (930°  F.)  and  volatilizes  at  a  higher  tem- 
perature (from  550  to  575°  C).  When  roasting  in  an  oxidizing  atmos- 
phere, it  burns  with  a  blue  flame  edged  with  green.  Sylvanite  melts 
easily  tinging  the  flame  greenish-blue.  The  tellurium  combines  with 
oxygen  to  form  tellurium  dioxide  (TeOj)  which  corresponds  with  the 
sulphur  dioxide  (SO 2)  formed  in  roasting  sulphides. 

The  gold  compounds  of  tellurium,  usually  sylvanite,  petzite,  and 
calaverite,  all  fuse  at  a  low  heat,  forming  at  first  a  globular  mass,  which, 
when  the  tellurium  is  all  volatilized,  leaves  behind  a  speck  of  gold  of 
definite  proportions — frequently  like  a  pin  head.  If  the  telluride  par- 
ticle is  roasted  at  a  low  temperature,  this  speck  of  gold  will  be  very  porous, 
wid  present  a  large  surface  for  attack  by  the  chemical  solvent.  If 
roasted  at  a  sudden  very  high  temperature,  it  is  likely  to  be  round  and 
smooth;  in  this  condition  the  solvents  have  no  appreciable  effect  on  it  in 
the  time  ordinarily  given  by  a  chemical  process.  When,  however,  the 
tellurium  is  largely  associated  with  sulphur,  the  sulpho-telluride  particle 
will  not  fuse,  but  the  sulphur  and  tellurium  will  be  driven  off,  as  in  the 
case  of  sulphides,  leaving  behind  the  gold  disseminated  through  the 
ferric  oxide  particle.  If  the  gold,  in  roasting,  issues  from  its  telluride 
combination  in  a  shotted  form,  the  best  recourse,  after  the  chemical 
treatment,  is  concentration.  This  has  proved  cjuite  effective.  The 
g<dd,  although  usually  having  a  bright  yellow  appearance,  does  not  amal- 
gamate well.  Amalgamation  has  been  tried  repeatedly,  but  has  not 
proved  the  success  that  was  anticipated;  nevertheless,  there  seems  to  be 
no  logical  reason  why  it  cannot  be  successfully  accomplished. 

The  difference  in  the  roasting  of  a  grain  of  sulphide  and  a  grain  of 
telluride,  both  of  which  contain  the  same  amount  of  gold,  is  likely  to  be 
^his;  in  the  sulphide  the  sulphur  is  gradually  expelled  leaving  the  result- 
ing grain  of  ferric  oxide  extremely  porous  and  with  the  gold  scattered 
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through  it  in  perhaps  microscopic  particles;  in  the  telluride,  on  the 
contrary,  unless  the  utmost  care  is  taken,  the  grain  is  likely  to  fuse  into  a 
plastic  mass,  from  which  all  the  gold  contained  in  it  will  finally  emerge 
concentrated  into  one  particle.  The  solvent,  as  subsequently  applied 
to  the  roasted  sulphide  particle,  will  extract  a  very  high  percentage  of 
the  gold  in  a  very  short  time;  while  the  gold  resulting  from  the  roasting 
of  the  telluride  particle  would  scarcely  be  affected.  Some  telluride  ores 
arc  (^Jisily  treated  and  show  but  little  coarse  gold,  but  the  illustration 
giv(5n  shows  why  it  is  usual  to  find  coarse  gold  in  the  tailings  of  telluride 
ores,  oven  when  the  chemical  treatment  has  been  apparently  satis- 
factory. It  is  highly  probable  also  that  some  of  the  tellurium,  by  partial 
fuHioii,  may  be  converted  into  a  compound  which  is  insoluble,  and  which 
rcsiHt  H  further  oxidation  at  higher  temperatures.  This  is  frequently  the 
cHHr  in  the  corresponding  sulphur  combinations,  which  are  insoluble,  and 
from  which  it  is  difficult  to  drive  off  more  sulphur  by  increasing  the  heat. 

'rdlurium  is  insoluble  in  water  and  in  dilute  sulphuric  and  hydroch- 
loric ucids.  It  is  practically  unaffected  by  chlorine,  bromine,  and  pot- 
tiMHiuiM  ryaiiide.  Gold  and  tellurium  probably  form  true  chemicals 
(•oiiipoumlH;  if  this  is  so,  it  is  evident  that  the  gold  cannot  be  closely 
i'Xiriicicd  unless,  in  a  measure,  the  tellurium  is  decomposed.  Gold  tel- 
Imi  idi'H  II n»  very  compact  and  do  not  permit  of  much  penetration  by  a  gold 
holvnif.  II  is  largely  due  to  these  facts  that  roasting  of  tellurides  is 
tli'nirubh'  (o  ^ct  loV  tailings  by  a  solvent  process. 

'riiiMc  in  no  appreciable  loss  of  gold  by  volatilization  in  the  roasting 
ol  li'llm  i»lr  orrs,  although  at  very  high  temperatures  some  gold  is  doubtless 
vtiluiili/(M|  with  th(i  tellurium.  Ordinarily,  however,  the  conditions  in 
liijulihv  WW  Murh  that  the  tellurium  is  volatilized  before  the  temperature 
I J  ?4ullniriiily  \i'nr}i  to  volatilize  any  of  the  gold  with  it.  On  comparing 
I  hit  ii.Tias-1  tif  (lir  raw  ore  with  the  roasted  ore,  in  mills  treating  sulpho- 
lillmuir  oH'.H,  no  loss  by  volatilization  is  apparent  with  an  oxidizing 
n«,i>i  Niiilu'i'  dors  \\w  (iust  in  the  dust  chambers  show  a  much  higher 
\  ahir  III  v.»»ld  I  Inui  t  he  ore  from  which  the  dust  was  obtained.  The  slight 
diliriiim^  III  \  uhu^  Clin  Ix*  accounted  for  by  the  fact  that  the  gold  val- 
»u.>  iii  ilii^  »Hr  un^  largely  confined  to  the  sulphides  and  tellurides,  and 
»»\\iuLi  t«i  ihrii  liialiility  a  larger  proportion  of  the  dust  will  result  from 
ihi.i'  ilniii  iiinu  (lir  ollirr  constituents.  If  the  gold  wore  appreciably 
\Ml.iiilr  Willi  [\\v  irlluritiin,  the  fumes  on  coolinjij  in  the  dust  chamber 
vM.iilil  i.Hiil.ini*  and  ap|>ear,  to  some  extent,  in  the  furnace  dust,  and 

tlitu    ni.imhol   llnell  111  I  luMlSSaVS. 

luui.      hull  ii  ih-icpaiably  associated  with  copper,  gold  and  silver  ores. 

Willi    w    I.,   oi    i.Mral    iiuportance  niineralogically  and  metallurgically,  it 

*.  K   x!i      «...    .*iii«ui  pioMenis.     in  raw  ore  it  is  frequently  tnmbelsome 

,•    NX,     .iu  ih.^l     Kill  all  ilillicultii's  are  practically  eliminated  l)y  careful 


\  • 
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Ferric  oxide  (FcjO,),  which  should  be  the  ultimate  condition  of  the 
iron  in  all  roasted  ore,  is  insoluble  and  practically  unaffected  by  all  chem- 
ical solvents  of  copper,  gold,  and  silver.  It  is  immaterial  whether  the 
solvents  are  acid  or  alkaline,  or  whether  they  are  dilute  or  somewhat 
concentrated.  If  iron  gives  any  serious  trouble  in  roasted  ore,  it  is 
entirely  due  to  imperfect  roasting. 

Many  raw  ores  contain  considerable  quantities  of  iron  as  soluble 
sulphate.  This  is  very  pronounced  in  some  mines,  and  particularly, 
in  the  zone  of  partial  oxidation.  When  this  occurs  in  appreciable 
quantities,  the  treatment  of  the  raw  ore  by  any  of  the  chemical  processes 
becomes  difficult,  and  frequently  impossible,  since  all  of  the  chemicals 
used  in  solvent  processes  are  quickly  affected  by  it.  Washing  the  ore, 
either  with  water  or  dilute  acid  or  alkaline  solutions,  is  not  always  effective. 
Roasting  effectively  removes  the  difficulty  by  converting  the  ferrous 
sulphate  into  the  insoluble  ferric  oxide. 

When  copper,  gold,  and  silver  ores  contain  simply  iron  in  any  of  its 
various  combinations  with  the  usual  quartz  matrix,  and  without  appre- 
ciable quantities  of  any  other  foreign  matter,  they  can  be  roasted  quickly, 
thoroughly,  and  cheaply,  no  matter  what  the  sulphur  content  may  be, 
and  the  values  easily  recovered  with  a  high  percentage  of  extraction. 

Iron,  associated  with  copper,  gold,  and  silver  ores  usually  occurs  in 
the  form  of: 

The  Oxide,  Hematite  (FcjOg) ,  with  or  without  the  water  of  hydration. 

The  Sulphide,  Pyrite  (FeS^). 

The  Carbonate,  Siderite  (FeCOg) ,  which,  while  common,  is  not  general. 

When  siderite  is  roasted  it  is  decomposed  according  to  the  reaction: 

FeC08=FeO  +  C02 
and  the  molecule  of  FeO  is  subsequently  converted  to  FcjOj  by  taking 
oxygen  from  the  air.  The  roasted  carbonate  may  be  strongly  mag- 
netic. The  temperature  must  be  carefully  regulated,  to  avoid  sintering 
the  ore,  which  because  of  the  fusibility  of  ferrous  oxide  and  silica,  may 
easily  happen.  According  to  Le  Chatelier,  the  decomposition  of  fer- 
rous carbonate  takes  place  at  800°  C.  (1472°  F.). 

The  oxidized  iron,  in  copper,  gold,  and  silver  veins  is  usually  the 
result  of  the  natural  decomposition  of  the  pyrite  by  aqueous  and  atmos- 
pheric agencies.  With  depth  in  mines,  below  the  influence  of  these 
agencies,  pyritic  ore  will  be  encountered,  while  at  the  surface  the  ore  may 
by  perfectly  oxidized. 

The  principle  objects  to  be  gained  in  roasting  thoroughly  oxidixed 
ores  are  dehydration  and  agglomeration,  which  much  facilitates  the  sub- 
sequent chemical  treatment.  Some  of  the  base  elements  are  invariably 
expelled  or  are  put  in  better  condition  to  resist  the  action  of  the  chemicals. 
Unless  the  iron  is  thoroughly  oxidized  to  the  dehyratcd  ferric  oxide, 
much  of  it  is  likely  to  go  into  solution  with  an  acid  solvent. 
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Most  of  the  iron  in  oxidized  ores  is  in  the  form  of  ferric  hydrak, 
known  mineralogically  as  limonite  (FejOg+Fe,  (OH)^).  Ores  which 
consist  largely  of  other  substances,  such  as  quartz  and  clay,  usually 
have  the  characteristic  yellow  appearance  of  ferric  hydrate.  By  roasting, 
the  water  of  hydration  is  driven  off,  which  converts  the  iron  into  the 
ferric  oxide  (FejOj).  The  color  at  the  same  time  changes  from  yellow 
or  brown  to  the  familiar  red  of  well-roasted  ore.  In  some  ore  the  red  is 
very  intense. 

The  ferric  hydrate  gives  off  part  of  its  water  at  a  temperature  between 
80  and  100^  C.  (176  and  212^  F.)  and  all  of  it  at  a  red  heat.  Intense 
heat,  in  roasting  oxidized  ores,  is  not  usually  necessary,  since  sulphates 
in  appreciable  quantities  are  ordinarily  absent.  It  is  the  sulphates 
which  usually  require  a  higher  temperature  for  their  decomposition. 
Oxidized  ores  can  be  quickly  and  cheaply  roasted;  about  all  that  is  neces- 
sary is  to  bring  the  ore  to  a  good  red  heat. 

The  magnetic  oxide,  magnetite  (FejO^),  sometimes,  though  not 
frequently,  occurs  associated  with  copper,  gold  and  silver  ores.  When 
roasted  at  a  moderate  temperature,  with  an  abundance  of  air,  it  may 
be  converted  into  the  ferric  oxide.  Roasting  with  salt  appears  to  be 
much  more  effective  in  bringing  about  this  change  than  a  simple  oxidizing 
roast.  Both  magnetic  oxide  and  the  ferric  hydrate  dissolve  to  some  extent 
in  acids,  and  in  a  smaller  degree  are  converted  by  chlorine  into  the 
chloride. 

If  iron  is  contained  in  the  raw  ore  as  pyrite  (FeS,),  the  first 
action  of  the  roasting  is  to  expell  one  atom  of  sulphur.  This  should  be 
accomplished  at  a  moderately  low  temperature  and  with  an  abundance 
of  air.  The  temperature  in  the  early  stages  of  the  roasting  should  not 
exceed  a  dull  red.  As  long,  however,  as  the  ore  does  not  show  any  tendency 
to  adhere  and  form  into  small  lumps  there  is  not  much  danger  of  over- 
heating. It  is  well  known  that  one  of  the  atoms  of  sulphur  in  pyrite  is 
quite  tenaciously  combined  wath  the  iron,  while  the  other  is  held  only 
by  a  feeble  bond.  In  an  oxidizing  atmosphere  at  a  temperature  of 
about  315°  C.  (600°  F.)  the  molecule  of  pyrite  beings  to  be  decomposed. 

The  sulphur  in  pyrites,  exposed  to  the  direct  action  of  the  highly 
heated  atmosphere  in  the  furnace,  is  converted  at  once  into  dioxide.  In 
the  deeper  portions  of  the  bed,  where  it  is  difficult  for  the  air  to  pene- 
trate, the  sulphur  may  be  first  volatilized,  and  on  appearing  at  the  sur- 
face, also  burns  to  sulphur  dioxide: 

FeS2-f02=FeS-hSO, 
FeS2'+heat=FeS  +  S 

Some  of  the  sulphur  dioxide  in  the  presence  of  large  quantities  of 
incandescent  oxides  or   quartz  is   converted,  by  catalytic  action,  into 
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sulphur  trioxide,  and  the  sulphur  trioxide  combining  with  the  moisture 
of  the  air  and  fuel  is  converted  into  sulphuric  acid. 

The  ferrous  sulphide,  by  combining  with  the  oxygen  of  the  air,  is 
converted  into  ferrous  oxide: 

FeS  +  03=FeO  +  S02. 

The  ferrous  oxide,  by  combining  with  more  oxygen,  may  be  converted 
mto  the  magnetic  oxide,  or  by  combining  with  the  sulphur  trioxide, 
may  be  converted  into  ferrous  sulphate: 

3FeO  +  0=Fe304 
FeO  +  S03=FeSO,. 

The  magnetic  oxide,  by  proper  heating  or  by  combining  with  sulphur 
trioxide  may  be  converted  into  ferric  oxide : 

2FesO^  +  0=3Fe203 
2Fe304  +  S03=3Fe203  +  S03 

The  ferrous  sulphate,  at  a  red  heat,  is  decomposed  into  sulphur 
dioxide,  ferric  oxide,  and  ferric  sulphate,  which  on  further  heating  is 
ultimately  decomposed  into  ferric  oxide  and  sulphur  trioxide: 

6FeSO,=Fe2(SO08  +  2Fe2O,+3SO2 
Fe3(SO,)3=Fe303+3S03. 

The  ultimate  result  of  all  the  reactions  is: 

4FeS2  +  1102  =  2Fe203  +  8S02. 

It  is  desirable  to  convert  all  of  the  iron  into  the  ferric  oxide.  If  the 
heat  is  properly  adjusted,  and  the  ore  remains  in  a  highly  oxidizing 
atmosphere  for  a  prolonged  time,  the  final  result  will  be  the  ferric  oxide. 
If  the  heat  has  been  too  high  or  if  there  has  been  insulBBcient  air  in  the  fur- 
nace, large  quantities  of  magnetic  oxide  will  be  formed  and  remain  un- 
changed. The  presence  of  magnetic  oxide  in  the  roasted  ore  in  considerable 
quantities  indicates  an  inferior  roast.  Whether  it  is  due  to  the  presence 
of  the  magnetic  oxide  itself,  or  the  condition  which  produced  it,  or  both 
is  difficult  to  determine.  It  has  been  said  that  the  injurious  effects  of 
magnetic  oxide  is  due  to  its  inability  to  resist  the  action  of  the  chemicals  as 
well  as  the  ferric  oxide;  however,  in  the  chlorination  and  acid  processes  the 
consumption  of  acid  or  chlorine  is  less  when  there  is  considerable  magnetic 
oxide  in  the  well-roasted  ore,  nevertheless  the  tailings  are  invariably 
Wgh.  The  presence  of  magnetic  oxide  usually  indicates  a  high  tempera- 
ture roast,  and  ore  roasted  at  a  high  temperature  certainly  resists  the 
action  of  chemicals  better  than  when  roasted  at  a  lower  temperature. 
The  unsatisfactory  extraction  of  high  temperature  roasts  is  probably 
due  to  the  formation  of  silicates  with  iron.     If  the  ore  has  an  unusually 
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dark  appearace,  high  tailings  may  be  expected.  The  extraction  is  always 
the  best  when  the  roasted  ore  has  the  red  appearance  of  ferric  oxide. 
The  reaction: 

2FesO,  +  0  =  3Fe203 

by  which  the  magnetic  oxide  is  converted  into  the  ferric  oxide,  is  revers- 
able: 

BFe^O,  +  heat  =  2Fe30 ,  +  O 

so  that  if  the  heat  is  too  high  (about  1700  to  1800°  F.) ,  one  atom  of  oxygen 
of  the  ferric  oxide  is  driven  ofif ,  and  the  ferric  oxide  is  converted  into  the 
magnetic  oxide.  This  is  more  likely  to  happen  if  the  atmosphere  in  the 
furnace  is  not  highly  oxidizing,  or  if  the  bed  of  ore  is  too  deep  for  the  air 
to  penetrate,  or  if  the  ore  is  insufficiently  rabbled. 

Magnetic  oxide  is  probably  formed  in  considerable  quantities  in  the 
earlier  stages  of  roasting.  The  color  of  many  ores,  especially  those 
having  considerable  sulphur,  is  quite  dark  while  the  greater  portion  of 
the  sulphur  is  being  eliminated.  It  is  well  known  that  sulphur  dioxide 
is  a  highly  reducing  agent.  The  heated  top  layer  of  the  incandescent 
ore,  as  it  is  turned  over  by  the  rabble,  is  ploughed  under,  so  that  the 
ferric  oxide  particles  are  surrounded  by  the  highly  heated  reducing  atmos- 
phere of  sulphur  dioxide,  which  results  in  reducing  the  ferric  to  the 

magnetic  oxide.     The  reaction  is  probably  represented  by  the  equations: 

• 

FeS2  +  02=FeS  +  S02 
FeS  +  10Fe2O3  =  7Fe3O,  +  SO2 

so  that  this  action,  and  the  corresponding  reversible  reaction  by  which 
the  magnetic  oxide  is  reconverted  back  to  the  ferric  oxide,  is  likely  to 
continue  until  the  sulphur  is  pretty  well  eliminated. 

The  greater  part  of  the  iron  sulphide  becomes  sulphate  for  only  a 
very  brief  period,  especially  in  the  early  stages  of  the  roasting.  It  is 
probable  also  that  sulphate  is  not  formed  to  any  very  great  extent  in  the 
ordinary  roast.  Sulphur  determinations  taken  every  hour  in  roasting 
sulphide  ores  show  very  little  soluble  sulphur  in  the  early  stages  of  the 
roasting,  and  at  any  time  only  small  quantities  of  ferrous  sulphate. 
Ferrous  sulphate  is  decomposed  at  a])0ut  950°  F.  (510°  C.) 

Ferrous  sulphate  in  roasted  ore  is  highly  injurious,  and  shows  a  very 
defective  roast.  It  is  not  difficult  to  eliminate,  but  it  does  not  follow 
that  when  the  ferous  sulphate  has  all  been  decomposed  that  the  ore  is 
sufficiently  roasted. 

There  are  two  substances  which  offer  simple  chemical  tests  for  iron 
in  solution — potassium  ferricyanide  (FeK3CoNe)  and  potassium  thiocya- 
nate  (KCNS) .  The  ferricyanide  gives  with /erro?/s  salts  a  blue  precipitate 
which  imparts  a  blue  color  to  the  solution,  but  with  ferric  salts  shows  no 
reaction,  but  only  a  brown  color. 
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The  test  may  be  made  by  filtering  a  sample  of  the  ore  with 
water,  then  taking  a  drop  of  the  liquid  on  paper  or  on  a  porcelain  plate, 
and  adding  a  drop  or  two  of  the  ferricyanide.  A  blue  color  indicates  the 
presence  of  ferrous  iron.  If  the  iron  is  likely  to  be  in  the  ferric  condition,  as 
in  the  solutions  issuing  from  the  ore  by  the  acid  or  chlorination  processes, 
it  should  be  reduced  from  the  ferric  to  the  ferrous  condition  before 
applying  the  test.  Ferric  salts  are  easily  reduced  to  ferrous  salts  by 
applying  such  reducing  agents  as  zinc,  stanous  chloride,  sulphur  dioxide, 
or  hydrogen  sulphide. 

The  theocyanate  does  not  give  any  marked  coloration  with  ferrous 
iron,  but  with  ferric  iron  in  the  most  dilute  state  it  forms  a  bright  red 
soluble  compound.  The  test  is  made  as  with  the  ferricyanide.  If  the 
iron  is  likely  to  be  in  the  ferrous  condition,  it  should  be  tested  with  the 
ferricyanide,  or  the  ferrous  salt  converted  to  the  ferric  salt  before  apply- 
ing the  test  with  thiocyanate. 

If  no  color  appears,  either  with  the  ferricyanide  or  thiocyanate,  it 
indicates  a  thorough  roast  only  in  so  far  as  the  soluble  sulphur  com- 
pounds of  iron  are  concerned,  but  not  as  to  the  other  constituents  of  the 
ore.  As  a  final  indication  of  the  roast,  except  perhaps  in  pure  pyritic 
concentrates,  or  iron  accompanied  only  by  silica,  these  tests  are  worthless. 
Leaching,  or  boiling,  a  little  of  the  roasted  ore  w^ith  water  and  pre- 
cipitating with  ammonia  will  usually  indicate  the  soluble  iron. 

If  the  ore  is  so  poorly  roasted  as  to  show  undecomposed  sulphides, 
the  roast  is  worthless.  The  best  way  to  ascertain  if  there  is  any  unde- 
composed sulphides  in  the  roasted  ore  is  to  pan  it. 

Copper. — The  mineralogical  combinations  of  copper  are  quite  varied, 
frequently  in  the  same  mine.  It  may  occur  as  the  oxide,  carbonate, 
silicate,  or  sulphide.     The  sulphide  is  by  far  the  most  common. 

In  a  typical  copper  mine,  the  limonite  gossan,  usually  stained  more 
or  less  with  copper,  appears  at  the  surface;  below  the  gossan,  in  the  oxi- 
dized zone,  are  the  oxides,  carbonates,  and  silicates;  then  comes  the 
zone  of  secondary  sulphides  consisting  of  chalcocite,  bornite,  and  chalco- 
pyrite;  and  below  this  the  primary  zone,  consisting  largely  of  pyrite 
interspersed  with  chalcopyrite. 

As  the  oxide,  copper  occurs  as: 

Cuprite,  CujO 
Tenorite,  CuO. 

As  the  carbonate,  it  usually  occurs  as: 

Malachite,  2CuO,  CO^,  Ufi 
Azurite,  2CuO,  200^,  H^O. 

As  the  silicate,  it  usually  occurs  as: 
Chrysocolla,  CuSiO,,  2H2O. 


40  HYDRO  METALLURGY  OF  COPPER 

As  the  sulphide,  it  usually  occurs  as: 

Chalcocite,  CujS 
Chalcopyrite,  CuFeSj 
Bornite,  CujFeSs 
Enargite,  CU3ASS4 
Tetrahedritc, 

in  which  the  copper  occurs  as  CujS,  associated  with  antimony  and  arsenic 
sulphides,  and  frequently  with  iron,  lead,  zinc,  and  silver  sulphides. 

The  carbonates,  malachite  and  azurite,  when  roasted  at  a  low  heat 
are  converted  into  cupric  oxide  (black  oxide),  while  the  carbon  dioxide 
and  water  of  hydration  are  driven  ofif : 

CUCO3,  Cu (OH)  2 + heat  =  2CuO  +  CO,  +  H^O. 

The  silicate  is  also  converted  at  a  low  red  temperature  to  the  oxide, 
the  color  changing  from  the  characteristic  greenish-blue  of  the  silicate 
to  black.  * 

Of  the  sulphides  of  copper  only  the  cuprous  sulphide  (CujS)  is  of  any 
metallurgical  importance.  Cupric  sulphide  (CuS)  is  not  stable  at  high 
temperatures,  but  is  decomposed  on  heating  into  cuprous  sulphide  and 
sulphur  dioxide.  When  cuprous  sulphide  is  roasted,  the  copper  is  first 
converted  into  cuprous  oxide  and  sulphur  dioxide: 

Cu,S  +  03  =  Cu20  +  S02 

and  by  contact  action  is  further  oxidized  into  cupric  oxide  and  sulphur 
trioxide: 

Cu20+S02  +  02  =  2CuO  +  S08. 

Some  of  the  sulphur  trioxide,  combining  with  cupric  oxide,  forms  cupric 
sulphate: 

CuO+S03  =  CuSO,. 

At  a  higher  temperature,  653°  C,  the  cupric  sulphate  undergoes  decom- 
position, sulphur  trioxide  being  more  or  less  expelled,  so  that  ultimately 
the  sulphate  will  be  reconverted  into  the  oxide. 

If  chalcopyrite,  with  a  quartz  matrix,  is  roasted  at  a  low  heat,  the 
following  reactions  take  place: 

SCuFeSj  +  Heat  +  O18  =  CujS  +  3FeS0,  +  CuSO,  +  SO2. 

At  590°  C.  the  ferrous  sulphate  decomposes,  and  acting  upon  the 
cuprous  sulphide  remaining,  converts  it  into  the  cupric  sulphate: 

CU2S  +FeSO,  +  Oe  =  2CuS0,  +Fe203- 
At  650°  C.  the  copper  sulphate  is  decomposed  into  basic  sulphate 
and  sulphur  trioxide,  and  at  700°  C,  into  cupric  oxide  and  sulphur 
trioxide  as  follows: 

2CuS0,=  Cu0,CuS04+S0, 
CuO,  CuSO,  =2Cu0  -hSO,. 


OXIDIZING  ROASTING  41 

The  ultimate  condition  of  the  roasted  product,  therefore,  when  carried 
to  above  700°  C.  are  ferric  oxide,  and  cupric  oxide.  If  the  temperature 
is  not  carried  above  700®,  sulphate  of  copper  may  remain,  while  if  the 
temperature  is  not  carried  above  the  decomposition  point  of  ferric 
sulphate,  both  copper  and  iron  sulphates  will  remain  in  the  roasted  ore. 
For  a  sulphatizing  roast,  the  temperature  should  not  exceed  650°  C. 

Cuprous  sulphide  fuses  readily,  and  if  contained  in  the  ore  in  any 
considerable  quantity,  must  be  heated  carefully  to  avoid  fusing. 

As  long  as  sulphur  dioxide  is  being  produced  by  the  oxidation  of  the 
sulphur,  cupric  oxide  (CuO)  cannot  be  formed.  As  soon  as  all  the  sul- 
phide is  converted  into  a  mixture  of  cuprous  oxide  and  sulphate,  the 
cuprous  oxide  begins  to  be  converted  into  the  cupric  oxide;  and  if  the 
roasting  is  continued  long  enough,  all  the  copper  in  the  ore  will  be  con- 
verted into  the  cupric  oxide,  with  the  probable  formation  of  silicates 
also,  if  there  is  silica  present. 

With  a  low  temperature,  the  copper  may  be  contained  in  the  roasted 
ore  as  cupric  oxide  (CuO),  cuprous  oxide  (CujO),  and  cupric  sulphate 
(CuSOJ,  and  this  is  usually  the  best  condition  for  copper  extraction, 
provided  there  are  no  deleterious  sulphates  in  the  roasted  ore,  or  undecom- 
posed  sulphides.  If  the  ore  is  poorly  roasted,  some  of  the  sulphides  may 
remain  undecomposed,  and  this  w^ould  unfit  it  for  a  solvent  process.  If 
undecomposed  sulphides  are  suspected,  it  is  best  to  pan  some  of  the 
roasted  material,  when  the  sulphides  will  be  made  apparent. 

If  the  amount  of  copper  in  the  ore  is  small,  as  for  example  in  cup- 
riferous gold  and  silver  ores,  all  the  copper  sulphide  will  be  converted 
into  the  cupric  oxide  when  roasting  sufficiently  low  in  sulphur  to  make 
the  ore  suitable  for  a  solvent  process,  provided  the  finishing  heat  has 
not  been  excessive.  Whatever  the  condition  of  the  copper  in  the  raw 
ore,  in  the  roasted  ore  it  will  appear  as  cupric  oxide  if  the  ore  has  been 
properly  roasted. 

If  the  ore  is  to  be  treated  principally  for  its  copper  content,  it  will 
not  ordinarily  be  necessary  nor  desirable  to  roast  to  such  a  complete 
state  of  oxidation  as  in  ore  treated  principally  for  the  precious  metals. 
For  the  acid  processes,  sulphate  of  copper  is  not  harmful,  and  is  usually 
highly  beneficial,  but  no  sulphides  should  be  in  evidence.  If  the  same 
ore  is  to  be  treated  for  gold  or  silver  by  the  chlorination  process  the 
preliminary  acid  treatment  for  the  extraction  of  the  copper  puts  it  in 
the  best  possible  condition  for  the  extraction  of  the  gold  and  silver.  If 
cyanidation  is  to  follow  the  acid  treatment,  a  thorough  alkaline  wash  is 
necessary. 

The  greatest  danger  in  roasting  copper  ores  is  in  the  early  stages  of 
the  process.  Cuprous  sulphide,  as  previously  stated,  is  readily  fusible. 
Cuprous  oxide  melts  at  a  red  heat,  but  the  cupric  oxide  is  quite  infusible. 
Cupric  oxide  is  more  readily  soluble  than  cuprous  oxide.     If  the  tempera- 
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ture  is  excessive  during  the  roasting,  ferrites  (CuOjFcjO,)  and  silicat 
are  likely  to  form,  and  the  copper  in  these  combinations  is  soluble  on 
with  the  greatest  dijBBculty.  It  will  usually  be  more  satisfactory 
slightly  under-roast  copper  ore  than  to  take  chances  in  getting  the  be 
possible  roast  by  overheating.  Copper  ores  are  particularly  sensiti^ 
to  high  temperatures,  that  is  to  say,  temperatures  above  a  dull  red  (651 
C.  or  1202°  F.)  and  if  sintering  or  fusion  occurs  it  is  practically  impo 
sible  to  get  a  satisfactory  extraction.  Cupric  oxide  is  reduced  to  ci 
prous  oxide  at  1050°  C. 

The  best  way  to  determine  the  best  conditions  of  roasting,  prii 
cipally  as  to  the  temperature,  is  by  direct  experimenting,  and  leachir 
the  roasted  ore  with  dilute  hydrochloric  or  sulphuric  acid.  If  tl 
roasting  has  been  properly  done,  there  should  be  no  dilBBculty  in  extrac 
ing  at  least  90  per  cent,  of  the  copper.  If,  however,  the  temperatui 
has  been  excessive,  a  very  poor  extraction  of  the  copper  may  be  expecte< 
In  making  preliminary  tests,  it  is  well  to  roast  at  least  one  lot  of  ore  at 
temperature  no  higher  than  scarcely  a  visible  red,  and  then  increase  th 
tempefatlire  on  successive  charges.  The  precentage  of  copper  extracte 
in  lircertain  reasonable  time  from  the  different  roasted  samples  wil 
by  comparison,  give  the  highest  temperature  the  ore  will  stand  withoi 
detriment,  and  that  is  the  temperature  at  which  the  ore  should  b 
roasted. 

Whether  or  not  there  is  any  copper  sulphate  in  the  roasted  ore  ca 
easily  be  ascertained  by  placing  a  small  portion  in  a  funnel,  leaching  i 
with  hot  water,  and  then  adding  ammonia  to  the  filtrate,  when,  if  ther 
is  any  soluble  copper,  the  familiar  blue  will  appear.  If  no  blue  appean 
it  may  be  assumed  that  the  copper  in  the  roasted  ore  is  all  in  the  conditio 
of  oxide. 

In  gold  and  silver  ores,  where  the  copper  docs  not  occur  in  sufficien 
quantities  to  attempt  to  recover  it  at  a  profit,  the  principal  injuriou 
effect  of  the  copper  is  in  the  consumption  of  chemicals,  and  in  its  pn 
cipitation  with  the  precious  metals.  It  is  also  undesirable  in  the  gol 
and  silver  bullion,  unless  there  is  sufficient  copper  to  make  electrolyti 
refining  possible.  The  extent  to  which  copper  in  the  ores  of  the  preciou 
metals  is  fatal  will  depend  largely  on  the  price  of  the  chemicals,  on  th 
consumption  of  chemicals,  and,  in  a  measure,  on  the  roast.  The  beg 
ultimate  condition  of  the  copper  in  roasted  ore  of  the  precious  metals  i 
in  the  form  of  oxide,  and,  fortunately,  this  is  the  way  it  usually  occun 

If  the  ore  is  roasted  with  salt,  much  of  the  copper  will  be  converter 
into  cupric  chloride  (CuClj),  but  since  at  a  red  heat  cupric  chloride  give 
up  half  its  chlorine,  some  of  the  copper  will  be  in  the  form  of  cuprou 
chloride  (CuCl).  If  the  temperature  is  very  high  most  of  the  cupri 
chloride  will  be  converted  into  the  cuprous  chloride  and  oxychlorid 
of  copper,  both  of  which  are  wholly  or  partly  insoluble  in  water.     Th 
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chloridizing  roasting  of  copper  ores  is  taken  up  more  fully  under  "Chlo- 
ridizing  Roasting." — "Longmaid-Henderson  Process." 

The  ideal  roast  for  copper  ores  is  one  in  which  all  the  copper  is  in  the 
form  of  sulphate  and  oxide,  and  all  the  iron  in  the  ferric  condition.  This 
represents  a  roast  in  which  practically  all  the  copper  is  soluble  in  water  or 
dilute  acids,  and  all  the  iron  insoluble.  Since  ferrous  sulphate  is  decom- 
posed at  590®  C,  and  curpic  sulphate  at  650°  C,  the  best  roast  for  the  cop- 
per, theoretically  at  least,  should  be  obtained  by  maintaining  the  tempera- 
ture between  590  and  650*^  C.  This  also  represents  the  best  conditions 
in  practice. 

The  temperature  at  which  ferrites  and  silicates  of  copper  are  formed 
has  not  been  definitely  determined,  but  if  the  ore  is  heated  much  above 
700*^  C,  there  is  great  danger,  and  the  ferrites  and  silicates  once  formed, 
the  satisfactory  extraction  of  the  copper  presents  a  problem  of  some 
magnitude.  The  presence  of  ferrites  and  silicates  is  usually  indicated  by 
the  dark  appearance  of  the  ore,  instead  of  the  red  color  of  ferric  oxide. 

The  sulphur  elimination  in  roasting  copper  ores  depends  largely 
on  the  amount  of  copper  in  the  ore,  as  well  as  on  the  amount  of  sulphur. 
If  much  of  the  copper  in  the  roasted  ore  is  soluble,  it  is  soluble  as  the 
sulphate,  and  the  soluble  sulphur  will  be  quit'e  large.  In  this  respect 
roasting  of  copper  ores  differs  somewhat  from  roasting  gold  and  silver 
ores,  where  the  sulphur  content  of  the  roasted  ore  is  necessarily  quite 
low.  It  is  not  desirable  to  eliminate  the  same  amount  of  sulphur  from 
cq)per  ores  as  from  gold  and  silver  ores,  so  that  the  roasting  of  copper 
ores  suitable  for  hydrometallurgical  extraction  will  usually  be  somewhat 
cheaper  than  if  the  same  ore  were  roasted  for  the  extraction  of  the 
precious  metals.  On  the  other  hand,  copper  ores  usually  require  a 
more  delicate  roast  than  gold  and  silver  ores. 

For  high  grade  cupriferous  concentrates  or  sulphide  ore,  the  roasted 
product  may  contain  from  3  to  5  per  cent,  sulphur,  and  be  well  roasted 
for  chemical  treatment. 

It  is  possible  to  make  most  of  the  copper  soluble  by  prolonged  roasting 
at  a  low  temperature  and  with  insufficient  air,  but  such  a  roast  will  also 
leave  much  of  the  iron  and  other  constituents  soluble.  Whether  this 
is  desirable  or  not  depends  almost  entirely  on  the  method  of  precipitating 
the  copper,  and  on  the  chemical  composition  of  the  soluble  iron. 

In  cases  where  gold  and  silver  ores  contain  copper,  the  roasting 
must  be  effected  to  get  the  best  extraction  of  those  metals,  but  if  a  little 
care  is  used  in  the  temperature  of  the  roasting,  a  high  extraction  of  the 
copper  may  also  be  made,  even  if  the  ore  is  roasted  with  a  view  of  getting 
the  best  extraction  of  the  gold  and  silver. 

It  is  difficult  to  understand  why  some  sulphide  ores  with  careful  roast- 
ing will  give  up  their  values  while  with  others  of  apparently  the  same 
or  similar  composition  it  is  difficult  to  get  a  reasonable  extraction.      ^ 
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111  -'lui'i  »»  'U-u'iiniiK'  ihc  effect  of  roasting  on  chalcopyrite,  per  sc, 
t  \ri.il  |^»Mllul•^  *»i  I  Ik'  puivjuiuoral,  containing  as  a  matrix  pure  quartz 
in. I  ...mi-  .aliMii,  \\:is  ctiiviullv  roasted  in  an  assay  muffle.  The  heat 
\\.» .  ru  VI  I  iiK.\r  .1  ilull  ivU.  The  copper  content  of  the  raw  ore  wa«  29.3 
i»i  1  •  i  Ml  in. I  ilu'  ^\il|)hm'  -S.4  per  cent.  The  sulphur  in  the  roasted  ore 
\\.»  •  •  I" ''*'"'  v»i  wUich  3. r>  per  cent.,  was  soluble.  The  high  insoluble 
w.i    |i!t.!Mi.l\  l;i!m'l\  vine  lo  the  galena,  forming  lead  sulphate. 

I  lii   .M  ».».  t  u.n.  I»\  ii;;iiating  with  a  5  per  cent,  sulution  of  sulphuric 

l<    II  I        \\     I  I   .     '  «  »Ilu\\  N 


I  i  It  »t    ■  ■>  I  . 

till  I     l>     1     III        I     ll-Mil    -I  t  ItMl  llUMlt, 

'  liiHii..  I  ii-atiiu'iit, 

I    ll.tltl/  I  iv.il  liirllti 


29 . 3  per  cent.  Cu. 
3 . 2  per  cent.  Cu.  Extraction,  89 . 1  per  cent 
2.2  per  cent.  Cu.  Extraction,  92.5  per  cent 
1.2  per  cent.  Cu.  Extraction,  95.9  per  cent 


(»n  I  In.  ixin  1  liiihit,  ill  juHt  as  carefully  roasting  a  sulphide  concen- 
ii.iii  lu.ni  \l.  xnn.  idiihuhing  0  per  cent,  copper,  it  was  difficult  to  get 
.in  •  „ii.iitu.n  k»i  so  pel  iM'ht.  The  mineralogical  combination  of  the 
.  >.|.t.i  i  Mt  ilu  .i»  »  nm  I'hiialert  was  not  determined,  but  presumably  it  was 
in  I  III    ii.iinwi  I  )i.ilro|v\  iit(*  (>!' I><^>rnite. 

';i4lvoi  ..il\ii  u  uiiiMTrtally  associated  with  copper  and  gold.  It 
^^\.l\  In.  .\\A  »li.ii  L'\»UI  III  Kiivii  is  ucver  found  unaccompanied  by  silver, 
it  hill.  I  ii|i|ii  I  I .  li  I  oiiiiiuiii  HHsoriate  of  both  gold  and  silver. 

.:tlw>  »'  *»»  impel  hull  lurtor  in  the  treatment  of  copper  and  gold 
Mil  .  I  III.  lis  1 1  i.n\»l  I  eui  lily  recovered,  and  if  contained  in  the  tailings 
til  .Ills  «  ""  »'U  »ii'l*' M*''»'»^''Vi  *"»y  i^^'^  ^s  an  obstacle  to  the  close  extrac- 
I  i»  III  III  iln«  ^MiM  Ui\'  liul  tliut.  silver  is  not  readily  soluble  in  any  of  the 
III  iliii.iiv  .iil\i  III  '  \'i  M'ppei  iiiid  gold  adds  somewhat  to  the  difficulty  of 
\\  1  X  .ii.iiiiiui  l«\  ilu*  wel  priM'esses.  Roasting,  in  the  metallurgy  of 
«\\ii    I  •  .i  \  i«t  N  iiupeiliiiit  lai'tiir. 

\i   ilnio  ».  .iii\    i«ee  vo\\\  ill  the  ore,  the  silver  will  be  more  or  less 

^^;,\\i.l   Willi  ilie  ^'^'Ul      lu  llinrniighly  oxidized  ores  it  proba])ly  occurs 

k  ,^  ,ii.     w  i\       In  niii»\i\li<sed  ores  it  will  almost  always  be  found  as  the 

■   ,    ..'%  .»%     I  .  ,»i  I  lUil  iiieie  \»r  leHM  with  arsenic,  antimony,  and  copper,  as 

^^        .     .^lUvil  iit'iii  ilu»  \\>miiiiiii  niin(M*als  of  silver: 


'v   „  .^v  iiie  ^uilv\  iiKer), 
. ,.;«;  >»i"  Mi\el^, 


V. 


\v 


Ag.,S. 

•JAg^Asis, 
r)Ag2S,Sb2S3 

Ag,"s,Cu.S 
l)(Ag2S,Cu,S),Sb,S3,As..S3 

AgCl 

Ag.To 

(Ag,Au)2Te. 
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While  silver  is  more  or  less  associated  with  tellurium,  it  is  a  strange 
fact  that  only  a  comparatively  small  quantity  of  silver  is  found  associated 
with  gold  in  telluride  or  sulpho-telluride  ores,  and  is  not  of  any  great 
consequence  either  in  the  oxidizing  roasting  or  subsequent  chemical 
treatment.  When  it  does  occur  combined  with  gold  and  tellurium,  the 
tellurium  is  volatilized  in  roasting,  leaving  behind  an  alloy  of  gold  and 
silver. 

In  the  oxidizing  roasting  of  sulphide  copper  and  gold  ores  containing 
silver,  the  silver  sulphide  is  first  converted  into  the  sulphate  at  an  early 
stage  of  the  operation.  The  silver  sulphide  reacting  with  the  sulphur 
trioxide,  formed  principally  from  iron  and  copper  sulphides  by  catalytic 
action  with  hot  silica  and  metal  oxides,  forms  silver  sulphate,  and  reduces 
the  sulphur  trioxide  to  the  dioxide: 

2  AgjS  +  4SO3  =  AgjSO ,  +  4SO2. 

If  there  is  any  free  gold  in  the  sulphide  ore,  as  there  frequently  is  in 
small  quantities,  some  silver  will  also  be  free  but  alloyed  with  the  gold. 
This  silver  in  the  first  stages  of  roasting  is  likely  to  be  converted  into  the 
sulphate: 

2Ag  +  2S03  =  Ag2SO,  +  S02. 

As  the  ore  is  rabbled  against  a  higher  temperature  and  a  more  highly 
oxidizing  atmosphere,  the  silver  sulphate  is  gradually  converted  into 
metallic  silver.  The  silver  sulphate  is  partly  reduced  by  the  direct 
action  of  heat  alone: 

Ag2S0,+  Heat  =2Ag  +  S0s  +  0 

but  the  temperature  required  for  this  reaction — 1095°  C. — is  rarely  if 
ever  attained  in  a  roasting  furnace.  In  the  presence  of  reducing  gases, 
silver  sulphate  is  decomposed  at  a  very  moderate  heat,  metallic  silver 
being  deposited.  In  the  presence  of  copper  oxides,  silica,  and  iron  oxides, 
silver  sulphate  is  decomposed  at  temperatures  from  860  to  870°  C. : 

Ag2SO,+4Fe30,  =  2Ag  +  6Fe203  +  S02 
AgjSO.  +  CujO    =2Ag  +  CuS04  +  CuO. 

In  the  roasting  of  copper,  gold,  and  silver  ores  suitable  for  treatment 
by  chemical  processes,  in  a  highly  oxidizing  atmosphere,  the  silver  in  the 
ore  will  always  be  found  in  the  metallic  condition,  alloyed  with  the  gold. 
It  is  for  this  reason  that  silver  plays  so  important  a  part  in  the  hydro- 
iiietallurgical  treatment,  if  alloyed  in  appreciable  quantities  with  gold. 
Unless  the  extraction  of  the  silver  is  quite  thorough  there  may  enough 
remain  in  the  tailings  to  protect,  ia  a  measure,  the  gold  from  the  action 
of  the  solvent. 

If  the  sulphide  ore  is  improperly  roasted,  some  of  the  silver  may 
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remain  as  sulphate.     As  such  it  is  readily  soluble  in  water.     One  hundrec 
parts  of  water  dissolves  0.58  parts  of  silver  sulphate. 

It  has  been  conclusively  proved  that  silver  is  volatilized  in  oxidizing 
roasting.  It  is  possible  that  in  many  instances  the  volatilization  o 
silver  in  oxidizing  roasting  is  due  to  the  presence  of  small  quantities  o 
cerargyrite,  or  natural  silver  chloride.  The  chloride  of  silver  seems  to  b< 
quite  generally  distributed  in  the  various  silver  ores.  The  chloride 
volatilizes  at  a  strong  red  heat,  so  that  if  an  excessive  loss  of  silver  i 
discovered  in  oxidizing  roasting  it  is  well  to  examine  the  ore  to  ascertaii 
the  presence  of  chlorine. 

Since  metallic  silver  is  with  difficulty  soluble  by  any  of  the  commercia 
processes  for  the  recovery  of  copper,  gold  and  silver,  chloridizing  roasting 
is  frequently  resorted  to,  in  order  to  convert  the  silver  into  the  mon 
soluble  silver  chloride.  This  subject  is  taken  up  in  detail  under  the  heac 
of  "Chloridizing  Roasting.^' 

Any  chemical  process  having  for  its  primary  object  the  recovery©: 
copper  or  gold  from  its  ores  must  take  cognizance  of  the  silver  usuall) 
associated  with  them.  If  the  quantity  of  silver  is  small  there  is  m 
difficulty  in  recovering  a  fair  percentage  by  either  the  cyanide  or  chlorina- 
tion  processes.  If  the  quantity  is  large,  the  best  average  results  will  b< 
obtained  by  chloridizing  roasting,  when  the  silver  may  be  extracted  quit( 
closely  by  either  the  hyposulphite,  cyanide,  or  chlorination  processes. 

Gold. — Gold,  of  itself,  is  of  no  metallurgical  importance  in  the  process 
of  oxidizing  roasting.  It  always  occurs  native  or  mixed  or  combined 
with  sulphur  or  tellurium;  but  whether  mixed  or  combined,  on  roasting  il 
emerges  as  metallic  gold,  which  at  all  stages  of  the  roasting  is  unaf- 
fected by  any  temperature  or  condition  of  the  furnace.  If  the  gold  is 
free  and  microscopically  fine,  coarse,  flaky,  solid,  or  porous,  it  will,  oi 
itself,  remain  so.  It  will  appear  in  the  finally  roasted  ore  as  it  appeared 
in  the  raw  ore,  or  after  being  liberated  in  the  early  stages  of  th( 
operation. 

Much  has  been  said  about  the  loss  of  gold  in  roasting.  Careful  inves- 
tigation has  shown  that  in  oxidizing  roasting  there  is  none  but  a  mechan- 
ical loss,  which  is  subject  to  the  same  conditions  as  the  handling  of  dr} 
ore  under  any  circumstances.  If  the  ore  contains  silver  chloride,  whicl 
usually  has  associated  with  it  some  gold,  a  loss  of  gold  may  be  expected 
with  that  of  the  silver,  in  oxidizing  roasting,  but  this  loss  will  ordinaril} 
be  very  small  if  the  temperature  is  properly  regulated,  and  in  no  cas( 
will  it  ever  be  serious. 

Lead. — Lead  usually  occurs  as  the 

Sulphide  (PbS),  (Jalena, 
Carbonate  (PbCOj),  Cerussite, 
Sulphate  (PbSOJ,  Anglesite. 
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Lead  is  more  or  less  associated  with  copper  and  gold  ores,  but  not 
usually  in  large  quantities.  Silver  is  more  conmionly  associated  with 
it.  The  presence  of  lead  in  ores  in  small  amounts  is  not  particularly 
harmful,  either  in  roasting  or  in  the  subsequent  treatment  by  the  hydro- 
metaUurgical  processes.  When  lead  occurs  in  ores  in  large  quantities,  it 
is  so  desirable  as  a  smelting  material  that  its  treatment  by  solvent  process 
is  quite  remote. 

According  to  Plattner,  if  the  sulphide,  galena,  is  roasted  at  a  low 
temperature,  to  prevent  fusion,  it  vaU  at  first  be  converted  into  the 
oxide  and  sulphur  dioxide: 

PbS  +  0,=PbO+SO,. 

A  part  of  the  sulphur  dioxide  on  coming  in  contact  with  the  heated 
silica  combines  with  the  oxygen  of  the  air  to  form  sulphur  trioxide,  and 
this  combines  with  the  lead  oxide  to  form  lead  sulphate: 

PbO+SO,=PbSO,. 

The  lead  in  the  roasted  ore  will  usually  be  in  the  form  of  oxide  and 
sulphate.  Silicate  will  not  occur  unless  the  ore  has  been  fused,  in  which 
case,  in  any  event,  the  ore  would  probably  be 'unfit  for  subsequent 
chemical  treatment.  The  proportion  of  the  oxide  to  the  sulphate  will 
depend  upon  the  presence  of  other  sulphides,  the  method  of  roasting, 
and  to  a  large  extent  on  the  proportion  of  the  galena  to  the  other  con- 
stituents in  the  ore. 

It  is  probable  that  much  of  the  sulphide  may  be  converted  directly 
into  the  oxide  and  sulphate  by  the  slow  roasting  and  at  the  low  temper- 
ature usually  employed  in  roasting  copper,  silver,  and  gold  ores  for 
subsequent  chemical  treatment: 

2PbS  +  07=PbS04+PbO  +  S02. 

When  the  ore  contains  considerable  lime,  as  sometimes  happens, 
some  metallic  lead  may  possibly  be  formed: 

4PbS +4CaO  =3CaS  +  CaSO,  +  4Pb. 
CaS  +  0,  =  CaS04. 

The  transformation  of  the  calcium  oxide  to  the  calcium  sulphate 
is  a  desirable  change  for  the  subsequent  chemical  treatment.  Quartz, 
clay,  and  silicates  remain  inert  to  lead  sulphide. 

Galena  is  difficult  to  roast.  It  fuses  at  a  low  temperature,  and  if 
excessively  heated,  is  likely  to  agglomerate  into  a  mixture  of  lead  oxide 
and  lead  sulphate  from  which  it  is  difficult  to  expel  the  sulphur  trioxide, 
even  when  heated  so  high  as  to  melt,  and  from  which  it  is  absolutely 
impossible  to  satisfactorily  extract  the  copper  and  precious  metals. 
Lead  sulphate,  with  heat  alone,  is  decomposed  only  at  a  white  heat. 
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Lead  carbonate  (PbCOj)  is  readily  decomposed  at  a  low  temperatur 
(200^  C;  392°  F.)  into  lead  oxide  and  carbon  dioxide: 

PbCOs=PbO  +  C02. 

By  prolonged  roasting,  lead  carbonate,  or  the  monoxide,  at  a  temper 
ature  of  not  exceeding  450°  C.  (842°  F.)  may  be  converted  into  the  highe 
oxide,  minium  (PbsOJ.  At  a  still  higher  temperature  the  red  lea 
or  minium  again  gives  up  its  oxygen  and  is  reconverted  into  the  monoxid 
or  litharge. 

The  lead  in  roasted  ore,  on  cooling,  is  likely  to  be  in  the  form  of  moD 
oxide  (PbO);  rarely  perhaps  as  the  red  oxide  (PbaOJ;  some  sulphat 
(PbSO^),  and,  if  the  ore  is  fused,  as  silicate. 

Ore  containing  as  high  as  10  per  cent,  lead,  can  with  care,  be  satis 
factorily  roasted  for  subsequent  chemical  treatment. 

Zinc. — Zinc  frequently  occurs  associated  with  copper,  gold,  am 
silver  ores  as: 

Sulphide  (ZnS) ,  Sphalerite. 
Oxide  (ZnO),  Zincite. 
Carbonate  (ZnCO,),  Smithsonite. 
Silicate  (Zn^SiO^),  Willemite. 

In  the  oxidized  ores  the  zinc  usually  occurs  as  the  oxide  or  carbonate 
in  the  sulphide  ores  it  is  always  found  as  sphalerite. 

rf  th-e  zinc  is  in  the  form  of  carbonate,  roasting  readily  drives  off  th< 
carbon  dioxide,  leaving  the  oxide  of  zinc; 

ZnC03  =  ZnO  +  C02. 

If  the  zinc  is  in  the  form  of  sulphide,  oxidation  at  the  temperature  a1 
which  copper,  gold,  and  silver  ores  are  usually  roasted,  takes  plac( 
slowly,  and  yields  a  mixture  of  oxide  and  sulphate.  The  amount  ol 
sulphate,  however,  is  small  as  compared  with  the  oxide. 

Zinc  sulphide  begins  to  oxidize  at  a  dull  red  heat.  As  the  temperatuK 
is  increased  the  oxidation  takes  place  more  rapidly,  with  the  formatior 
of  zinc  oxide  and  sulphur  trioxide: 

ZnS  +  Os  =  ZnO  +  S02. 
2ZnS  4-07  =  ZnO +  ZnS0^  +  S02. 

At  a  prolonged  high  temperature  the  sulphate  is  converted  into  th( 
oxide: 

ZnSO ,  +  heat  =  ZnO  +  SO3. 

Some  of  the  sulphur  dioxide  released  in  roasting  by  catalytic  actioi 
with  the  glowing  ore  is  converted  into  the  trioxide,  which  may  then  com 
bine  with  some  of  the  zinc  oxide  to  form  the  neutral  sulphate,  ZnSO^ 
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In  the  decomposition  of  the  neutral  sulphate,  basic  sulphates  may  be 
formed  which  require  a  high  and  prolonged  temperature  to  ultimately 
resolve  them  into  the  oxide.  Zinc  sulphate,  by  heat  alone,  is  decomposed 
at  739^  C. 

Zinc  sulphide  does  not  oxidize  as  readily  as  iron  or  copper  sulphides, 
and  a  higher  temperature  is  required  to  start  oxidation.  It  is  infusible 
at  any  temperature  attained  in  the  roasting  furnace,  in  roasting  copper, 
gold  and  silver  ores.  Its  presence,  so  far  as  roasting  is  concerned,  is  not 
harmful. 

The  relative  proportion  of  zinc  oxide  and  zinc  sulphate  formed  in 
roasting  will  depend  upon  the  temperature,  the  oxidizing  qualities  of  the 
atmosphere,  and,  a  certain  extent,  the  relative  quantity  of  zinc  in  the  ore. 
The  higher  the  temperature  in  a  highly  oxidizing  atmosphere,  the  more 
zinc  oxide,  and  the  less  zinc  sulphate,  will  be  formed. 

Zinc,  though  quite  generally  distributed,  is  not  freciucntly  found  in 
copper,  gold,  and  silver  ores  in  sufficient  quantity  to  interfere  with  the 
metallurgical  treatment  by  wet  methods.  If  contained  only  in  small 
amounts,  and  the  ore  is  thoroughly  roasted,  practically  all  the  zinc  will 
be  in  the  form  of  oxide.  The  oxide  is  readily  soluble  in  acids,  but  is 
not  so  readily  acted  upon  by  chlorine,  cyanide  or  sodium  hyposulphite, 
although  it  affects  these  solvents  injuriously. 

Zinc  pxide  is  not  volatile  at  the  highest  temperature  used  in  roasting 
ores— from  900  to  970°  C.  (1652  to  1778°  F.).  Zinc  in  its  metallic  con- 
dition is  quite  volatile,  even  at  a  moderately  low  temperature.  Reducing 
gases,  such  as  carbon  monoxide  from  the  fuel,  have  a  tendency  to  re- 
duce the  oxide  to  the  metallic  zinc  and  thus  volatilize  it: 

ZnO+CO  =  Zn  +  C02. 

RESULTS  OF  HEATING  ZINC  SULPHATE  WITH  AND  WITHOUT 

FREE  ACCESS  OF  AIR 

(H.  O.  Hofman,  Trans.  A.  I.  M.  E.,  1905) 


Heated  in 


Temp, 
deg.  C. 


Total  S. 
eliminated 


S.  eliminated 
aaSO, 


•S.  eliminated 
as  SO, 


Ratio. 
S  as  SO  J 

SasSO, 


Air 578 

Air i  588 

C^vbon  dioxide.  599 

Carbond  dioxide  602 


1 .63  per  cent  0.14  per  cent. 

1 .79  per  cent.  ,     0.14  per  cent. 

0 .  50  per  cent.  0.18  per  cent. 

0.50  per  cent.  0.16  per  cent. 


1 .49  iMjr  cent. 
1.65  per  cent. 
0.32  per  cent 
0.34  per  cent. 


9.06 

8.26 

55.2r> 

47.88 


In  these  experiments,  the  temperature  of  the  furnace  was  brouglit 
slowly  to  the  point  at  which  the  first  acid  was  given  off,  then  raised  about 
10°  C.  and  maintained  constant  for  several  hours.  While  only  a  very 
small  proportion  of  the  total  sulphur  was  driven  off  in  the  tests,  they 
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show  that  in  heavy  zinc  sulphate  the  tendency  of  the  salt  to  split  into 
ZnO,  SO2,  and  0  is  greater  when  oxygen  is  absent  than  when  it  has  free 
access  of  air. 

Arsenic. — Arsenic  usually  occurs  associated  with  copper,  gold,  and 
silver  ores  as  the  sulphide: 

Arsenopyrite   (FeAsS),  Mispickel. 
Realgar  (AsjSj) 

Orpiment         (AsjSj) 

Arsenic  is  almost  universally  associated  with  sulphide  coj)per  ores. 
If  occurring  in  small  (luantities  it  is  of  no  special  importance  in  the 
roasting  except  that  its  elimination  should  be  as  complete  as  possible 
under  the  conditions  of  the  roast.  Its  presence  in  the  precipitated  copper 
is  very  harmful,  and  hence  effort  should  be  made  to  keep  the  solutions  as 
free  from  it  as  possible. 

The  sulphides  of  arsenic  fuse  readily  so  that  care  must  be  exercised 
in  the  first  stages  of  the  roasting.  Arsenic  volatilizes  at  a  comparatively 
low  temperature,  in  the  condition  of  arsenous  oxide.  In  the  presence  oi 
an  excess  of  oxygen  there  is  a  tendency  to  form  arsenates  of  iron  and  othei 
metals,  and  these  arsenates  are  decomposed  only  at  an  exceedingly  high 
temperature.  After  the  arsenic  is  driven  off  in  the  first  stages  of  the 
roasting,  no  harm  can  result  in  elevating  the  temperature  to  that  re- 
quireil  for  the  other  constituents  of  the  ore.  Arsenates  are  undesirable 
in  the  roasted  ore,  as  they  interfere  with  the  close  extraction  of  the  coppei 
and  ]>re('ious  metals.  Arsenic  in  the  ore,  as  a  rule,  is  not  particularl> 
detrimental  to  any  of  the  solvent  processes,  if  the  roasting  is  properl^ 

done. 

Mr.    U.  R.  Rothwell,   in  speaking  of  roasting  arsenical  pyrites  a1 

l)rU»ros.  Canada^  says,  "It  was  asserted  by  some  metallurgists  that  th< 

ma.-^iiMi:  of  arsenical  pyrites  presents  many  difficulties.     I  can  affirm,  or 

■  iu'  I'ontrary,  that  they  roast  with  much  greater  facility  and  in  abovii 

\\i»  ihirds  of  the  time  neceswsary  to  roast  simple  sulphides.     They  stanc 

^.tiu'.-^i  .iM>  amount  of  heat  without  fusing,  and  the  arsenic,  which  foriiii 

.'Liii    1^1  per  cent,  of  the  mispickel,  volatilizes  at  comparatively  lov 

itii'iiMi'.iM*.  sivms  to  leave  the  mass  porous,  thus  facilitathig theoxida 

.  ■    I    lu-  xulphur."     An  extraction  of  9.")  ])er  cent,  of  the  gold  was  mad< 

'^>4.-  v:v^M!to:d  pyrites  by  the  chlorination  process. 

^I'l.v.i'-.  liah,  where  the  ore  has  be(»n  treated  successfully  foJ 

,.^  M  ' -le  cyanide  process,  roasting  has  been  found  to  eliminate 

.  ..>    -.KVvS  from  the  arsenic,  which   occurs  in   considerable 

...    ■     »»■    -tw  ore. 

^..  .       *  », .!    ^ciTod   in   air,   easily   oxidizes   into   white   arsenous 

..     .    .-1.   5-  iW^ily  volatilized.     When  arsenical  ores  are  roasted^ 


OXIDIZING  ROASTING  51 

the  sulphur  and  arsenic  are  converted  into  arsenous  oxide  and  sulphur 
dioxide.  The  former  is  a  solid  at  ordinary  temperatures,  and  the  latter 
gaseous,  and  therefore  the  arsenous  oxide  is  deposited  as  a  sublimate  in 
the  cooler  portions  of  the  flues  and  dust  chambers,  through  which  the 
fumes  escape  from  the  furnace. 

In  roasting  cupriferous  pyritic  ores  there  will  usually  be  no  difficulty 
in  eliminating  from  75  to  80  per  cent,  of  the  arsenic. 

Roasting  Argentiferous  Cobalt-nickel  Arsenides  ^ — The  ore  used  in  this 
investigation  was  chiefly  smalltite,  containing  689  oz.  silver  per  ton,  and 
56  per  cent,  arsenic.  The  object  of  the  investigation  was  to  ascertain 
(1)  the  temperature  at  which  the  arsenic  is  most  rapidly  expelled;  (2) 
the  thoroughness  with  which  it  is  expelled  by  prolonged  roasting  at  this 
temperature,  and  (3)  the  effect  of  adding  charcoal  near  the  end  or  at  the 
beginning  of  the  roast. 

It  was  found  that  15  per  cent,  of  arsenic  per  100  of  ore,  that  is,  27  per 
cent,  of  the  total  arsenic,  is  expelled  below  700°  C,  but  that  the  rest  of  the 
arsenic  is  not  expelled  until  the  temperature  reaches  about  840°  C.  when 
rapid  expulsion  sets  in.  By  rabbling  at  temperatures  above  840°  C,  the 
percentage  of  arsenic  can  be  further  reduced  by  about  34  per  cent.,  that 
is  down  to  17  per  cent,  in  the  ore,  from  the  original  56  per  cent;  in  this 
range  of  temperature  the  arsenic  is  removed  much  faster  than  at  lower 
temperatures.  Raising  the  temperature  quite  suddenly  to  800°  C.  does  no 
harm  as  the  ore  remains  porous.  The  addition  of  charcoal  either  at  the 
beginning  or  toward  the  end  of  the  roast  failed  to  increase  the  expulsion 
of  arsenic.  Finer  grinding  of  the  ore,  after  it  had  been  roasted  once, 
and  re-roasting  at  about  880°  C.  showed  no  further  expulsion  of  arsenic, 
due  to  fine  grinding. 

Antimony. — Antimony,  like  arsenic,  usually  occurs  as  the  sulphide. 
It  is  almost  universally  in  the  form  of  Stibnite  (SbjSa)  and  is  frequently 
associated  with  silver  and  gold,  and  quite  commonly  with  copper.  In  the 
small  quantities  in  which  it  usually  occurs  in  the  ores  of  these  metals,  it 
does  not  present  any  special  difliculties  in  roasting.  Care  must  be  used 
in  the  early  stages  of  the  operation'.  If  an  attempt  were  made  to  remove 
the  antimony  by  rapid  oxidation,  there  would  be  danger  of  converting 
it  into  the  insoluble  antimonates  of  the  metals  in  the  ore.  This  would  be 
undesirable  for  some  of  the  chemical  processes,  while  for  others  it  might 
be  somewhat  serious.  In  the  early  stages  of  the  roasting  it  is  therefore 
necessary  to  employ  a  very  low  heat.  The  presence  of  steam,  largely 
supplied  by  the  burning  fuel  and  the  water  of  hydration  in  the  ore,  is 
found  to  be  useful  as  a  source  of  hydrogen,  which  removes  sulphur  as 
hydrogen  sulphide: 

Sb2S3  +  3H2  +  heat=3H2S  +  Sb. 
» BirMonthly  BuUeHn  of  the  A.  I.  M.  E.,  Jan.  1907. 
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The  antimony  then  combines  with  oxygen  and  escapes  as  a  volatile 
oxide. 

When  the  temperature  of  the  roasted  ore  is  brought  to  about  350°  C. 
(662°  F.)  the  atmospheric  oxygen  converts  the  antimony  trisulphide  into 
antimonous  oxide  and  sulphur  dioxide.  Antimonic  acid  is  formed  in  the 
presence  of  the  oxides  of  the  other  metals,  and  combines  with  them  to 
form  antimonates.  Sulphates  of  antimony  are  not  formed  during  the 
roasting.  If  the  ore  contains  large  quantities  of  foreign  sulphides, 
which  on  being  roasted  would  form  sulphates,  antimonates  of  the  foreign 
metals  are  formed  instead  of  the  sulphates. 

Carbon,  such  as  coal  or  charcpal,  finely  ground  or  mixed  with  the  ore, 
has  been  used  to  break  up  the  antimonates  and  arsenates,  and  expel  the 
arsenic  and  antimony,  but  it  has  not  been  found  of  utility  enough  to  find 
a  permanent  place  in  practice. 

All  ores  of  copper,  gold,  and  silver,  containing  appreciable  quantities 
of  arsenic  and  antimony,  are  difficult,  if  not  impracticable,  to  treat  raw, 
by  any  of  the  solvent  processes.  By  roasting,  and  consequent  volatili- 
zation of  these  elements,  they  are  largely  eliminated  from  further  consid- 
eration, except,  perhaps  in  the  case  of  silver  ores  to  be  treated  by  sodium 
hyposulphite,  when  the  ores  may  contain  considerable  quantities  of  arsen- 
ates and  antimonates,  after  roasting. 

Antimonous  oxide  (SbjO,  or  Sb^O,)  resulting  from  the  roasting  of 
antimony  sulphide  (SbjS,)  is  insoluble  in  water,  but  is  soluble  in  hydro- 
chloric acid  and  in  alkalies. 

Bismuth. — Bismuth  is  one  of  the  most  injurious  alloys  of  copper.  It 
may  be  present  in  copper  ores  in  the  metallic  state,  or  in  sulphides, 
arsenides,  and  antimonides.  The  metal  and  sulphides  are  volatile  at  the 
roasting  temperature  but  much  less  readily  than  in  the  cases  of  arsenic 
and  antimony.  The  minerals  containing  bismuth  are  readily  oxidized 
to  fixed  compounds. 

In  the  incomplete  roasting  of  copper  ores,  arsenic,  antimony,  and 
bismuth  may  remain  in  the  roasted  product  in  the  same  combinations 
in  which  they  occurred  in  the  ores,  accompanying  the  fixed  compounds 
that  are  formed  during  the  roasting  operation. 

The  degree  of  elimination  of  these  impurities  in  roasting  varies 
necessarily  with  the  minerals  in  which  they  occur,  as  w^ell  as  the  copper 
ore,  and  the  conditions  under  which  the  roasting  is  carried  on.  The 
following  analytical  data  by  Allan  Gibb*  shows  the  elimination  from  fairly* 
typical  ores,  when  roasted  in  heaps  and  in  reverberatory  furnaces,  for 
smelting,  which  does  not  represent  as  complete  a  roast  as  that  required 
for  the  wet  methods. 

>  Trans.  A.  I.  M.  E..  Vol.  XXXIII. 
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ROASTING  COPPER  ORES;  ELIMINATION  OF  ARSENIC,  ANTIMONY  AND 

BISMUTH 


Raw  on 


Per  eeot. 
•etual 


Gopmr 5.55 

Amak 1.18 

Aatinuny 0.035 

BuDBth 0.011 

Cbupv 12.15 

Amnie 0.907 

Aatmooy 0.40 

Binath 0.014 


Per  cent, 
relative 
Cu-100 


Roasted  ore 


Per  cent, 
actual 


No.  1 


100.00 
21.30 
0.03 
0.198 


7.68 
0.407 
0.035 
O.OIl 


No.  2 


100.00 
7.96 
0.378 
0.115 


14.68 
0.454 
0.045 
0.015 


Per  cent, 
relative 
Cu-IOO 


100.00 
5.29 
0.47 
0.143 


100.00 
3.09 
0.307 
0.013 


Elimination 

per  100 

of  Cu 


15.97 
0.160 
0.055 


4.87 

0.071 

0.013 


Total  per- 
centace  of 
elimination 


75.0 
25.4 
27.8 


61.2 
18.8 
11.3 


No.  1  was  a  cupriferous  iron  pyrites  which  was  roasted  in  heaps  and 
subsequently  smelted  in  blast  furnaces. 

No.  2  was  a  dressed  ore  containing  the  copper  mostly  in  tlie  form  of 
copper  pyrites,  with  a  small  proportion  of  bornite  and  copper  glance. 
It  was  roasted  in  a  reverberatory  furnace. 

IHckel. — Nickel  is  quite  frequently  associated  with  copper  ores,  and 
when  it  so  occurs  in  paying  quantities  its  recovery  is  advisable. 

Nickel  usually  occurs  as  the 

Sulphide,  Millerite,  NiS, 

Arsenide,  Niccollte,  NiAs, 

Silicate,  Garnierite,  H  (NiMg)SiO„  H^O. 

When  the  sulphide  is  roasted,  the  nickel  is  oxidized  and  the  sulphur 
passes  off,  mostly  as  the  dioxide,  and  some  as  the  trioxide.  The  tri- 
oxide  produces  sulphuric  acid  and  forms  some  nickel  sulphate.  When 
the  sulphate  is  strongly  heated  the  nickel  is  converted  into  nickelous 
oxide  and  sulphur  trioxide  is  driven  off.  By  prolonged  roasting,  at  the 
proper  temperature,  nickelous  oxide,  NiO,  alone  may  be  obtained.  If 
imperfectly  roasted,  there  will  be  a  mixture  of  oxide,  sulphate,  and 
unaltered  sulphide. 

If  a  mixture  of  nickel  and  iron  sulphides  is  carefully  roasted,  a  mix- 
ture of  nickelous  oxide  and  ferric  oxide  is  obtained.  As  sulphate  of 
iiickel  is  a  very  stable  compound,  the  roasting  may  be  so  conducted, 
that  the  greater  part  of  the  nickel  is  obtained  as  sulphate,  while  the  iron 
will  be  in  the  condition  of  ferric  oxide. 
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By  roasting  nickel  and  copper  sulphides  in  the  same  way,  it  is  possit 
to  get  nickelous  oxide  and  cupric  oxide,  or  a  mixture  of  oxides  and  si 
phates.  As  nickel  sulphate  is  stable  at  a  higher  temperature  thi 
copper  sulphate,  the  nickel  may  be  roasted  to  the  sulphate  and  the  copp 
to  the  oxide. 

If  nickel,  iron,  and  copper  sulphides  are  all  roasted  together,  tl 
nickel  may  be  in  the  condition  of  sulphate  and  the  other  two  metals  i 
ferric  and  cupric  oxides. 

If  nickel  arsenide  is  roasted,  the  arsenic  forms  arsenous  oxide,  ai 
the  nickel  sesquioxide.  Part  of  the  arsenous  oxide  escapes  unaltere 
part  is  further  oxidized  to  arsenic  oxide,  and  this  combines  with  tl 
nickelous  oxide  to  form  an  arsenate.  Nickel  arsenate  is  not  decompose 
when  heated  alone,  so  the  result  is  basic  nickel  arsenate. 

Copper  ores  containing  nickel  usually  contain  also  magnetic  and  ire 
pyrites,  and  often  arsenic  and  antimony  compounds  as  well  as  silicate 
quartz,  and  earthy  matter.  In  the  roasting,  the  arsenic  and  antimony  a 
mostly  driven  off,  the  sulphur  partly  escapes  as  dioxide,  and  is  part! 
converted  into  trioxide  by  contact  with  the  red-hot  masses  of  oreai 
furnace  walls.  Iron,  copper,  and  nickel  oxides  combine  with  this  trioxic 
to  form  sulphates.  As  the  roasting  proceeds,  and  the  temperature 
raised,  the  sulphates  are  again  decomposed  into  oxides  and  sulphi 
trioxide,  or  sulphur  dioxide  and  oxygen.  Iron  sulphate  is  first  decoi 
posed,  next  the  copper,  and  lastly  the  nickel  compound.  If  the  roastii 
were  continued  at  the  proper  temperature,  the  product  would  be 
mixture  of  ferric  oxide,  cupric  and  cuprous  oxides,  and  nickelous  oxid 

Nickel  sulphate  is  readily  and  abundantly  soluble  in  water.  Tl 
oxide  is  soluble  in  mineral  acids,  especially  dilute  hydrochloric  aci 
when  warmed.  The  chloride  is  soluble  in  water,  but  not  as  readily  i 
the  sulphate.  The  mineral  garnierite  is  soluble  in  sulphuric  and  hydr 
chloric  acids,  but  with  some  difficulty. 

Calcium  (Lime). — The  compounds  of  calcium,  on  account  of  the 
prevalence  and  positive  action  on  almost  all  of  the  chemical  solvents  us( 
in  the  hydrometallurgical  processes,  are  among  the  most  important  to  1 
considered.  In  the  alkali  process,  calcium  compounds  are  not  partic' 
larly  harmful,  and  frequently,  as  in  the  case  where  calcium  is  combined  wil 
oxygen  to  form  lime,  it  imparts  a  desired  alkalinity  before  applying  tl 
solvent.  In  the  acid  processes,  like  chlorination  or  the  treatment  of  copp< 
ores  with  dilute  acids,  the  amount  of  calcium  in  the  ore  and  the  way  it 
combined  will  usually  be  the  most  important  factor  in  determining  tl 
applicability  of  the  process  and,  to  a  large  extent,  indicate  its  success  < 
failure. 

There  would  be  no  difiiculty  in  treating  most  of  the  copper,  gold  aD 
silver  ores  successfully,  by  the  acid  processes,  if  it  were  not  for  a  fe 
interfering  elements,  and  of  all  the  interferiiuc  elexnents,  the  presence  < 
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lime  in  large  quantities  presents  the  most  common  and  the  most  difficult 
problem.  Fortunately,  most  of  the  ores  of  copper  and  the  precious 
metals  do  not  contain  enough  lime  to  seriously  interfere  with  the  treat- 
ment. The  vast  majority  of  all  metalliferous  deposits  have  quartz  as 
the  matrix,  and  usually  the  lime  is  not  found  in  quantities  sufficient  to 
make  an  acid  treatment  prohibitive,  if  the  ore  is  otherwise  suited  to  the 
process,  particularly  if  the  ore  is  amenable  to  preliminary  concentration. 
Calcium  usually  occurs  associated  with  copper,  gold  and  silver  ores 
in  the  form  of 

The  Carbonate  (CaCOg),  Calcite  (Limestone). 
The  Fluoride  (CaFj) ,  Fluorite. 
The  Sulphate  (CaSOJ,  Gypsum. 

Ihe  carbonate  is  not  readily  attacked  by  chlorine,  but  is  immediately 
decomposed  by  acids.  Roasting  converts  the  carbonate  into  the  oxide 
and  carbon  dioxide: 

CaC03  +  Heat=CaO+C02. 

When  cold,  the  oxide  (lime)  does  not  absorb  chlorine,  but  at  a  red  heat, 
in  the  presence  of  chlorine,  it  forms  calcium  chloride  with  the  evolution 
of  oxygen: 

CaO  +  2Cl  =  CaCl2  +  0. 

If  the  ore  contains  considerable  sulphur,  the  sulphur  trioxide  released 
during  the  roasting  combines  to  a  greater  or  less  extent  with  the  lime  to 
form  sulphate: 

CaO  +  S03  =  CaS04 

which  is  practically  unaflFected  by  all  the  acids,  only  very  slightly  acted 
upon  by  chlorine,  and  remains  neutral  to  cyanide  or  sodium  hyposulphite. 
It  is  almost  insoluble  in  water;  one  part  of  calcium  sulphate  requires  432 
parts  of  water  for  its  solution.  Its  solubility  is  increased  by  the  presence 
of  alkaline  chlorides  and  free  hydrochloric  acid. 

It  is  desirable,  therefore,  that  ores  containing  considerable  lime  should 
te  mixed  with  ores  containing  considerable  sulphur  before  roasting. 
Some  of  the  calcium,  however,  will  unavoidably  remain  as  oxide  after 
coasting,  which,  when  coming  in  contact  with  water  in  the  subsequent 
chemical  treatment,  is  converted  into  the  hydroxide  (slacked  lime)  in 
which  form  it  is  desirable  in  the  alkali  processes,  but  is  readily  attacked 
by  ehlorine  and  the  acids. 

The  lime,  when  coming  in  contact  with  sulphuric  acid,  as  in  the  sul- 
pkuric  acid  copper  processes,  and  the  barrel  chlorination  process  w^herc 
dJorine  SB  generated  from  bleach  and  acid,  is  converted  into  calcium 

Ca{OH),  +  H2SO,  =  CaSO,  +  2H30, 
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esult  of  the  decomposition  of  pyritic  ores  acting  on  the  calcium  carbonate. 
*yritic  ore  is  oxidized  by  the  action  of  water  and  air,  forming  ferrous 
ulphate  and  sulphuric  acid. 

FeS2  +  H20  +  07=FeSO,  +  H2SO,. 

The  sulphuric  acid  then  acts  on  the  carbonate,  forming  calcium  sulphate 
and  water: 

CaC0s  +  H2S0,  =  CaS0,  +  HA 

Calcium,  therefore,  in  oxidized  ores  is  largely  in  the  form  of  sulphate, 

and  is  not  particularly  injurious  in  any  of  the  chemical  processes,  or  in 

the  roasting  operation.     The  sulphate,  once  formed,  can  only  be  converted 

into  the  oxide  by  the  most  intense  heat  procurable.     Such  a  heat  is  never 

realized  in  a  roasting  furnace. 

Gypsum  gives  off  its  water  of  hydration  at  200  to  250°  C.  (392  to 
482*^  F.) .  The  dehydrated  gypsum  melts  at  a  red  heat  without  decomposi- 
.  tion.  On  coming  in  contact  with  water,  the  dehydrated  calcium  sulphate 
again  takes  up  its  water  of  hydration,  just  as  in  the  case  of  ordinary 
plaster  of  Paris.  In  doing  this,  if  the  ore  contains  considerable  sulphate, 
it  sometimes  happens  that  the  ore  during  leaching  sets  so  hard  that  picks 
have  to  be  used    to  remove  it  from  the  vats. 

An  analysis  made  on  unoxidized  ore  from  Cripple  Creek,  showed: 

Calcium  Sulphate  (gypsum,  CaS04  +  2H20),  0.83  per  cent. 
Calcium  Fluoride  (fluorite,  CaFj) ,  0.78  per  cent. 

The  amount  of  lime  in  an  ore  which  may  be  fatal  to  chlorination  or 
to  an  acid  treatment  depends  largely  on  other  conditions.  Ordinarily 
from  5  to  6  per  cent,  is  the  limit.  In  Cripple  Creek  ores  the  lime  varies 
from  1.5  to  2.5  per  cent.,  although  in  some  mines  it  is  much  higher.  The 
Potsdam  ores  of  the  Black  Hills,  which  have  beeh  successfully  chlorin- 
ated, contain  as  much  as  8  per  cent.  CaO. 

That  only  a  small  portion  of  the  lime  in  roasted  ore  combines  with 
chlorine  or  the  acids  is  evident  from  the  treatment  of  800  to  1000  tons 
liaily  of  Cripple  Creek  ores  by  the  barrel  chlorination  process,  where  it 
n^y  be  assumed  that  the  ore  averages  2per  cent,  lime,  or  40  lb.  per  ton. 
The  average  chemical  charge  may  be  assumed  to  be  15  lb.  of  bleach  and 
30  lb.  of  sulphuric  acid.  Theoretically,  it  takes  6  parts  of  acid  to  com- 
hine  with  7  parts  of  bleach,  but  in  practice,  owing  to  the  impurities  of 
the  bleach  and  acid,  equal  parts  of  each  are  required.  Of  the  30  lb. of  acid, 
therefore,  per  ton  of  ore  charged  into  the  barrel,  15  lb.  are  consumed  in 
reacting  with  the  bleach  to  generate  chlorine.  The  solutions  issuing  from 
the  barrels  after  treatment  are  always  strongly  acid,  so  that  much 
wid  remains  unconsumed,  and  some  is  also  consumed  in  reacting  with 
other  base  elements.  It  is  safe  to  say,  therefore,  that  only  from  5  to  10  lb. 
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Manganese. — Manganese  is  one  of  the  most  deleterious  substances  in 
the  extraction  of  metals  by  wet  methods.  It  affects  injuriously  the  acids, 
the  halogens,  and  cyanide.  Fortunately  it  does  not  frequently  occur 
in  ores  of  copper  and  the  precious  metals  in  quantities  so  great  as  to  be 
fatal. 

Manganese  almost  universally  occurs  as  the  oxide;  sometimes  as  the 
Bulphide  and  silicate.  After  roasting  it  is  always  in  the  form  of  oxide, 
and  roasting  does  not  materially  lessen  its  injurious  eflfects  on  the  solvent. 
Manganese  is  readily  soluble  in  acids  and  difficult  to  eliminate  from  the 
solvent.     Its  principal  injurious  effect  is  in  the  consumption  of  chemicals. 

Aluminum. — Aluminum,  as  it  occurs  in  copper,  gold,  and  silver  ores, 
affects  the  chemical  processes  somewhat  injuriously.  Its  mineralogical 
combinations  are  numerous  and  varied.  It  may  occur  as  the  oxide, 
hydroxide,  sulphate,  or  silicate.  It  usually  occurs  as  the  silicate,  more 
or  less  intimately  associated  with  calcium,  magnesium,  iron,  and  the 
alkali  metals. 

Roasting  converts  some  of  the  aluminum  compounds  into  aluminum 
oxide  (AI2O3),  w^hich  is  infusible  at  all  temperatures  ever  attained  in  a 
roasting  furnace.  It  is  not  decomposed  by  heat  alone.  It  is  not  decom- 
posed by  chlorine  at  any  temperature.  Anhydrous  aluminum  oxide  is 
perfectly  insoluble  in  water.  After  strong  ignition,  it  is  likewise  insoluble 
in  most  acids.  The  lower  the  temperature  at  which  aluminum  oxide  is 
heated,  the  more  soluble  it  is  in  the  acids  and  alkalis. 

All  the  silicates  of  aluminum  are  insoluble  in  water,  with  the  exception 
of  the  alkali  salts,  and  these  are  soluble  only  when  the  ratio  of  the  base  to 
the  acid  is  above  a  certain  limit.  Many  of  the  silicates  are  decomposed 
by  dilute  sulphuric  and  hydrochloric  acids.  Chlorine,  bromine,  and 
potassium  cyanide  react  very  slowly. 

Aluminum  sulphate,  AljCSOJg,  when  heated  to  redness,  is  converted 
into  the  oxide.  The  sulphate  is  very  soluble  in  water.  Chlorine  reacts 
very  slowly  with  it.  The  basic  sulphate,  AljO,,  SOj,  IOH3O,  is  insoluble 
in  water,  but  soluble  in  sulphuric  and  hydrochloric  acids. 

When  ores  containing  considerable  aluminum  are  properly  roasted, 
and  a  sample  filtered  with  water,  it  will  be  found  on  testing  that  there  is 
no  soluble  aluminum  in  the  ore.  If  the  sample  is  then  filtered  with  di- 
lute sulphuric  or  hydrochloric  acid,  some  aluminum  will  be  dissolved. 
If  the  sample  is  treated  with  chlorine,  bromine,  or  potassium  cyanide, 
only  traces  will  be  found  in  the  solution. 

The  compounds  of  aluminum  are  so  numerous,  varied  and  compli- 
cated that  it  is  difficult,  if  not  impossible,  to  determine  their  exact 
composition  either  in  the  raw  or  roasted  ore.  The  only  alternative  seems 
to  be  to  resort  to  direct  tests  with  the  chemical  solvents.  If  acids  are 
used  in  the  chemical  treatment  of  the  ore,  some  of  the  consumption  of 
the  acid  is  due  to  combining  with  aluminum.     Beyond  the  slightly 
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increased  cost  of  treatment,  due  largely  to  increased  consumption  of  acid, 
no  great  injury  to  its  presence  in  the  ore  is  apparent.  Its  presence,  even 
in  large  quantities,  is  not  fatal,  or  even  serious,  to  any  chemical  process. 
Cripple  Creek  ores,  which  are  very  successfully  treated  after  roasting,  by 
cyanidation,  and  by  chlorination  with  or  without  the  use  of  acid,  fre- 
quently contain  as  high  as  20  per  cent,  alumina  (AljO,),  and  the  average 
is  about  18  per  cent.  Copper  ores  at  Clefton,  Arizona,  containing  16  pei 
cent,  alumina  have  been  successfully  leached  for  many  years  with  sul- 
phuric acid. 

Usually  copper,  gold,  and  silver  ores  do  not  contain  more  than  several 
per  cent,  alumina;  frequently  it  is  less  than  1  per  cent.  Whatever  the 
condition  of  the  aluminum  in  the  raw  ore,  where  it  may  be  injurious,  the 
tendency  in  roasting  is  to  convert  it  into  the  harmless  aluminum  oxide. 
The  higher  the  temperature  at  which  the  ore  is  roasted,  the  less  difficulty 
will  result  due  to  the  presence  of  aluminum,  but  the  ultimate  temperature 
of  roasting  ores  containing  much  aluminum  will  depend  on  the  other 
more  or  less  fusible,  constituents. 

The  hydrate  of  aluminum  occurs  mineralogically  as  Gibbsite;  it  h 
easily  dissolved  by  acids.  The  monohydrate  occurs  native  as  diaspore; 
it  gives  up  its  water  of  hydration  at  360°  C.  (680°  F.). 

Clay. — This  is  the  term  applied  to  hydrous  silicates  of  aluminum 
produced  for  the  most  part  by  the  decomposition  of  feldspar  rocks,  anc 
generally  mixed  with  other  substances,  chiefly  lime,  magnesia,  and  oxide 
of  iron.  Clay  is  frequently  a  constituent  of  ores,  usually  occurring  ai 
" Gouge''  matter  in  the  vein. 

As  a  rule  clays  contain  from  45  to  60  per  cent,  silica;  from  20  to  3C 
per  cent,  alumina;  from  0.5  to  3  per  cent,  lime;  from  0.5  to  3  per  cent 
magnesia,  small  quantities  of  iron,  and  about  19  per  cent,  water.  Clayj 
always  contain  a  hydrous  compound  of  alumina  and  silica,  which  is  abh 
to  give  up  the  alumina  contained  by  it  as  a  base  to  sulphuric  acid 

Clays  are  very  much  improved  by  roasting,  both  as  to  filtration  anc 
chemical  consumption. 

Barium  frequently  occurs  associated  with  copper,  gold,  and  silveJ 
ores  in  small  quantities.  It  is  usually  in  the  form  of  sulphate,  Barite 
(heavy  spar,  BaSOJ.  Sometimes  it  occurs  as  the  carbonate,  Witheritc 
(BaCOg). 

If  the  carbonate  is  heated  in  an  atmosphere  free  from  sulphur,  the 
barium  oxide,  BaO,  will  be  produced,  which  reacts  with  the  halogens  and 
the  acids.  The  temperature  required  for  the  decomposition  of  the 
carbonate  by  heat  alone  is  very  high.  In  the  presence  of  sulphur,  the 
carbonate  is  converted  into  the  sulphate. 

Barium  sulphate  is  practically  unaffected  by  any  operation  of  the 
chemical  processes.  Any  heat  obtainable  in  a  roasting  furnace  does  not 
decompose  it.     It  is  insoluble  in  water  and  in  acids. 
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Alkali  MeCals.-^The  alkali  metals,  sodium,  and  potassium,  are  fre- 
quently found  in  considerable  quantities  associated  with  ores.  They 
usually  occur  as  the  feldspars  or  hornblende,  and  as  such  are  unaffected 
W  roasting  or  any  of  the  chemicals  used  in  the  solvent  processes. 

Chlmne,  Bromine. — Chlorine  and  bromine  are  sometimes  found  in 
copper,  gold,  and  silver  ores,  and  when  they  do  so  occur  are  of  considerable 
metallurgicai  importance  in  roasting.  The  compound  which  is  most 
common  is  the  silver  chloride,  cerargyrite  (AgCl).  The  minerals  embo- 
lite,  Ag(ClBr),  and  bromjTite,  AgBr,  occur  occasionally,  and  in  roasting 
may  be  considered  the  same  as  cyrargyrite.  Chlorine  also  occurs  quite 
frequently  in  combination  with  lead. 

The  surface  ores  of  Tonapah,  Nevada,  show  much  of  the  silver 
combined  with  chlorine — frequently  as  much  as  20  per  cent.  As  depth  is 
attained,  the  silver  chloride  gradually  merges  into  the  sulphide,  although 
the  chlorides  appear  never  to  be  entirely  absent. 

The  principal  point  of  importance  in  connection  with  the  roasting  of 
sBver  chloride,  is  the  danger  of  volatilization,  even  with  an  oxidizing 
roast.  In  making  exhaustive  tests  in  Denver,  on  a  working  scale,  on 
some  of  the  Tonapah  ores,  it  was  found  that  the  volatilization,  with  an 
oxidizing  roast,  was  about  the  same  as  with  a  chloridizing  roast,  but  in  no 
case  was  the  volatilization  serious.  If  volatilization  is  known  to  take 
place  in  an  oxidizing  roast,  chlorides  in  the  ore  may  be  suspected. 

To  ascertain  the  amount  of  silver  chloride  in  the  ore,  leach,  or  treat 
a  sample  with  sodium  hyposulphite  (sodium  thiosulphate)  and  compare 
the  hypo  tails  with  that  of  the  original  ore.  Also  test  for  chlorine  with 
silver  nitrate. 

Loss  of  Weight  in  Roasting. — There  is  always  some  loss  of  weight  in 
ore  due  to  roasting.  The  loss  is  usually  largest  in  pyritic  ores  and  in 
pyritic  concentrates,  but  it  may  also  be  considerable  in  ores  which  are 
oxidized  and  highly  silicious.  In  sulphide  ore  the  loss  is  due  mostly  to 
the  expulsion  of  the  sulphur;  in  oxidized  ores  it  is  mostly  due  to  driving 
off  the  water  of  hydration.  The  water  so  combined,  in  many  ores  may 
be  quite  large.  Iron  in  oxidized  unroasted  ores  is  almost  always  in  the 
form  of  ferric  hydrate  (limonite),  2Fe03,  SHjO,  which  contains  14.4  per 
cent,  water,  all  of  which  is  driven  off  in  roasting.  Similarly  othei  sub- 
stances give  up  their  water  of  hydration,  and  some  of  the  elements  are 
eliminated  by  volatilization. 

The  loss  of  weight  in  sulphide  ores  is  represented  by  the  substitution 
of  oxygen  for  sulphur.     From  the  equation 

4FcS2  +  1102=:2Fe203  +  8S()2 

the  loss  of  weight  of  pyrites  can  readily  be  calculated  that  3  parts  of 

Pe8,=2  parts  FojOa,  but  the  matter  is  usually  not  so  simple  as  this,  owing 

.toother  constituents  in  the  ore  and  the  manner  in  which  the  remaininir 
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sulphur  is  combined.  If,  for  example,  there  is  galena  (PbS)  in  the  ore 
and  is  oxidized  to  sulphate  (PbSOJ,  there  has  been  an  actual  gain  of 
weight  of  4  atoms  of  oxygen,  or  27  per  cent. 

The  loss  of  weight  can  readily  be  ascertained  from  the  difference  in 
weight  between  the  raw  and  roasted,  as  it  is  charged  and  withdrawn 
from  the  furnace.  This  method  is  expensive  and  not  quite  accurate 
because  the  dust  loss  cannot  usually  be  taken  into  consideration.  The 
loss  of  weight  is  best  and  most  conveniently  obtained  by  direct  experi- 
ment. This  is  done  by  weighing  a  small  average  sample  of  the  ore,  then 
thoroughly  drying  it;  weighing  it  again,  and  then  roasting  it  in  a  roasting 
dish,  in  a  muffle,  to  the  same  extent  as  the  ore  is  roasted  in  the  mill.  A 
sulphur  determination  will  show  this.  From  the  differences  in  weight 
between  the  raw  ore,  the  dried  ore,  and  the  roasted  ore,  the  loss  due  to 
moisture  and  the  loss  due  to.  roasting  can  easily  and  accurately  be 
ascertained. 

A  ton  of  roasted  pyritic  concentrates  will  occupy  about  24  1/2  cu.  ft- 
This  is  derived  from  2800  lb.  of  raw  ore,  which  will  occupy  about  23  2/3 
cu.  ft.  per  ton.  A  ton  of  the  concentrates  after  roasting  will  weigh  frona 
1450  to  1700  lb.,  and  will  occupy  about  17  1/2  cu.  ft.  The  loss  of  weight 
in  Cripple  Creek  ores,  due  to  roasting,  is  usually  from  5  to  7  per  cent., 
based  on  the  control  samples.  Of  this  loss,  about  2  per  cent,  is  foi 
moisture,  and  from  3  to  4  per  cent,  dust  and  volatilization  loss.  Of  the 
volatilization  loss  about  1  per  cent,  is  accounted  for  by  the  eliminatior 
of  the  greater  portion  of  the  sulphur.  The  accountable  dust  loss  i: 
about  2  per  cent.,  and  the  unaccountable  loss  amounts  to  about  1  per  cent 
Much  of  this  unaccountable  loss  is  due  to  unsettled  dust  going  out  of  ihi 
furnace  stacks,  and  some  also  due  to  unrecovered  dust  in  crushing  aac 
roasting  other  than  flue  dust. 

At  Butte,  in  roasting  copper  concentrates,  containing  35  per  cent 
sulphur  down  to  7  per  cent,  sulphur,  the  loss  of  weight,  including  flue  dust 
is  about  20  per  cent. 

In  roasting  Black  Hills  ore,  containing  11  per  cent,  sulphur,  down  t< 
0.08  per  cent.,  there  was  a  loss  in  weight  of  21  per  cent.,  even  though  the 
ore  was  apparently  thoroughly  dry.  This  ore  was  very  talcy,  and  the 
great  loss  was  evidently  due  principally  to  the  water  of  hydration. 


CHAPTER  IV 
CHLORIDIZING  ROASTING 

Object  of  Chloridizing  Roasting. — Most  of  the  chlorides,  at  elevated 
temperatures  and  in  the  presence  of  sulphides  or  sulphates,  have  the 
power  of  converting  copper  and  silver  into  their  respective  chlorides,  and, 
to  some  extent,  the  gold  also.  To  roast  in  the  presence  of  chlorides, 
usually  sodium  chloride  (common  salt),  is  known  as  *' Chloridizing 
Roasting."  The  term  "chloridizing''  is  limited  to  the  production  of 
chlorides  by  the  interchanging  of  chlorine  from  its  chloride  combinations, 
usually  at  elevated  temperatures;  while  the  term  "chlorinating''  is 
limited  to  the  production  of  chlorides,  usually  in  the  wet  way,  by  the 
application  of  free  chlorine. 

The  objects  of  chloridizing  roasting  are: 

1.  In  copper  ores,  or  in  gold  and  silver  ores  containing  copper,  to 
convert  the  copper  into  chlorides,  which  will  not  react  with  chlorine  or 
the  acids,  but  which  are  directly  soluble  in  water  or  in  chloride 
solutions. 

2.  In  silver  ores,  or  in  gold  and  copper  ores  containing  silver,  to  con- 
vert the  insoluble  metallic  silver  or  its  insoluble  compounds,  into  the  more 
soluble  silver  chloride. 

3.  In  any  ore,  to  convert  the  harmful  elements  into  less  harmful 
compounds. 

4.  To  assist  in  a  more  efficient  oxidizing  action  than  is  possible  under 
the  same  conditions,  in  ordinary  oxidizing  roasting. 

Metallic  silver  is  not  readily  soluble  in  any  of  the  commercial  chemical 
solvents.  The  silver  chloride  is  readily  soluble,  either  in  chloride  solu- 
tions, sodium  or  calcium  hyposulphite,  or  in  potassium  or  sodium 
cyanide.  If,  therefore,  a  high  percentage  of  the  silver  can  be  converted 
into  the  chloride,  a  quick  and  correspondingly  high  percentage  of  the 
silver  can  be  extracted. 

If  the  ore  contains  copper,  or  if  a  copper  ore  is  treated  by  a  chloride 
process,  it  is  frequently  desirable  to  convert  the  copper  in  the  ore  into 
the  soluble  cupric  chloride,  so  as  to  save  acid,  if  an  acid  process  is  used. 
It  may  be  cheaper  to  convert  the  copper  into  chlorides  at  the  expense  of 
a  cheap  material,  such  as  salt,  than  to  let  the  oxides  react  with  the  more 
expensive  acids.  Chloridizing  roasting  is  largely  used  in  the  extraction 
of  copper  from  its  ores. 

63 
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Most  of  the  chlorides  are  soluble  in  water;  if  desired,  many  of  th 
objectionable  elements  in  the  ore  may  be  removed  by  a  preliminar 
washing,   after   roasting,   and   before   applying  the   chemical   solvem 

Of  the  metallic  sulphides  usually  associated  with  copper,  gold  an 
silver  ores,  those  of  iron,  copper,  lead,  and  zinc  are  the  most  commoi 
Of  these,  only  the  iron  and  copper  sulphides,  are  available  to  react  wit 
the  salt;  while  those  of  lead  and  zinc  remain  quite  indiflferent. 

Adaptability  of  the  Various  Ores  to  Chloridizing  Roasting. — Ottoks 
Hof mann*  aptly  classifies  the  adaptability  of  the  various  ores  to  chloridii 
ing  joasting,  as  follows: 

1.  Those  like  iron  and  copper  pyrites,  gray  copper  ore,  and  silvc 
copper  glance,  which  in  roasting  form  sulphates,  and  decompose  sal 
liberating  chlorine. 

2.  Those  like  galena  and  zinc  blende,  which  form  sulphates  remainin 
indifferent  to  salt. 

3.  Antimonial  and  arsenical  silver  minerals  which  form  antimonatc 
and  arsenates  of  silver. 

The  gangue  remains  indifferent,  like  quartz  or  porphyry,  or  it  take 
an  active  part,  like  limestone,  talc,  spar,  manganese,  and  minerals  cor 
taining  magnesia. 

If  ore  consists  of  minerals  of  the  first  group  together  with  an  indifferen 
gangue,  chloridizing  roasting  offers  no  difficulty  and  a  high  chloridizatio 
can  be  obtained  without  much  loss  of  silver  by  volatilization  and  n 
special  skill  is  required  in  the  roasting;  neither  does  it  matter  if  the  sal 
is  added  to  the  charge  before  entering  the  furnace  or  after  it  has  bee 
subjected  to  partial  oxidizing  roasting. 

The  process  of  chloridizing  roasting  becomes  more  difficult  if  one  c 
both  of  the  minerals  of  the  second  class  are  present  in  large  quantities 
even  if  associated  with  an  indifferent  gangue.  With  such  ores  the  tine 
of  adding  the  salt  becomes  very  important.  If  added  before  the  char^ 
enters  the  furnace  a  very  inferior  chloridization  is  obtained,  as  is  also  iV 
case  if  the  salt  is  added  before  the  oxidizing  period  has  sufficient! 
advanced.  Moreover,  the  temperature  and  air  supply  require  muc 
attention. 

Tlie  roasting  is  still  more  difficult  if  all  the  classes  of  ore  are  repn 
sented  in  connection  with  a  gangue  like  limestone  which  takes  an  acti\ 
and  injurious  part  in  the  operation. 

Chemistry  of  Chloridizing  Roasting. — The  sulphides  in  the  or 
mostly  relied  upon  for  chloridization,  are  those  of  iron  and  copper.  Ti 
sulphates  of  these  metals,  formed  during  the  roasting,  react  with  th 
salt  to  form  sodium  sulphate  and  the  chlorides  of  the  metals.  Som 
hydrochloric  acid  and  chlorine  are  formed  at  the  same  time,  largely  du 

'  Mineral  Industry,  189(). 
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to  the  action  or  the  sulphur  trioxide  and  sulphuric  acid.     The  folK>\\ing 
reactions,  represent  in  a  general  way  the  chloridizing  action: 

2NaCl-f  FeS0,  =  XajS0,+FeCl3. 
2NaCH-  CuSO,  =  Xa2SO,  +  CuCl3. 
2XaCl  +     2SO3  =  NajSO,  +  2C1  -h  SO,. 
2NaCl+  H2SO,  =  Na2SO,  +  2Hn. 

The  chlorine  and  chlorides  thus  formed  react  with  the  silver  uiul  silver 
sulphate  to  form  the  silver  chloride: 

FeCl,  +  AgSO  4  =  2  AgCl  -f  FeSO ,. 

CuClj-f  AgS0,  =  2AgCl+CuS(),. 
2NaCl  +  AgSO,  =  2AgCl  +  Na2SC),. 
2HCI    +2Ag  +  0  =  2AgCl-f-H,0. 
fcl    +  Ag       =  AgCl. 

Any  or  all  of  these  reactions  may  take  place  at  the  same  time.  Tlu^ 
salt,  reacting  with  the  sulphates  of  iron  and  copper,  conv(»rts  those  nit^tals 
into  their  higher  chlorides,  while  the  chlorine  and  hydrochlorii!  acid  art^ 
formed  at  the  same  time.  Both  chlorine  and  hydrochloric  aci«l,  at  tlio 
temperature  of  the  roasting  furnace,  react  readily  with  nu^tallic  silvtM*  or 
its  sulphate,  to  form  the  silver  chloride,  while  the  chlorides  of  inin  niul 
copper,  in  chloridizing  the  silver,  may  pass  n^peatedly  from  tlu^  ferrio 
and  cupric  condition  to  that  of  the  ferrous  and  cuprous: 

2FeCl2  +  2Cl  =2FeCl3. 
2FeCl3 -f  2Ag  =  2FeCI,  -f  2Ag(>'l. 
2CuCl  +2CI  =2Cua3. 
2CUCI2  +  2Ag  =  CujCl,  +  2  Ag(;i 

The  ferric  chloride,  FeClg,  is  volatile  and  at  a  rM  hi*ul,  ehloiiili/en 
the  silver  with  great  avidity.  Tlie  ferrous  ehloridi;  at  lliif  same  liine  in 
resolved  into  ferric  oxide  and  ferric  chlcjiidc: 

3FeCl,  +  ()3  =  Fe.().,  i  LMVCl,. 

In  contact  with  aqueous  vapor,  and  the  fuel  ^'a-*-,  jit  a  nul  hi  <ii,  (L. 
ferrous  chloride  may  be  converted  into  the  ]iiji;.Miciir  ox'uUy. 

3FeCU  +  4H.X)=Fc3(),  I  (ilK'l  I  LMI. 


\  •' 


r 


The  magnetic  oxide  may  be  a^ain  reconvcjrtcMl  into  ilut  S  m.. 
in  the  presence  of  salt  and  at  a  lower  temperature,  as  war  .  i-.  «« .      '" 
clusively  by  Stetefeldt*  who  succeeded  in  converting  an  o'<   "•.1     '*'*«^ 
67.2  per  cent,  magnetite  to  1.4  per  cent,  after  4  1/2  L'.   . 
with  5  per  cent.  salt. 

Cupric  chloride  (( 'uCL)  is  easily  decomposed  at  a  red  L( .      ■  i . 

^  Trans.  A.  I.  M.  E.,  1885-188(). 
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chloride  (CujClj)  and  free  chlorine,  which  gives  free  chlorine  available 
for  the  chloridization  of  the  silver. 

Arsenic  and  antimony  form  chlorides,  which  are  easily  volatile 
and  which  may  be  decomposed  into  arsenous  and  antimonous  acids 
and  chlorine  and  hydrochloric  acid,  by  means  of  the  oxygen,  and  the 
vapor  from  the  burning  fuel.  These  chlorides,  however,  will  mostly 
escape  without  decomposition.  If  the  temperature  is  low  and  the  salt 
has  not  been  added  until  the  arsenic  and  antimony  have  been  largely 
driven  off,  the  soluble  arsenates  and  antimonates,  in  the  roasted  ore, 
will  not  usually  be  present  in  sufficient  quantities  to  seriously  interfere 
with  the  extraction.  If  the  raw  ore  contains  arsenic  and  antimony  in 
large  amounts,  much  of  the  silver  may  be  converted  in  the  early  stages 
of  the  roasting,  into  arsenate  and  antimonate.  Ottokar  Hofmann  found 
in  roasting  arsenical  ore  that  53.8  per  cent,  of  the  silver  was  soluble  in 
sodium  hyposulphite,  probably  as  arsenate  of  silver,  before  the  salt  was 
added  to  the  ore. 

Arsenous  oxide  volatilizes  at  218^  C.  Chlorine,  with  the  aid  of  heat, 
decomposes  the  sulphide  of  antimony  completely,  forming  the  trichloride 
of  antimony  and  sulphur  dioxide.  The  trichloride  of  antimony  melts  at 
70^  C. 

Zinc. — Zinc  blende,  in  oxidizing  roasting,  is  converted  into  zinc 
oxide  and  zinc  sulphate,  while  sulphur  dioxide  escapes.  In  the  presence 
of  salt,  zinc  blende  remains  indifferent  and  does  not  decompose  salt,  at 
least  at  the  temperature  used  in  chloridizing  roasting.  Salt  does  not 
decompose  zinc  sulphate.  Zinc  oxide  may  be  converted  into  the  chloride 
at  a  red  heat.  By  the  action  of  chlorine  and  hydrochloric  acid  zinc 
chloride  is  formed,  which  is  very  volatile.  In  ore  which  has  been  given 
a  chloridizing  roast,  the  zinc  is  usually  found  as  the  oxide,  sulphate,  and 
chloride.  Zinc  oxide,  like  the  calcium  and  magnesium  oxides,  is  com- 
pletely soluble  in  acids,  so  that  when  an  acid  process  is  employed  to 
extract  copper  or  silver,  zinc  must  be  regarded  more  or  less  as  equivalent 
to  calcium  and  magnesium.  In  the  chlorination  of  gold  ores,  when  the 
chlorine  is  applied  direct  without  the  use  of  acids,  considerable  quanti- 
ties of  zinc  will  not  seriously  interfere  with  the  treatment.  Both  zinc 
oxide  and  zinc  suli)hate  react  very  slowly  with  chlorine. 

Lead. — If  galena  is  subjected  to  chloridizing  roasting,  especially  in  the 
presence  of  sufficient  air,  most  of  the  lead  is  converted  into  sulphatei, 
which  does  not  react  on  the  salt,  and  oxide,  which  may  be  converted 
into  the  chloride.  Both  lead  oxide  and  chloride  are  volatile,  while  the 
sulphate  remains  indifferent.  In  the  roasted  ore,  the  lead  will  be  in  the 
form  of  sulphate  and  chloride,  but  the  sulphate  will  predominate. 

Calcitim  Carbonate.-  -Carbonate  of  lime,  when  roasted  with  metallic 
sulphides,  will  change  partly  into  calcium  sulphate  and  partly  into  the 
oxide  (lime).     The  calcium  sulphate  does  not  act  on  salt,  but  the  oxide 
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decomposes  the  metal  sulphates  and  chlorides,  and  also,  to  some  extent, 
the  silver  chloride.  Calcium  oxide,  or  carbonate,  does  not  absorb 
chlorine  when  cold,  but  at  a  red  heat  combines  with  it  to  form  calcium 
chloride,  with  the  evolution  of  oxygen.  If  the  ore  contains  calcium 
carbonate  in  large  excess,  only  a  small  quantity  of  iron  and  copper  sul- 
phates will  be  formed,  to  decompose  the  sodium  chloride.  Most  of  the 
iron  and  copper  sulphides  in  the  ore  will  be  converted  directly  into  the 
oxides.  Since  the  sulphates  of  iron  or  copper  are  necessary  to  release  the 
chlorine  in  the  salt,  and  these  sulphates  are  not  formed  or  are  immediately 
appropriated  by  the  lime,  the  salt  will  not  react  to  release  chlorine  or  hy- 
drochloric acid,  which  are  the  most  active  elements  in  chloridizing  roast- 
ing of  copper,  gold,  and  silver  ores.  The  lime  itself  is  quite  indifferent  to 
silver  chloride  at  low  temperatures,  but  decomposes  it  energetically 
when  the  temperature  reaches  red  heat.  If  there  are  more  sulphides  in 
the  ore  than  are  necessary  to  convert  the  lime  into  sulphate  or  chloride, 
\wually  a  good  chloridization  of  the  silver  and  coi)per  may  be  obtained. 
The  practical  effect  of  lime,  in  the  formation  of  silver  chloride,  in 
chloridizing  roasting,  is  clearly  shown  by  a  well  conceived  experiment  by 
Ottokar  Hofmann^  on  concentrates  containing  large  (juantities  of  sul- 
phur, arsenic,  iron,  considerable  zinc,  some  lead  and  aluminum.  The 
object  of  the  experiment  was  to  ascertain  the  effect  of  varying  quantities 
of  calcium  carbonate,  in  the  formation  of  silver  chloride,  all  other  condi- 
tions remaining  the  same.  The  ore  was  roasted  one-half  hour  with  7 
per  cent.  salt. 


a,^j^     Per  eent.  of  eon-  Per  cent,  of  barren  .,  ,        •     .  ^  Value  of  leach        ^^, . ,.  ^ 

!*aplt  4    *     »  •        •  ^  Value  of  mixture  ,  .,  .  Cblondua- 

«  eentrmtos  in  gangue  in  mixture  ^  .,  tails  per  ton  oi.  .. ^^  ^ . 

«o.  .  ^^^^i    n  ^4^  per  ton  oa.  silver  ...  tion  per  cent. 

mixture  mostly  CaCO,  silver 


1  100  06.0  2.91  97.0 

2  75  26.0  72.0  5.38  92.6 
8  62  37.5  60.0  4.72  92.2 
4  I  50  50.0  48.0  5.38  88.8 
fi  25                              75.0  24.0  5.17  77.2 


The  deleterious  effect  of  the  lime  is  verv  evident  from  these  results. 

Htgnesium  usually  occurs  as  the  carbonate,  and  in  chloridizing 
roasting,  as  in  oxidizing  roasting,  has  about  the  same  effect  as  calcium. 
Magnesium  carbonate  is  decomposed  at  170°  C.  (338°  F.)  into  magnesium 
oxide.  If  there  are  sulphides  in  the  ore,  much  of  the  magnesium  will  be 
converted  into  the  sulphate.  The  sulphate  is  (|uite  infusible,  melting 
only  at  about  1100°  C.  In  chloridizing  roasting  the  magnesium  combines 
viththe  chlorine  to  form  magnesium  chloride  (MgCK),  with  the  liberation 
)f  oxygen.  Magnesium  chloride  fuses  at  a  red  heat,  708°  C.  (1300°  F.). 
Magnesium  chloride  is  more  positive  in  its  action  than  sodium  chloride. 

'  Min.  Ind.,  1896. 
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Quartz. — Quartz  is  the  most  desirable  gangue  in  chloridizing,  s 
it  is  in  oxidizing  roasting.  Silica  is  indifferent  to  any  action  in  chloridij 
ing  roasting,  unless  perhaps,  it  promotes  the  formation  of  chlorides  an 
oxides  by  catalytic  action. 

Barium  stilphate,  which  occurs  quite  frequently  associated  wit 
silver  ores,  remains  inert  during  chloridizing  roasting. 

Alumina  is  not  fused  by  heat  alone,  nor  is  it  decomposed  by  chlorin 
at  any  temperature. 

Soditmi  sulphate,  so  abundantly  formed  during  chloridizing  roastinj 
may  be  considered  a  neutral  substance  in  any  of  the  hydrometallurgici 
processes.     It  is  usually  filtered  off  before  the  solvent  is  applied. 

Silver  sulphate  is  completely  decomposed  by  sodium  chloride,  at  th 
temperature  of  the  roasting  furnace. 

Percentage  of  Salt. — The  percentage  of  salt  used  at  various  mil 
differs  greatly,  depending  largely  on  the  character  of  the  ore,  principall 
the  gangue.  More  salt  has  sometimes  been  used  than  was  really  neede< 
Aaron  when  roasting  a  pyritic  ore  with  4  per  cent,  salt,  found  an  enoi 
mous  loss  by  volatilization;  later  he  reduced  the  amount  of  salt  to  3  11 
per  ton  of  ore,  and  got  satisfactory  results.  Ordinarily,  the  amount  ( 
salt  for  silver  ores  will  vary  between  1  and  5  per  cent.,  although  muc 
greater  percentages  than  these  have  been  used.  Only  3  per  cent,  wa 
used  at  Panimint,  California,  and  gave  a  chloridization  of  95  pe 
cent.  The  amount  of  salt  is  largely  proportional  to  the  amount  o 
lime  or  magnesia  in  the  ore.  An  excess  of  salt  does  not  improve  th 
chloridization. 

If  copper,  instead  of  silver  ores  are  to  be  chloridized,  the  amount  c 
salt  re(iuired  will  ])e  larger.  If  the  copper  contained  in  the  ore  is  considei 
able,  the  amount  of  salt  will  be  roughly  proportional  to  the  copper.  Fror 
5  to  10  per  cent,  might  be  considered  fair  averages  for  ores  containin 
only  several  per  cent,  of  copper. 

The  mininumi  amount  of  salt  that  inav  be  used  for  anv  ore  is  l)eg 
determined  by  direct  experimenting.  First  determine  the  conditions  c 
time,  temperatun\  and  finen(»ss  of  the  ore,  which  will  give  the  highe* 
satisfactorv  chloridization  with  an  abundance  of  salt,  and  then  reduce; 
in  successive  roasts  until  a  minimum  is  obtained  which  will  show  no  aj 
preciable  difference  as  compared  with  the  hi«rhest  chloridization  possibl 
with  an  abundance  of  salt. 

Time  of  Adding  Salt. — The  time  of  a(l(lin<::  salt  is  governed  alnioi 
entirely  by  the  composition  of  the  ore.  If  the  ore  is  low  in  sulphur,  i\ 
salt  may  be  added  before  the  ore  is  charjjjcd  into  the  furnace,  prcferabl 
before  it  is  crushed,  so  as  to  get  an  intimate  mixture  of  ore  and  sal 
If  iho  ore  contains  considerable  sulphur,  combined  with  iron  or  coppe 
the  ore  may  Ix*  given  ])raclically  a  full  oxidizing  roast  before  adding  tl 
salt,  and  still  have  enough  sulphur  in  the  ore  to  chloridize  the  silver. 
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copper  is  to  be  chloiidizeil,  the  ore  shoiiKl  contain  at  least  as  much 
sulphur  as  copper  before  the  salt  is  added.  If  the  ore  contains  consider- 
able zinc  and  lead  sulphides,  the  sulphur  combined  with  the  zinc  and  lead 
may  l)e  disregarded  for  the  purpose  of  chloridization,  and  the  ore  given 
an  oxidizing  roast  previous  to  adding  salt,  if  the  sulphur  combined  with 
the  iron  and  copper  is  large;  if  the  sulphur  so  combined  is  small,  the 
salt  is  best  added  at  once  to  the  raw  ore. 

If  the  ore  is  thoroughly  oxidized,  and  does  not  contain  sufl5cient  sul- 
phur, either  as  raw  ore,  or  after  a  thorough  oxidizing  roast,  the  salt  and 
pptes,  both  finely  ground,  may  be  added  to  the  ore.  Ferrous  sulphate 
may  be  used  instead  of  pyrites,  but  is  much  more  expensive. 

If  the  salt  is  added  while  there  is  a  large  excess  of  sulphur  in  the  ore, 
it  will  largely  be  volatilized  without  doing  any  good.  If  the  salt  is  added 
at  the  proper  time,  the  chloridization  takes  place  very  rapidly. 

Heap  Chloridization. — Imperfectly  roasted  ore,  after  being  drawn  from 
the  furnace  and  placed  in  a  mass  on  the  cooling  floor,  or  in  a  pit,  will  gain 
in  chloridization,  largely  in  proportion  to  the  imperfectness  of  the  roast. 
On  very  poorly  roasted  ores  it  may  gain  as  much  as  50  and  75  per  cent. 
The  reactions  which  take  place  in  heap  chloridization  are  essentially  the 
same  as  those  which  take  place  in  the  furnace.  In  any  well  regulated 
mill,  the  ore  is  probably  never  so  poorly  roasted  but  that  all  the  iron  and 
copper  sulphides  are  decomposed. 

From  the  reactions  given  for  chloridizing  roasting,  it  is  evident  that 
air  is  not  essential  to  the  chloridization  after  the  sulphides  have  been 
converted  into  the  sulphates.  Small  quantities  of  air,  however,  permeate 
the  mass  and  promote  the  reactions. 

Ores  which  are  well  roasted  in  the  furnace,  and  which  is  the  only  safe 
way  to  roast,  do  not  show  any  increase  in  chloridization  in  the  heaps,  pit, 
or  cooling  floor. 

If  the  ore  does  not  contain  lime  in  considerable  quantity,  moistening 
the  hot  ore  adds  to  the  chloridization  of  the  silver  and  this  is  especially 
the  case  if  the  ore  contains  copper,  or  is  moistened  with  a- solution  of 
cuprie  chloride.  If  the  ore  contains  appreciable  quantities  of  lime,  then 
instead  of  adding  to  the  chloridization,  there  is  likely  to  be  a  diminution. 
A  loss  of  chloridization  of  10  per  cent,  has  been  known  to  occur  in  this 
way. 

Composition  of  the  Roasted  Ore.—  Ores  which  have  been  subjected  to 
chloridizing  roasting  contain  a  great  number  of  soluble  salts.  Of  these, 
sodium  sulphate,  resulting  from  the  (le('om])osition  of  the  salt,  and  the 
undecomposed  sodium  chloride,  j)re(lominate.  Besides  these  there  may 
be  the  sulphates  of  manganese,  zinc,  copper,  iron,  aluminum,  and  mag- 
nesium; the  chlorides  of  the  same  metals  and  of  calcium  and  barium. 
The  barium  chloride  will  be  immediately  decomposed  on  solution,  and 
precipitated  as  insoluble  barium  sulphate.     Sodium  arsenate  is  also 
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I  tion  of  the  ore  in  the  furnace.  Any  condition  which  will  produce  the 
chloridization  of  the  silver,  if  carried  to  excess,  will  also  cause  its  volatil- 
iiation.  Silver  chloride,  under  the  conditions  of  roasting,  is  formed  at  a 
comparatively  low  temperature  by  the  chemical  reaction  between  the 
salt  and  sulphates.  A  scarcely  visible  red  heat  is  quite  sufficient  for 
these  reactions,  and  if  this  temperature  is  not  exceeded,  only  a  small  loss 
by  volatilization  will  occur.  If,  however,  the  temperature  is  elevated  to, 
say,  a  bright  red,  a  high  loss  of  silver  is  sure  to  take  place.  A  safe  rule  to 
follow,  is  to  keep  the  ore  at  the  lowest  possible  temperature  at  which  it 
will  give  off  visible  fumes.  It  is  best  to  maintain  a  deep  layer  of  ore,  and 
plenty  of  air.  A  small  charge  of  ore  spread  thinly  over  a  large  hearth 
area,  will  show  a  greater  loss  by  volatilization,  than  a  large  charge  with 
a  deep  bed  spread  over  the  same  area. 

The  stirring  of  the  ore  should  not  be  too  frequent,  but  this  is  not  an 
essential  if  the  temperature  is  not  too  high.  These  conditions  for  good 
chloridizing  roasting  are  contrary  to  those  desirable  in  the  best  oxidizing 
roasting,  where  the  ore  should  be  in  a  thin  layer  and  be  stirred  as  fre- 
quently as  possible.  Chloridizing  roasting  can  be  done  with  a  very  small 
loss  by  volatilization — frequently  only  an  inappreciable  loss — and  it  is 
verj'  probable  that  the  great  losses  recorded  are  due  entirely  to  improper 
manipulation. 

In  the  chloridizing  roasting  of  any  ores,  at  an  exceedingly  low  temper- 
ature, a  difficulty  may  arise,  in  the  subsequent  chemical  treatment.  If 
roasted  at  too  low  a  temperature,  some  of  the  injurious  elements  may  not 
be  decomposed  sufficiently,  so  that  trouble  may  arise  in  the  consumption 
of  chemicals  when  the  solvent  is  applied  to  the  ore.  This,  however,  is  a 
matter  for  adjustment  for  each  particular  ore,  and  will  usually,  in  such 
cases,  resolve  itself  down  to  roasting  at  the  highest  temperature  the  ore 
will  stand  without  serious  loss  by  volatilization. 

Almost  any  ore,  likely  to  be  treated  by  a  solvent  process,  can  be 
effectively  chloridized,  but  the  essential  of  such  roasting  is  that  the  loss 
during  the  process  should  not  be  serious,  or  if  serious,  its  recovery  should 
be  carefully  considered.  With  care,  many  silver  ores  can  be  given  a 
chloridizing  roasting  with  not  much  greater  loss  of  silver  than  in  oxidizing 
roasting. 

That  there  is  sometimes  a  considerable  loss  of  silver  in  oxidizing  roast- 
ing is  pretty  well  established.  Plattner  in  his  *' Metallurgische  Rost- 
prozesse"  goes  very  minutely  into  the  loss  of  gold  and  silver  in  oxidizing 
roasting.  By  a  series  of  muffle  roasts  on  a  small  scale,  he  comes  to  the 
conclusion  that  while  there  is  no  loss  of  gold,  the  loss  of  silver  is  unavoid- 
able. From  numerous  tests,  varying  from  3/4  to  1  1/2  hours  he  records 
a  loss  of  from  0.5  to  18  per  cent,  of  the  silver.  He  concludes  that  the 
percentage  loss  of  silver  increases  with  the  temperature,  the  porosity  of 
the  charge  which  facilitates  the  supply  of  air  throughout  the  ore  mass,  the 
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freedom  of  the  silver  from  combination  \di\i  other  substances,  and  with 
the  time  of  the  roasting. 

In  order  to  verify  the  work  done  by  Plattner,  Christy^  cites  some 
experiments  in  oxidizing  roasting  made  by  himself  and  others.  The 
material  used  in  the  experiments  were  concentrates  from  Nevada  City, 
California,  which  consisted  chiefly  of  pyrite,  with  small  amounts  of 
chalcopyrite  (0.05  to  1.5  per  cent.  Cu),  a  little  galena,  a  small  amount 
of  quartz,  traces  of  arsenic  and  antimony,  but  no  tellurium.  The  ore  was 
given  an  oxidizing  roast  of  from  1  1/2  to  8  1/2  hours;  in  the  early  stages 
at  incipient  dull  red,  and  finished  at  dull  red  to  full  red.  The  results 
are  tabulated  as  follows: 


Wavf  ore,  ounces  per  ton     Roasted  ore,  ounces  per  ton  <     Percentage  loss  per  ton 


Time  of            i 

1 

roasting,  hours 

•-| 

Gold 

Silver 

Gold 

Silver        i 

i 

Gold 

Silver 

1  1/2 

4.58 

27.50 

4.58 

26.44 

0.00 

3.85 

2  1/2 

4.58 

27.65 

4.58 

27.07 

0.00 

2.09 

8  1/2 

4.50 

28.39 

4.50 

27.39 

0.00 

3.52 

These  results  verify  the  conclusion  of  Plattner  and  others,  that  while  no 
loss  of  gold  occurs  in  oxidizing  roasting,  by  volatilization,  the  loss  of 
silver  mav  be  considerable. 

Butters-  found  in  roasting  a  hard  white  quartz,  intimately  mixed 
with  about  7  per  cent,  calcite  and  a  very  little  pyrite,  assaying  5.55  oz. 
silver  and  O.Go  oz.  of  gold,  per  ton,  that  there  was  a  loss  by  volatilization 
in  oxidizing  roasting,  of  2  to  9  per  cent,  of  the  silver,  but  none  of  the 
gold. 

It  is  possible  that  losses  of  silver,  which  have  been  attributed  to 
chloridizing  roasting  may  have  been  partly  due  to  the  loss  in  oxidizing 
roasting,  and  especially  if  some  of  the  silver  in  the  ore  is  in  the  form  of 
chloride. 

Volatilization  of  the  Gold. — It  is  pretty  well  established  both  by  care- 
fully conducted  experiments  and  by  the  experience  of  practical  metal- 
lurgists, that  no  loss  of  gold  takes  place  either  in  oxide  or  sulphide  ores, 
in  oxidizing  roasting.  There  se^ems  to  be  some  doubt  in  the  case  of  tellur- 
ides,  but  the  experience  with  Cripple  Creek  ores,  containing  tellurium,  of 
which  hundreds  of  tons  are  roasted  daily,  is,  that  no' appreciable  loss,  if 
any  at  all,  occurs  by  volatilization.  Kustel  records  a  loss  of  20  per  cent, 
of  the  gold  during  the  oxidizing  roasting  of  certain  telluride  ores  of  gold 
and  silver,  and  states  that  this  is  not  a  mechanical  but  a  volatilization 
loss.     There  can  be  no  doubt  about  the  gold,  combined  with  tellurium, 

'Trans.  A.  I.  M.  K.,  88-89. 
2  Trans.  A.  1.  M.  K.,  88-89. 
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Y(Jai3"]iinT.c  *i  eleviied  tempera ture^s,  but  whciher  any  volatilization 
takes  pl&^e  it;  ihe  low  temperatures  and  under  the  practical  conditions 
<H  mtsvrs..  s*<-iie  verr  doubtful. 

TeDuriif*.  even  in  smiiU  quantities,  are  extremely  sensitive  to  chlorine 
at  alcift?!  hXLT  leixiperature.  at  which  salt  is  decomposed.  Expt*rience 
with  Crijtpfc  Creek  ores,  in  large  100-ton  furnaces,  showed  appreciable 
loss  of  coild  when  only  a  ver>'  small  amount  of  salt — from  1  2  to  2  per 
cent. — ^was  added  during  the  roasting.  A  loss  was  shown  even  when  the 
Silt  was  added  to  the  hot  ore  dropping  on  the  cooling  hearth. 

Minr  ores  are  known  to  contain  chlorine,  frequently  as  chloride  of 
alrer  or  chloride  of  lead.  That  ore  containing  a  part  of  its  silver  as 
chloride,  if  given  an  oxidizing  roast,  will  volatilize  small  amounts  of  both 
gold  and  alver,  was  proved  conclusively  by  the  author  in  exhaustive 
tests  on  Tonapah  ore.  It  is  probable  when  gold  losses  occur  in  any  ore 
in  oxidizing  roasting,  and  especially  in  the  tellurides,  it  may  be  due  to 
small  quantities  of  chlorine. 

Prof.  ChristT*  made  some  interesting  experiments  on  the  volatiliza- 
tion of  gold  in  the  ehloridizing  roasting  of  p\Titic  ores.  As  the  result  of 
a  large  ntunber  of  experiments  he  comes  to  the  following  conclusions: 

At  100°  C.  (212**  F.)  the  volatility  of  the  gold  in  an  atmosphere  of 
chlorine,  is  almost  zero;  that  the  loss  begins,  above  this  temperature,  to 
rapidly  increase  to  a  maximum  at  a  temperature  of  about  250"^  C\  (,4S2"^ 
F.);  that  it  rapidly  diminishes  to  a  temperature  somewhere  below  nnl 
heat;  that  it  again  increases,  but  more  slowly,  to  another  maximum,  at 
a  temperature  above  a  melting  heat,  and  that  this  increase  is  a]>pariMnly 
continuous  between  a  red  heat  and  a  white  heat.  The  ratio  of  losses  ai 
variotis  temperatures  is  also  instructive:  at  incipient  nvlness  the  standard 
loss  is  already  0.05  per  cent.;  at  a  cherry  red  it  is  live  to  seven  times  as 
great  as  at  incipient  redness;  at  incipient  yellow  it  is  more  than  eight 
times  what  it  is  at  incipient  red;  while  at  melting  heat  it  is  nearly  thirty 
times  as  great. 

Crosh'-  foimd  with  a  certain  California  pyritic  ore.  assaying  about 
SllO.OO  in  gold,  and  $40.00  in  silver,  that  an  oxidizing  ri^ast  showed  no 
appreciable  loss,  but  when  the  salt  was  added,  losses  a]>peared  rapiilly. 
Thus,  according  to  his  tests,  with  3  per  cent,  salt  the  gold  loss  was  :^0 
per  cent,  and  the  silver  loss  50  per  cent,  of  the  assay  value.  Ue  at- 
tributed the  loss  to  the  presence  of  tellurides,  which  he  suppi>sed  wtMe 
present. 

Aaron*  foimd  a  large  loss  in  roasting  a  simple  pyrite  in  a  li-hearth 
reverberatory  furnace,  with  1  to  2  per  cent,  of  salt,  which  was  addt»d 
on  account  of  the  silver.     He  then   made  two  tests  on  a  small  scale; 

^  Trans.  A.  I.  M.  E.,  188.5. 
'TnnB.  A.  I.  M.  E.,  1888. 
*  "Leaching  Gold  and  Silver  Ores,"  1881. 
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one  with  4  per  cent,  salt,  the  other  without  any  salt,  and  purpose] 
pushed  the  roasting  to  an  extreme  as  to  time  and  temperature,  an 
found  on  assaying  that  the  salted  ore  contained  less  than  half  i 
much  gold  as  the  unsalted  one.  He  also  found  that  the  ore,  i 
roasting,  sustained  a  loss  of  18  per  cent,  in  weight,  and  consequent! 
should  have  assayed  18  per  cent,  more  than  the  raw  ore,  which  was  n< 
the  case.  By  modifying  the  roasting,  so  as  not  to  add  the  salt  until  tl 
dead  roasting  of  the  ore  was  finished,  not  only  did  the  roasted  ore  assf 
20  per  cent,  more  than  the  raw  ore,  but  the  yield  overran  the  guarante 
while  the  tailings,  nevertheless,  contained  considerably  more  gold  thj 
before.  He  afterward  found  that  a  very  small  quantity  of  salt — not  mo 
than  3  lb.  per  ton  of  ore — might  be  mixed  with  the  raw  ore  witho 
detriment  to  the  gold  and  with  decided  advantage  to  the  extraction 
the  silver. 

The  principal  object  of  roasting  gold  ores,  containing  silver  or  coppi 
with  salt,  is  to  chloridize  the  small  amounts  of  silver  and  copper,  and 
some  cases  to  neutralize  substances  in  the  ore,  which  might  be  injurio 
to  the  solvent.  By  a  partial  chloridizing  roast,  or  even  with  an  oxidizii 
roast,  it  is  practicable  to  get  a  high  extraction  of  both  the  gold  and  silv 
by  either  the  cyanide  or  chlorination  processes.  If  it  is  simply  a  matt 
of  neutralizing  injurious  substances  in  the  ore,  this  can  be  done 
chloridizing  roasting  by  not  pushing  the  operation  to  the  limit,  and  if  n 
carried  beyond  the  point  required  to  satisfy  the  base  elements, 
appreciable  volatilization  of  either  gold  or  silver  will  occur. 

Chloridization  of  Copper  Ores. — According  to  Von  Kothny^  by  roai 
ing  copper  sulphide  mixed  with  iron  oxide  and  sodium  chloride  prf 
tically  all  the  sulphur  goes  into  sulphate  and  about  half  the  copp 
is  transformed  into  chloride.  Anhydrous  cupric  chloride  mixed  wi 
sodium  chloride  and  heated  in  a  current  of  air  to  250°  C.  gives 
chlorine.  The  decomposition  of  copper  sulphate  by  sodium  chlori 
begins  at  280°  C.  Ferric  chloride  converts  copper  oxide  into  chlori 
very  rapidly  at  temperatures  from  500  to  600°  C.  The  formati 
of  copper  sulphate  by  roasting  with  copper  oxide  in  the  presence 
sodium  chloride  plays  no  part.  At  temperatures  of  300  to  600°  C.  fer 
sulphate  converts  copper  oxide  slowly  into  sulphate.  Chlorine  is  wit 
out  direct  action  on  cuprous  sulphide.  The  reactions  involved  in  t 
Hargreaves  process  by  which  hydrochloric  acid  is  formed  plays  no  pt 
in  converting  cupric  oxide  into  chloride.  Von  Kothny  concludes  th 
the  mechanism  of  the  chloridizing  of  pyrite  cinder  containing  a  sm 
amount  of  copper  and  sulphur,  is  as  follows:  The  copper  is  present  large 
as  sulphide,  which  by  an  oxidizing  roasting  is  converted  into  sulphate  a 
oxide.  Sodium  chloride  acts  directly  on  the  sulphate  and  ferric  chlori 
on  the  oxide.     To  insure  chloridizing  of  such  material  it  must  be  fin< 

'  Metallurgies  July  8,  1911. 
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ground;  a  large  amount  of  air  must  be  admitted  in  the  oxidizing  roasting 
period  and  stirring  must  be  resorted  to  to  insure  contact  with  oxygen; 
sufficient  pyrite  must  be  present  to  furnish  the  required  amount  of  ferric 
chloride  and  is  best  added  in  a  weathered  form;  for  4  per  cent,  copper 
content  at  least  7.5  per  cent,  salt  must  be  added;  the  process  should  be 
carried  out  at  temperatures  between  500  and  000°  C.  For  a  full  discussion 
of  chloridizing  roasting  of  copper  ores  see  **  Longmaid-Henderson  process, " 
Part  II,  page  246. 

Principal  Factors  in  the  Loss  of  Silver,  Gold,  and  Copper  by  Volatiliza- 
tion.— The  principal  factors,  controling  the  loss  of  silver,  gold  and  copper 
by  volatilization,  in  chloridizing  roasting,  have  been  well  established  both 
by  practice  and  careful  experiments.  These,  in  the  order  of  their  im- 
portance, are: 

1.  Temperature. 

2.  Time. 

3.  Amount  of  air,  or  surface  exposed. 

The  amount  of  salt  has  some  influence  on  the  volatilization,  but  it  is 
supposed  that  the  amount  of  salt  used  is  the  least  that  will  give  satisfac- 
tory results,  and  once  determined,  becomes  constant. 

The  presence  of  volatile  substances,  such  as  arsenic,  antimony, 
sdenium,  tellurium,  and  the  chlorides  of  copper  and  iron,  also  affect  the 
volatilization.  Gold  is  particularly  sensitive  to  tellurium  in  chloridizing 
roasting.  But  as  these  are  constituents  of  the  ore,  they  cannot  be  con- 
sidered as  variable,  or  controllable  factors,  except  in  so  far  as  preliminary 
oxidizing  roasting  may  eliminate  them. 

Temperature  is  the  all  important  factor  in  chloridizing  roasting.  Any 
ore  chloridized  at  an  excessive  heat  will  volatilize  much  of  the  metals, 
irrespective  of  any  considerable  time,  or  in  any  atmosphere  attainable  in 
a  roasting  furnace.  If  the  temperature  is  kept  at  the  lowest  possible 
point  at  which  the  metals  can  be  chloridized,  then  the  time  of  roasting 
and  the  amount  of  oxygen  in  the  furnace  atmosphere  i:» immaterial.  By 
merely  changing  the  temperature,  from  10  to  80  per  cent,  of  the  metals 
may  be  volatilized  in  a  short  time;  or  only  a  few  per  cent,  may  be  vola- 
tilized after  several  hours  roasting,  all  other  conditions  remaining  the 
same. 

Russel,  experimenting  with  Ontario  ores,  found  a  volatilization  of  8.3 
per  cent,  of  the  silver  at  a  dark  red  heat,  and  of  17.6  per  cent,  at  a  cherry 
red.  Ottokar  Hofmann*  found  in  roasting  calcareous  ores  containing 
large  quantities  of  zinc  and  arsenic,  that  the  ore  lost  3.5  per  cent,  of 
its  weight  and  1.8  per  cent,  of  its  silver  was  volatilized  when  roasted 
at  a  low  temperature;  the  same  ore  roasted  at  a  high  temperature 
with  insuflScient  air,  lost  7  to  13  per  cent,  of  its  weight,  and  15  to  25 

^  Min.  Ind.,  1890. 
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per  cent,  or  more  of  the  silver.  He  also  found*  on  an  ore  consisting 
essentially  of  25  per  cent,  zinc,  12  per  cent,  lead,  21  per  cent,  sulphur, 
7  per  cent,  iron,  and  10  per  cent,  calcium  carbonate,  that  the  loss  by 
volatilization  varied  from  1.7  to  15  per  cent.  The  least  increase  of  tem- 
perature above  a  dull  red,  caused  a  heavy  loss,  even  if  the  increase 
lasted  for  only  a  short  time.     The  average  of  31  days  roasting  at  a  high 

(almost  white)  heat  was: 

• 

Chloridization  of  the  silver,  72.7    per  cent. 
Loss  by  volatilization,  17.9   per  cent. 

Roasted  at  a  low  heat  (not  above  a  dull  red) : 

Chloridization  of  the  silver,  81.5    per  cent. 
Loss  by  volatilization,  1.2   per  cent. 

The  chloridization  in  favor  of  the  lower  heat  was  8.8  per  cent,  and  a 
decrease  of  loss  by  volatilization  of  16.7  per  cent. 

Time. — The  volatilization  of  the  silver,  gold,  and  copper,  in  chloridiz- 
ing  roasting,  is  approximately  proportional  to  the  time  of  roasting,  other 
conditions  remaining  the  same.  If  in  chloridizing  roasting,  an  ore  will 
lose,  say  1  per  cent  in  the  first  hour  after  the  salt  is  added,  it  will  lose 
approximately  5  per  cent,  after  five  hours  roasting,  if  the  conditions 
remain  the  same. 

Air  or  Oxygen. — Time  and  temperature  remaining  the  same,  the  vol- 
atilization will  be  approximately  proportional  to  the  amount  of  air 
supplied  to  the  ore.  If  a  ton  of  ore  is  roasted  on  a  hearth  area  of  100  sq.  ft., 
shows  a  volatilization  of  say,  1  per  cent,  per  hour,  it  is  likely  to  show  2 
per  cent,  per  hour  if  spread  over  a  hearth  area  of  200  sq.  ft. 

Experiments  as  Compared  with  Practice. — Almost  all  the  chloridizing 
roasts  made  in  preliminary  tests,  in  a  muffle,  will  show  a  higher  loss  by 
volatilization  than  will  subsetiuently  be  found  in  practice.  There  is  no 
appreciable  loss  in  heap  chloridization,  when  improperly  roasted  ore  is 
withdrawn  from  the  furnace  and  the  chloridizing  allowed  to  proceed  on 
the  cooling  floor.  Neither  does  any  appreciable  loss  occur  when  the 
damper  of  the  furnace  is  closed,  so  that  the  furnace  has  no  draft  and  no 
fresh  air  supply. 

Relation  of  Sulphur  to  the  Chloridization  of  Silver  and  Gold. — Chlorid- 
ization of  the  silver,  in  chloridizing  roasting,  may  take  place  very  rapidly 
under  proper  conditions.  If  the  ore  contains  an  excess  of  sulphur, 
chloridization  will  not  take  place  to  any  appreciable  extent,  until  some 
of  the  sulphur  has  been  eliminated,  even  if  there  are  sulphates  present. 
This  may  bo  due  to  the  reducing  action  of  sulphur  dioxide,  or  other  reduc- 
ing gases,  which  are  likely  to  occur  in  abundance  in  the  early  stages  of 
the  roasting. 

*  Engineering  and  Mining  Journal^  1888-89. 
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In  order  to  determine  the  relation  of  the  chloridization  of  the  silver 
and  gold  to  the  sulphur,  and  the  progress  of  chloridization  during  the 
roasting,  the  following  interesting  results  were  obtained  by  the  author 
on  Tonapah  concentrates,  which  consisted  largely  of  silica  and  iron 
pyrites,  about  3  per  cent,  lead,  and  small  quantities  of  zinc,  copper, 
manganese,  and  antimony.  The  raw  ore  had  16.35  per  cent,  sulphur,  and 
assayed  615.0  oz.  silver,  and  6.50  oz.  gold  per  ton.  The  roasting  was  done 
in  a  furnace  having  a  hearth  area  of  100  sq.  ft.  The  concentrates  were 
first  given  an  oxidizing  roast  for  two  hours,  after  which  10  per  cent. 
salt  was  added  and  samples  taken  every  hour. 


~—    —             ~ 

Sulphur,  per  cent. 

Roasted  ore, 

Hypo  tails. 

Chloridisation, 

Time, 

value 

ounces 

value 

ounces 

per 

cent. 

chloridizing 

itmsting 

' 

TotAl 

Soluble   Insoluble 

Silver 

Gold 

Silver 

Gold 

Silver 

Gold 

Ohoun 

16.35 
9.45 

. 

615.0 
610.0 

6.50 
6.45 

1  hour 

3.00          6.45 

689.2 

7.30 

2  hours 

7.10 

4.65          2.45 

612.0 

6.60 

700.0 

6.80 

■    ■    .    •    .        • 

.    •    ■    ■            .    • 

3  hours 

6.65 

5.32          1.33 

610.0 

6.35 

420.0 

6.00 

31.7 

7.1 

4  hours 

6.45 

5.60          0.85 

580.0 

6.29 

140.0 

5.80 

77.2 

10.5 

5  hour^ 

6.25 

5.70          0.55 

580.0 

6.13 

78.0 

3.40 

87.7 

47.4 

dhoum 

6.15 

5.80          0.35 

575.0 

6.00 

29.8 

3.00 

95.5 

53.6 

It  will  be  noticed  that  no  chloridization  took  place  the  first  2  hours  of 
chloridizing  roasting,  notwithstanding  that  there  was  from  3.0  to  4.65 
per  cent,  soluble  sulphur  in  the  ore  at  that  time.  The  same  results  in 
chloridization  would  doubtless  have  been  obtained  if  the  salt  had  been 
added  three  hours  later  than  it  was,  or  after  the  ore  had  been  given  an 
oxidizing  roast  for  5  hours. 

The  high  value  of  the  hypo  tails  after  1  and  2  hours  chloridizing 
roasting,  is  due  to  the  fact  that  there  was  no  silver  chloride  formed,  and 
in  leaching  with  the  hypo  the  soluble  matter  was  removed,  thereby 
somewhat  concentrating  the  value  of  the  ore. 

The  high  soluble  sulphur  in  the  roasted  ore  is  mostly  due  to  the 
sodium  sulphate  formed  by  the  roasting.  Some  of  the  insoluble  sulphur 
may  have  been  in  the  form  of  lead  or  calcium  sulphate. 

Determmation  of  Loss  by  Volatilization. — In  order  to  roast  skillfully 
it  is  of  great  importance  to  frequently  ascertain  the  loss  by  volatilization, 
but  to  do  this  it  is  necessary  to  know  the  loss  of  weight  the  ore  sustains. 
In  practical  handling  of  the  ore  this  is  difficult  and  inconvenient.  Hof- 
mann*  gives  the  following  method,  which  can  be  performed  in  an  assay 
office  in  a  few  hours : 

"Ten  grams  of  the  raw  pulp,  containing  the  same  percentage  of  salt 
a.s  the  ore  in  the  furnace,  is  placed  in  a  roasting  dish  and  roasted  in  the 

*  "Hydrometallurgy  of  Silver,"  Page  22. 
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muffle  for  half  an  hour  or  an  hour;  then  the  sample  is  removed  from  the 
muffle,  allowed  to  cool,  weighed,  returned  to  the  muffle,  roasted  again  for 
half  an  hour,  and  then  weighed  again.  This  is  repeated  until  two  weigh- 
ings are  alike,  or  until  in  the  last  half  hour  the  ore  does  not  lose  more  than 
2  or  3  mg.,  then  the  difference  between  the  original  weight  and  that  of 
the  last  weighing,  expressed  in  percentage,  gives  the  highest  possible 
loss  the  raw  ore  can  suffer. 

Ten  grams  of  a  sample  of  roasted  ore,  corresponding  with  the  sample 
of  raw  pulp,  is  placed  in  a  roasting  dish,  and  also  roasted  in  the  muffle 
until  two  weighings  agree,  or  the  difference  between  two  consecutive 
weighings  is  not  more  than  2  or  3  mg.  The  difference  between  the  first 
weighing  (10  grm.)  and  the  last,  expressed  in  percentage,  gives  the  weight 
which  the  roasted  ore  is  still  capable  of  losing  if  subjected  to  prolonged 
roasting.  If  we  deduct,  therefore,  the  capable  loss  from  the  highest 
possible  loss,  we  obtain  in  percentage  the  loss  in  weight  the  ore  has 
suffered  during  roasting  in  the  furnace  by  volatilization." 

Chloridization  Determination. — To  determine  the  amount  of  silver 
and  gold  chloridized,  it  will  usually  be  sufficient  for  practical  purposes  to 
take  several  ounces  of  an  average  sample  of  the  ore,  and  treat  it  thor- 
oughly with  a  solution  of  sodium  hyposulphite.  It  will  be  found  most 
satisfactory  to  put  the  ore  and  hypo  in  a  beaker  for  several  hours  at  least, 
stirring  it  occasionally,  and  then  thorouglijy  filter  and  wash  the  ore  in  a 
funnel.  It  is  then  dried,  bucked,  and  assayed.  If  the  ore  contains  large 
quantities  of  soluble  salts,  th^  sample  should  be  weighed  before  and  after 
the  hypo  treatment,  and  the  difference  allowed  for  in  the  results  of  the 
assay. 

Chloridization  determinations  are  sometimes  made  by  taking  an 
assay  ton,  or  less,  of  the  ore  treating  it  with  hypo,  and  assaying  the 
residue.  While  this  rectifies  any  error  of  soluble  salts,  it  introduces  a 
more  or  less  uncertain  element  in  the  assaying. 
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CHAPTER  V 


PYROMETRY 


>lor  Ifames  of  Temperatures. — The  temperatures  corresponding  to 
&nt  colors  have  been  determined  quite  accurately  by  White  and 
»r,  by  Howe,  by  Janivier,  and  by  Pouillet.  The  difficulty  in  deter- 
:g  a  certain  temperature,  by  its  corresponding  color,  lies  in  the 
nal  equation  of  the  observer  and  the  time  and  conditions  of  observa- 
Much  depends  on  the  susceptibility  of  the  retina  of  the  observer 
ht  as  well  as  the  degree  of  illumination  under  which  the  observation 
de.  A  furnace  looks  very  much  hotter  at  night  than  at  day,  and 
r  in  a  dark  room  than  in  a  bright  one.  The  most  experienced 
3rinan  is  unable  to  compensate  fully  for  these  factors,  nevertheless, 
iformation  given  by  these  color  temperatures  is  often  convenient. 


White  and  Taylor 


Howe 


Name  of  color 


Temperature 


C. 


ed,  blood  red,  low  red .  566 

herry  red 635 

erry  red 746 

cherry,  bright  cherry,'  843 
it  red. 

5 899 

unnge 941 

996 

rellow 1,079 

1,205 

I 

.  and  M.  J.,  Jan.  20.  1900.) 


F. 


Name  of  color 


Temperature 
C.  F. 


Lowest  red  visible  in  the  dark.  470  878 

Lowest  red  visible  in  daylight.  475  887 

1,050  \      T^  I,      J  1550  1,022 

1,175/      ^^^"^ 1625  1,157 

1.375          Full  cherry 700  '   1,296 

1,550         Light  red 850  1,5^ 

1.650 

1,725         

1,825         FullyeUow 950         1,742 

1,975       i  Light  yellow i    1.050     ,    1,922 

2,200         White '    1,150     ,    2,102 
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Pouillet 


Temperature 


Name  of  color 


Janivier 


Name  of  eolor 


Temperati 


C. 


F. 


Incipient  red 

Dull  red .• 

Incipient  cherry  red 
Cherry  rod 


525 
700 
800 
900 

Clear  cherry  rod 1000 

Deep  orange 1100 

Clear  orange '     1200 

White '     1200 

Bright  white 1400 

Dazzling  whit« 1500 

!   to 
1600 


977 
1292 
1472 
1052 
1832 
2012 

2192 
2372 
2552 
2732 

to 
2912 


Very  dull  red 

Dull  red 

Bright  red 

Cherry  red 

Bright  cherry  red. 
Very  deep  orange. 
Deep  orange  red . . 

Orange  red 

WhiOah 

Brilliant  white 

Daxzling  white. . . 
Blue  white 


525 

700 

800 

900 

1000 

1050 

1100 

1200 

1300 

1400 

1500 

1600 


2 
2 
2 
2 
2 
2 


(/<;.  and  M.  /.,  July  20,  1905.) 

Pyrometric  Determinations. — The  only  way  of  accurately  determii 
the  temperatures  in  various  parts  of  a  roasting  furnace,  under  all  co 
tions,  is  by  the  use  of  reliable  pyrometers,  and  every  roasting  plant  sh< 
be  equipped  with  at  least  one  of  these  instruments. 

Attempts  have  frequently  been  made  to  get  uniformity  in  the  qu£ 
of  ore,  roasted  for  treatment  by  the  chemical  processes,  by  establishi; 
system  of  absolute  temperatures  in  certain  parts  of  the  furnace,  an 
firing  as  to  keep  those  temperatures  constant.  On  theoretical  groi 
this  appears  quite  feasible.  The  diflSculty  lies  in  assuming  that  the 
fed  into  the  furnace  is  of  uniform  quality,  and  that  the  other  essei 
factors,  such  as  air  supply,  always  remain  the  same.  Ore  which  is 
bedded,  and  containing  about  2.5  per  cent,  sulphur,  may  vary  as  muc 
0.35  per  cent,  to  0.50  per  cent.,  in  24  hours.  The  conditions  w 
would  be  ideal  for  ore  having  2.25  per  cent,  sulphur  would  be  far  f 
ideal  for  ore  having  2.50  or  2.75  per  cent. 

Much  also  depends  on  the  physical  and  chemical  composition  of 
ore.  The  condition  of  temperature  which  would  give  the  best  resulti 
partly  oxidized  ore  would  not  give  satisfactory  results  with  ore  contai 
the  same  amount  of  sulphur,  from  the  deeper  workings  of  the  min< 
which  no  oxidation  had  taken  place,  assuming  of  course,  that  the  am( 
of  ore  roasted  remains  the  same.  When  ore  contains  an  excessive  am< 
of  dust,  it  cannot  be  roasted  at  the  same  rate  and  at  the  same  tempera 
as  ore  which  contains  only  the  normal  quantity,  and  the  dust  is  likel 
vary,  especially  when  the  supply  ])ins  get  low. 

Tlie  temperature  of  a  roasting  furnace  appears  to  be  very  n 
hotter  at  night  than  during  the  day.     Inexperienced  roastermen 
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frequently  misled  by  this,  and  even  experienced  men  cannot  judge 
accurately  within  the  desired  limits.  The  tendency  in  the  daytime, 
especially  in  well  lighted  buildings,  is  to  get  the  temperature  too  high, 
and  at  night  to  get  it  too  low.  In  such  cases  pyrometers  are  of 
great  service  in  establishing  temperatures.  They  are  also  of  great 
semce  in  determining  the  temperature  beyond  which  it  is  unsafe  to  roast. 
Exf^erience  and  skill  in  the  appearance  of  the  ore  as  it  progresses  through 
the  furnace,  and  its  appearance  after  roasting,  however,  are  the  best  gen- 
eral guides  to  obtaining  uniform  results.  It  is  questionable  whether, 
even  with  a  perfect  system  of  pyrometry,  the  experience  and  skill  of  the 
operator  will  not  always  remain  the  dominant  factor. 

It  is  a  curious  fact  that  when  furnaces  are  overheated,  the  amount 
of  sulphur  in  the  roasted  ore  is  abnormally  high.  One  of  the  dangers  in 
employing  new  roastermen  is,  that  in  their  anxiety  to  get  a  good  roast, 
they  invariably  fire  at  too  high  a  temperature,  with  the  result,  that  the 
roasted  ore  contains  an  unusually  large  amount  of  sulphur,  j)artly  fused, 
and  is  in  the  worst  possible  condition  for  treatment  by  a  solvent  i)roce8s. 
Overheated  partially  roasted  ore  is  also  likely  to  run  more  or  less  like  a 
liquid  and  in  this  way  emerge  insufficiently  roasted.  Pyrometers,  in 
such  cases,  are  invaluable  as  a  warning  to  the  roasterman  when  the  safe 
limit  of  temperature  is  being  exceeded.  Frequently  pyrometric  deter- 
minations are  essential  to  intelligent  work,  but  they  nuist  be  supple- 
mented by  experience  and  skill,  and  not  dominate  them. 

Of  the  pyrometers  in  general  use,  those  of  the  Le  (Uiateli(»r  type  will 
be  found  most  satisfactory  in  roasting  work.  If  the  thermo-electric 
couple  is  protected,  it  may  be  inserted  into  the  furnace  and  kept  there  a 
very  long  time — in  fact  more  or  less  permanently — without  appreciable 
injury.  The  limit  of  temperature  at  which  it  is  safe  to  use  these  pyrom- 
eters is  a  little  below  the  melting  point  of  platinum,  which  is  about  3230° 
F.,  although  readings  above  3000°  F.  cannot  be  relied  upon  as  perfectly 
accurate.  In  roasting  work  these  temperatures  are  never  a])proached. 
It  is  rarely  that  1700^  F.  (927°  C.)  is  exceeded.  From  1400°  F.  to  1000° 
F.  (760  to  871°  C.)  is  the  usual  range  in  the  hottest  part  of  the  furnace, 
for  the  various  ores.  Frequently  ores  are  encountered  which  give  the 
best  results  at  as  low  a  temperature  as  1000°  F.  (528°  C).  It  will  be 
seen,  tlierefore,  that  the  only  danger  to  the  thermo-electric  couple  of  the 
pyrometer  is  from  the  furnace  gases.  Even  this  danger  is  remoter  in 
any  case,  and  is  entirely  obviated  if  the  thermo-electric  couple  is 
protected. 

Several  pyrometers  inserted  at  various  points  of  a  large  roasting  fur- 
nace will  give  invaluable  information  as  to  the  limits  of  lenii)eraturo, 
which  for  any  particular  ore,  will  give  the  best  extraction.  Once  these 
extreme  limits  have  been  determined,  it  is  an  easv  matter  to  fm*  the 
furnace  so  that  thev  shall  not  be  exceeded. 
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While  the  determination  of  the  absolute  temperatures  in  roasting  is 
not  essential,  nevertheless  it  is  highly  desirable.  One  of  the  gratifying 
features  of  the  Le  Chatelier  type  of  pyrometer  is,  that  absolute  tempera- 
tures may  be  determined  with  greater  facility  and  accuracy  than  the 
relative  temperatures  may  be  determined  by  other  means,  and  absolute 
temperatures  are  always  reliable  for  comparison. 

The  elements  of  a  Le  Chatelier  pyrometer  consist 

1.  Of  a  thermo-electric  couple,  which  generates,  when  heated,  a 
slight  electric  current,  which  is  proportional  to  the  heat  applied. 

2.  A  galvanometer  so  arranged  that  the  deflection  of  the  needle,  due 
to  the  current,  indicates  the  temperature  on  the  scale  of  the  galvanometer. 

3.  Flexible  wires  connecting  the  thermo-electric  couple  with  the 
galvanometer. 

In  using  the  pyrometer,  the  thermo-electric  couple  may  be  inserted 
directly  into  the  furnace  at  the  points  where  the  temperature  is  desired, 
and  the  reading  taken.  Such  a  proceeding  is  awkward  and  troublesome. 
When  only  one  galvanometer  is  used,  the  most  satisfactory  arrangement  is 
to  permanently  insert  the  thermo-electric  couples  at  the  various  points 
of  the  furnace,  as  desired,  and  by  small  switches  and  the  wires  connecting 
the  couples  with  the  galvanometer,  the  temperatures  of  the  furnace  at 
the  different  po»nts  may  be  quickly  determined.  In  the  same  way,  the 
temperatures  of  different  furnaces  may  be  readily  ascertained.  The 
galvanometer  should  be  located  at  a  convenient  point,  away  from  the 
dust  and  fumes  of  the  furnace  room.  The  thermo-electric  couples  may  be 
inserted  into  the  furnace  through  the  arch,  but  care  must  be  taken  not  to 
project  them  down  far  enough  to  be  injured  by  the  rabbles,  although  it 
is  desirable  to  get  them  as  close  to  the  ore  as  possible.  The  thermo- 
couple, where  it  is  intended  to  remain  permanently  in  the  furnace,  should 
be  protected  by  porcelain  tubes. 

If  a  continuous  record  of  the  temperature  at  any  one  point  is  desired, 
it  is  best  to  use  a  recording  pyrometer.     This  consists  essentially  of: 

1.  A  recorder,  which  is  composed  of  a  galvanometer  and  a  clock 
arrangement,  so  that  a  pencil  indicates  the  temperature  and  time  on  a 
moving  chart. 

2.  The  thermo-electric  couple,  the  fire  end  of  which  is  inserted  into 
the  space,  where  the  temperature  is  to  be  measured. 

3.  Flexible   wires   connecting  the   recorder   with  the  thermo-couple. 
With  this  apparatus,  a  continuous,  automatic,  and  permanent  record 

of  temperature  and  time  may  be  made,  which  will  give  an  accurate  idea 
of  the  firing  of  the  roasterman  during  the  entire  shift.  A  comparison  of 
charts,  will  quickly  establish  the  best  temperature  at  which  it  is  desirable 
to  roast  any  ore,  and  locate  the  responsibility  of  any  defects  in  the  ore  due 
to  the  temperature  in  roasting. 


CHAPTER  VI 

ROASTING  FURNACES 

Roasting  furnace  design  as  applied  to  roasting  ores  preparatory  to 
treatment  by  the  hydrometallurgical  processes,  is  rapidly  resolving 
itsdf  down  to  the  various  types  of  mechanical  reverberatories.  Hand 
reverberatories  are  still  in  use  in  small  reduction  works,  but  even  for 
imall  output  they  are  rapidly  being  displaced  by  the  more  efficient  me- 
'h&nical  roasters.  Labor,  in  hand  roasting,  has  l)een  the  most  impor- 
ant  factor  in  the  cost  of  operation,  especially  in  mining  districts,  whore 
ibor  is  from  $2.30  to  $4.00  a  day.  Besides,  the  quality  of  labor  is  an 
xccedingly  variable  factor,  and  as  the  quality  of  a  roast  depends  much 
n  the  eflBciency,  conscientiousness,  and  skill  of  the  workmen,  it  is  ti 
isturbing   element  in   any  metallurgical   plant   where   hand   roasting 

used. 

The  tendency,  therefore,  has  been  to  eliminate  the  labor  item,  and  the 
arsenal  factor,  by  the  substitution  of  mechanical  for  hand  furnaces.  A 
lechanicied  furnace,  once  set  in  motion  under  the  conditions  which  bv 
q)eriment  have  been  found  to  give  the  best  results,  will  always  give 
ractically  the  same  results  if  the  same  conditions  are  maintained,  and 

is  possible  to  keep  the  conditions  practically  constant.  The  personal 
ictor  of  the  workmen,  in  mechanical  furnaces,  is  largely  though  not 
atirely  eliminated.  Maintaining  proper  conditions  in  a  roasting  furnace 
equires  skill,  but  as  the  extremely  hard  labor  of  hand  ra])bling  the  ore  is 
liminated  in  mechanical  furnaces,  there  is  not  the  same  temj)tation  to 
light  the  work. 

The  output  per  shift  is  very  much  larger  in  a  mechanical  than  in  a 
land  furnace,  so  that  it  makes  it  possible  to  pay  the  men  better  and  get  a 
superior  quality  of  labor.  In  mechanical  furnaces,  the  principal  factor 
under  the  control  of  the  roasterman,  is  the  temperature  of  the  furnace, 
and  even  this  may  be  made  largely  automatic  by  the  judicious  use  of 
pyrometers.  The  principal  function  of  the  roasterman,  in  large  mechan- 
ical roasters,  is  that  of  an  overseer,  and  to  regulate  the  temperatures  as 
indicated  by  the  pyrometers. 

Wonderful  strides  have  been  made  in  roasting  and  in  nicchtmical 
Joasting  furnaces  in  recent  years.  Roasting  can  no  longer  be  consid(^rcd 
other  difficult  or  expensive  if  fuel  is  available  at  a  reasonable  i)ric('. 
^Boasting  costs  of  ten  or  twenty  years  ago,  in  hand  furnaces,  or  even  in 
Mechanical  furnaces,  are  now  obsolete,  and  the  future  will  see  still  further 
I'edactions. 
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The  mechanical  difficulties  of  roasting  furnaces,  prevailing  some 
years  ago,  which  are  peculiar  to  mechanism  working  under  high  tem- 
peratures and  in  the  presence  of  dust,  have  been  practically  overcome 
in  all  of  the  successful  mechanical  furnaces  now  in  use.  It  is  not  unusual 
for  a  large  100-ton  mechanical  roaster  to  run  from  three  to  six  months 
without  a  single  shut-down  except,  perhaps,  the  stopping  of  the  mechan- 
ism for  some  minutes  to  change  the  rabbles;  but  this  does  not  interfere 
with  the  daily  output  of  roasted  ore.  It  is  not  unusual  for  a  furnace  to 
run  from  six  months  to  a  year  without  cooling  for  repairs. 

Roasting,  in  mechanical  furnaces,  is  better  and  cheaper  than  in  any 
type  of  hand  furnace,  whether  the  amount  roasted  is  from  5  to  10  tone 
a  day,  or  from  100  to  200  tons,  for  a  single  furnace.     The  capacity  oi 
200  tons  has  not  yet  been  realized,  nevertheless,  there  are  no  mechanical 
or  chemical  difficulties  to  its  realization.     Roasting  furnaces  of  that 
capacity,  in  large  works  and  on  low  grade  sulphur  ores,  will  soon  be  an 
established  fact,  and  will  considerably  reduce  present  costs  of  roasting. 
It  is  not  now  unusual,  on  Cripple  Creek  ores  containing  from   1   to  3  per 
cent,  sulphur,  to  roast  125  tons  a  day  in  furnaces  designed  to  roast,  nor- 
mally, 100  tons.     Since  it  usually  takes  one  man  on  a  shift  to  attend  to  a 
mechanical  roaster,  whether  the  capacity  is  25,  50,  or  100  tons  a  day,  the 
saving  in  the  larger  units  is  manifest,  as  well  as  the  saving  in  fuel  and  othw 
items.     If  the  furnaces  are  fired  with  oil,  or  with  well  designed  centralized 
gas  producer  plant,  one  man  on  a  shift  can  attend  to  several  furnaces, 
irrespective  of  their  size,  with  an  extra  man  occasionally  to  assist  in 
attending  the  producers  and  changing  the  rabbles. 

In  small  installations,  the  first  cost  of  a  mechanical  furnace,  over  a 
long  reverberatory,  is  not  usually  a  serious  item.  The  difference  need  not 
exceed  $3000  to  $3500  and  the  cost  of  roasting  can  usually  be  reducecL 
from  50  to  75  per  cent.  A  good  mechanical  furnace  to  roast,  say,  10 
tons  of  pyritic  concentrates  a  day,  or  25  to  30  tons  of  low  sulphur  silicioufl 
ore,  can  be  erected  for  about  $6000.  It  will  take  three  of  the  ordinary 
long  hand  reverberatories  to  do  the  same  work.  Three  such  fumacea 
would  cost  more  than  the  mechanical  furnace,  and  would  require  one  man 
on  a  shift  for  each  furnace,  making  nine  men  in  all;  whereas  the  mechan- 
ical furnace  would  require  only  one  man  on  a  shift,  or  three  men  in  all- 
As  the  amount  of  ore  roasted  per  day  becomes  larger,  the  difference  ir 
cost  of  roasting,  between  the  mechanical  and  hand  furnaces,  become* 
more  pronounced. 

The  variety  of  roasting  furnaces,  evolved  and  suggested,  have  beeai 
numerous.  The  practice  has  all  heen  toward  greater  simplicity.  O 
the  hand  reverberatories,  the  multiple  hearth,  for  roasting  ore  for  8uh> 
se<iuent  treatment  by  chemical  processes,  has  become  obsolete.  Tim' 
''Long  Reverberatory,'*   the  ''Fortschauflungsofen''   of  the  GermaaC 


ROASTING  FURNACES  85 

has  supplanted  all  other  types  of  hand  furnaces,  and  proved  itself  the 
survival  of  the  fittest. 

The  furnaces  to  consider  most  seriously  in  the  treatment  of  copper, 
gold,  and  silver  ores  by  the  solvent  processes,  are: 

Hand  reverberatories. 
Mechanical  reverberatories. 
Revolving  cylindrical  furnaces, 
MufBe  furnaces. 

All  of  these  types  are  in  actual  and  successful  use.  Shaft  furnaces, 
like  those  of  the  Stetefeldt  type,  have  long  since  become  obsolete.  There 
are  none  now  in  operation,  and  it  is  questionable  whether  a  roasting 
furnace,  based  on  that  principle,  can  ever  be  devised  which  will  success- 
fully compete  with  the  various  types  of  mechanical  reverberatories.  The 
chemical  conditions  of  roasting  in  a  shaft  furnace  are  all  that  could  be 
desired,  but  the  physical  and  mechanical  difficulties  are  well-nigh 
insurmountable. 

Hand  Reverberatories. — A  hand  revcrberatory  roasting  furnace, 
fired  with  solid  fuel,  consists  essentially  of  a  hearth,  a  fire-box,  a  bridge 
separating  the  hearth  from  the  fire-box,  a  revcrberatory  arch  over  the 
hearth  and  which  reverberates  the  heat  and  flame  toward  the  hearth,  a 
flue,  and  means,  such  as  exhauster  or  chimney,  of  acquiring  a  draft 
through  the  furnace.  If  gas  or  oil  are  used  as  fuel,  the  fire-box  and 
bridge  may  be  dispensed  with,  and  the  gas  or  oil  injected  through  the 
side  walls  or  through  the  arch. 

A  hand  revcrberatory  is  one  in  which  the  ore  is  stirred  and  advanced 
bv  hand  labor:  in  a  mechanical  reverberatorv  the  ore  is  stirred  and 
ftdvanced  by  mechanical  means. 

The  hand  reverberatories  may  be  subdivided  into  two  general  classes, 
based  essentially  on  the  method  of  operation.     These  are: 

1.  The  short  revcrberatory,  in  which  the  ore  is  all  charged,  roasted, 
and  withdrawn,  in  successive  complete  operations. 

2.  The  long  revcrberatory,  in  which  the  ore  is  charged  at  one  end, 
and  then  advanced  by  stages,  while  at  each  stage  another  charge  is  intro- 
duced and  one  withdrawn.  Several  charges  are,  therefore,  in  the  furnace 
it  the  same  time  and  each  going  through  its  cycle  of  treatment,  inde- 
pendent of  the  others. 

Short  Reverberatory. — This  type  of  revcrberatory  is  used  only  in 
works  where  small  quantities  of  ore  are  treated.  These  furnaces,  while 
cheap  to  construct,  are  expensive  to  oi)erate.  They  labor  under  the 
disadvantage  that  the  conditions  of  the  furnace  itself  change  as  the  ore 
progresses  in  the  roasting  operation;  while  in  the  long  reverberatory  the 
conditions  of  the  furnace  remain  practically  the  same  all  the  time,  but  as 
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the  ore  progresses  in  the  roasting  it  is  advanced  against  the  purer  air  m 
more  highly  oxidizing  atmosphere. 

Figs.  I  and  2  show  section  and  plan  respectively  of  a  short  reverbei 
tory,  which  is  the  usual  form  and  construction  for  furnaces  ot  that  sii 
It  has  a  hearth  area  of  approximately  120  sq.  ft.,  and  is  capable  of  roai 
ng  a  ton  of  ore  at  a  charge.  The  number  of  charges  that  can  be  roaat 
in^24  hours  depends  upon  the  ore;  if  the  ore  is  silicious  and  low  in  sulplu 
three  charges  a  day  can  be  roasted;  if  the  ore  eonsiate  of  pyritic  conce 
trates,  from  one  to  two  charges  a  day  is  about  all  that  could  be  f 
through.  If  the  hearth  is  made  longer  than  12  ft.,  it  is  better  to  thn 
the  arch  longitudinally  over  the  hearth,  instead  of  transversely,  as  ebo* 
In  Figs.  1  and  2,  A  represents  the  hearth,  B  the  reverberatory  an 
C  the  fire-box,  D  the  bridge  wall,  E  the  flue  holes  leading  from  the  rer 
beratory  chamber  to  a  small  flue  chamber  before  entering  the  Bt& 


Fig    1^ — bhort  hand  reverberatorj       Longitudinal  section 

F  the  charging  hole  through  the  arch  from  the  top  of  the  furnace,  ai 
H  a  hole  through  the  hearth  for  discharging  the  roasted  ore  througb 
spout  on  to  the  cooling  floor,  or  into  a  car  or  wheel-barrow,  to  be  tak 
■  to  the  cooling  floor.  The  flues,  i^,  are  arranged  so  that  the  flame  Ik 
the  fii-e  can  be  equally  distributed  over  the  entire  body  of  ore  on  t 
health.  The  holes,  K,  in  the  outer  wall,  easily  admit  of  the  regulation 
the  flue  holes  by  means  of  bricks  placed  in  the  flues.  The  stack,  al 
should  be  provided  with  a  suitable  damper. 

It  is  not  necessary  to  build  the  entire  interior  of  the  furnace  of  i 
brick.  The  fire-box,  bridge,  and  arch  immediately  over  them  must 
built  of  fire  brick;  the  rest  may  be  built  of  any  good  common  red  brw 
preferably  a  pressed  brick  of  the  cheaper  quality.  Common  prea 
brick  for  the  hearth  is  very  desirable;  it  is  hard  enough  to  withstand  t 
wear,  and  smooth  and  even  enough  to  make  the  rabbling  easier  thaa 


ROASTl\G  FCRNACES 


87 


would  be  othendse.  The  hearth  brick  should  be  set  on  edge,  4  in.  thick, 
uid  laid  without  mortar.  The  joints  may  afterward  be  filled  in  with 
fine  sand  or  tailings. 

On  account  of  the  bridge  being  exposed  to  injury  by  the  high  tempera- 
ture on  one  side,  and  by  rabbling  on  the  other,  it  is  desirable  that  the  top 
couise  should  be  made  of  fire  clay  tile,  say,  12  in.  by  24  ia.  by  2  in.  thick. 
The  grates  are  12  to  16  in.  below  the  top  of  the  bridge,  and  the  top  of  the 
bridge  is  8  to  10  in.  above  the  hearth.  Through  the  middle  of  the  arch 
ii  aa  opening  of  cast  iron,  F,  with  a  well-fitted  cast-iron  cover,  through 
which  the  ore  is  charged  into  the  furnace.  The  walls  of  the  furnace 
ihould  be  reasonably  thick,  in  order  to  retain  the  heat  as  much  as  possible, 


Fio.  2. — Short  haod  reverberatory.    Plan. 

Slid  to  prevent  the  furnace-room  from  getting  uncomfortably  hot.  The 
arch  should  be  at  least  8  in.  thick,  with  brick  set  on  edge,  Anotlier  4-in. 
arch  may  be  placed  on  top  of  this,  if  desired.  Most  of  the  heat  radi- 
ated from  a  furnace  passes  through  the  arch,  so  that  the  cost  of  the  extra 
thickness  of  arch  is  money  well  invested.  For  the  arch,  fire  clay  should  be 
used  for  the  joints,  and  the  joints  are  best  made  by  dipping  the  brick 
into  the  thin  clay  before  setting  them  in  place.  If  a  4-in.  arch  is  placed 
over  the  8-in.  arch,  it  may  be  made  of  brick  or  brickbats,  laid  in  mortar. 
The  rabble  doors  are  usually  about  8  in.  high  and  14  to  16  in.  wide.  In 
front  of  the  door  is  an  iron  bar  laid  across  it  from  projections  on  the 
casting,  to  facilitate  the  rabbling.  The  furnace  is  bound  together  by 
1-in.  rods,  attached  either  to  cast  iron,  or  railroad  iron  buck  staves. 

Long  Reverberatory. — The  typical  hand  roasting  furnace  is  the  long 
reverberatory,  of  which  Figs.  3,  4,  5,  6,  and  7  show  a  typical  example. 
It  is  the  type  of  hand  reverberatory  almost  universally  used,  and  is 
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e^^ntially  the  same  aa  those  used  in  smelting  works.  The  lengtli  of  the 
tumace  is  largely  governed  by  the  character  of  the  ore  to  be  roasted.  If 
the  ore  is  highly  silicious,  and  contains  only  a  small  amount  of  sulphur, 
there  is  no  advantage  in  having  the  length  more  than  40  to  50  ft.  If  the 
ore  is  highly  pyritic,  or  consists  of  ordinary  sulphide  concentrates,  a 
length  of  60  to  75  ft.  will  be  found  the  moat  satisfactory.  With  furnaces 
loQger  than  60  to  75  ft.,  it  will  be  found  difficult  to  ignite  the  ore  at  the 
TtiT,  and  unless  it  is  ignited,  except  for  drying  and  heating,  there  is  no 
advantage  in  having  the  furnace  much  longer  than  the  zone  of  ignitiop. 
This  zone,  under  any  conditions,  is  considerably  shorter  in  furnaces 
roasting  for  the  chemical  processes  than  for  smeltmg  because  the  mitial 
heat  at  the  fire-box,  and  hearth  adjoining  must  always  he  kept  below 
'    the  wintering  point  of  the  ore,  whereas  if  the  ore  is  roasted  for  smelting, 


Fia.  5, — Long  hand  reverbcratoiy     Traasverse  section 

the  sintering  is  of  no  particular  consequence  It  will  usually  be  found 
advisable,  therefore,  if  increased  capacity  is  desired  to  build  tw  o  furnaces, 
rather  than  to  attempt  to  get  it  by  increasing  the  length  of  the  hearth, 
i>r  perhaps  by  the  addition  of  a  second  fire-box,  toward  the  rear. 

The  practical  width  of  the  furnace  is  controlled  by  the  convenience  of 
working  from  both  sides.  From  14  to  16  ft.  has  been  found  by  experi- 
pnce  lo  give  the  best  general  results.  When  the  width  exceeds  16  ft.,  or  a 
reath  of  rabbling  of  about  8ft.,  thelaborof  stirring  the  ore  and  advancing 
It  liecomcs  tiresome  for  the  workmen,  and  hence  the  quality  of  the  roast 
i*  likely  to  be  defective. 

The  hearth  is  sometimes  made  continuous,  in  one  plane,  and  some- 
fimen  ivith  slight  breaks  of  several  inches,  correspond inp  in  length  of 
hi'arth  to  the  amount  of  ore  charged  into  the  furnace  at  one  time.  The 
oliject  of  the  stepped  hearth  is  to  enable  the  roasfernien  to  clearly  di.*- 
liiiguish  the  different  charges,  and  keep  them  separate  as  they  progress 
through  the  furnace.  As  one  charge  is  sufficiently  roa.sted  and  withdrawn, 
the  next  charge  is  moved  forward  to  the  position  occupied  by  the  previous 
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one,  and  a  new  charge  introduced  in  the  section  at  the  flue  end.  It  j 
very  desirable  that  mixing  of  the  different  charges  should  not  occur.  Z 
mixing  occurs  to  any  considerable  extent,  the  insufficiently  roasted  oi 
will  contaminate  that  which  ia  well  roasted  and  serious  difficulty  in  th 
chemical  treatment  will  be  the  result.  If  the  hearth  is  not  stepped,  tfc 
roasternien  work  to  imaginary  lines  in  the  furnace  to  keep  the  chargt 
separate.  Sometimes,  in  order  to  enable  the  workmen  to  more  easU 
advance  the  ore,  the  hearth  is  built  with  a  gentle  slope  from  rear  i 
front.  The  hearth  should  be  built  4  in.  thick  with  brick  laid  on  ed^ 
and  without  mortar.  The  ordinary  quality  of  pressed  brick  make  e 
excellent  hearth,  and  these  are  satisfactory  for  the  arch  also. 
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Fio.  7. 
Fiiis.  C  and  7. — Long  hand  revcrberatory.     Details  of  construction. 


The  height  of  the  arch  above  the  hearth  is  dependent  largely  upo 
the  nature  of  the  ore  to  be  roasted.  As  a  matter  of  fuel  economy,  tl 
lower  the  arch,  the  more  flame  and  fuel  gases  will  come  directly  in  coi 
tact  with  the  ore,  but  the  limit  in  this  direction  i.^  governed  by  the  cond 
tions  of  the  furnace  atmo.-^phere.  When  roasting  highly  silicious  ore 
the  furnace  gases  will  be  highly  oxidizing  under  almost  any  condition 
and  the  height  of  the  arch  above  the  hearth,  in  such  a  case,  is  therefoi 
limited  by  other  considerations,  such  as  convenience  in  rabbling.  I 
however,  the  ore  is  high  in  sulphur,  as  in  roasting  pyritic  concentrate 
the  fumes  of  sulphur  dioxide  from  the  ore  and  carbon  dioxide  from  tl 
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fuel,  would  tend  to  make  the  furnace  atmosphere  reducing,  instead  of 
highly  oxidising,  and  the  object  of  roasting  would  be  largely  defeated. 
With  such  ores,  the  reverberatory  arch  should  be  high  ao  as  to  permit  of 
large  volumes  of  air  passing  over  the  ore  in  order  to  keep  the  atmosphere 
vithin  the  furnace  as  highly  oxidizing  as  possible.  From  20  to  36  in. 
iriU  usually  be  found  to  be  within  the  practical  limits  of  the  height  of  the 
erown  of  the  arch  above  the  hearth.  The  rise  of  the  arch  should  not  be 
lew  than  3/4  to  1  in.  for  every  horizontal  foot  of  width.  That  is  to  say, 
the  least  rise  that  an  arch  16  ft.  wide,  should  have  to  be  safe,  is  from  12 
to  16  in.  Theoretically,  a  flat  arch  is  the  best,  but  there  are  practical 
difficulties  tn  constructing  and  maintaining  a  fiat  arch  under  the  strenuous 
cDDditions  to  which  it  would  be  subjected  in  furnace  work.  So  far  as  the 
roasting  is  concerned,  the  best  results  are  obtained  by  having  the  arch  as 
neuly  fiat  as  possible,  and  the  limit  in  this  direction  is  governed  by  con- 
structional difficulties.  As  to  the  best  practical  rise  for  the  reverberatory 
trch,  much  will  depend  on  the  quality  of  the  brick;  but  the  rule  given 
tboTe  will  be  found  best  under  average  conditions  and  conform  with  the 
bat  practice  for  all  types  of  reverberatoriea  for  roasting  ores. 

The  method  of  constructing  the  arch  is  largely  a  matter  of  choice. 
The  brick  should  be  set  on  edge,  the  8-in.  way.  The  arch  may  be  built 
of  independent  successive  rings,  as  shown  in  Fig.  8,  or  be  bonded  so  as  to 
make  a  continuous  whole,  as  shown  in  Fig.  9.  The  method  of  independ- 
ent rings  has  much  to  commend  it.     With  this  construction,  every  brick 


Fio.  8.  Fio.  9. 

FioB.  8  and  9. — Reverberatory  arch  construction. 

is  under  full  compression,  whereas  in  the  bonded  arch,  if  the  brick  or 
joints  ore  not  of  equal  size,  it  is  not  possible  to  have  them  all  under  the 
same  compression,  so  that  there  ia  danger  of  the  thinner  ones  dropping 
out. 

The  reverberatory  arch  is  usually  built  of  ordinary  straight  brick, 
with  the  difference  in  the  thickness  of  the  joint  between  the  intrndos  and 
extrados  made  up  with  clay.  It  is  better,  however,  to  build  the  arch  of 
straight  brick  and  occasionally  insert  a  row  of  wedge  brick.  In  this  way 
the  joints  can  all  be  kept  of  even  thickness  and  the  arch  will  have  greater 
stability.  It  will  not  be  necessary  to  cany  the  fire  brick  in  tlie  arch 
more  than  10  or  20  ft.  beyond  the  fire-box,  in  the  roasting  chamber. 
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The  remainder  of  the  arch,  as  also  the  side  walls,  may  be  built  of  commoii^ 
brick.  %- 

The  side  and  end  walls  should  not  be  less  than  16  in.  thick,  or  tw0^ 
courses  of  brick  laid  the  8-in.  way.     A  little  extra  cost  in  thick  walls 
reverberatory  arch,  will  be  more  than  compensated  for  in  the  saving 
fuel  and  comfort  to  the  workmen. 

The  foundations  are  best  and  cheapest  made  of  concrete.     By  putti 
up  the  necessary  side  boards,  and  leveling  the  top  edges,  the  foundatioii^- 
can  be  quickly  and  cheaply  laid  in  the  best  possible  condition  for  ibitf  J 
superstructure.     The  concrete  may  be  brought  up  to  within  a  foot  of  thevi 
hearth  level,  and  this  also  will  be  found  cheaper  than  brickwork  and  be<^ 
just  as  good.     Brickwork,  in  mining  districts,  and  especially  in  isolated ': 
camps,  is  expensive,  since  all  the  material  has  to  be  hauled  on  the  groundi  - 
and  brick-layers  command  high  wages.     With  concrete,  only  the  cement,  r 
which  is  a  small  proportion  of  the  whole,  has  to  be  supplied  from  without,  r 
since  rock  and  sand  are  usually  available  and  common  labor  all  that  ia  . 
required. 

The  lower  tie-rods  should  not  be  built  in  solid,  but  ducts  should  be 
provided  so  that  they  can  be  removed  or  inserted  at  will,  should  the  rods 
at  any  time  become  disabled.     Worn  out  iron  piping,  or  common  earthen:* 
ware  pipes,  are  the  best  for  this  purpose,  although  ducts  made  of  brick  - 
will  answer  about  as  well. 

The  space  between  the  walls,  below  the  hearth,  may  be  filled  with  rock  , 
and  earth  or  loam.  It  should  be  well  tamped,  so  that  there  will  be  no  ; 
danger  of  the  hearth  settling  when  the  furnace  is  in  operation. 

The  rabble  door  frames  should  be  set  flush  with  the  hearth  and  also 
with  the  exterior  walls.     The  buckstaves  will  then  lap  the  joint  between    .. 
the  exterior  brickwork  and  the  iron  castings,  and  catch  the  face  of  the 
channel  which  takes  the  thrust  of  the  arch.     The  rabble  door  castings 
are  in  this  way  securely  fastened  without  bolts.     Instead  of  the  channel    , 
as  shown  in  the  drawings,  cast  iron  beams  in  the  form  of  T's  may  be  used  \ 
to  support  the  arch,  and  which  alternate  w4th  the  rabble  door  castings. 
The  buckstaves  mav  be  made  of  old  railroad  rails,  I-beams,  cast  T-irons    ; 
or  two  small  channels  secured  together,  back  to  back,  with  a  separator  to 
permit  the  tie-rods  to  go  between  them.     It  is  well  to  have  the  tie-rods 
abundantly  heavy  to  take  the  enormous  horizontal  thrust  of  the  arch. 
For  the  ordinary  span  of  from  12  to  16  ft.,  1  1/4-in.  rods  have  been  found 
satisfactory.     For  the  longitudinal  rods  3/4-in.  diameter  will  be  large 
enough. 

The  number  of  working  doors  should  be  sufficiently  numerous  to 
permit  of  easy  rabbling.     A  distance  of  about  6  ft.,  from  center  to  center, 
is  satisfactory.     When  the  doors  are  too  far  apart,  rabbling  of  the  ore  in    \ 
the  intermediate  spaces  ])ecomes  difficult,  and  may  be  neglected.     Figs. 
6  and  7  show  the  details  of  the  working  doors  and  the  method  of  setting^ 
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thorn.  The  details  may  vary  somewhat  according  to  the  material  most 
i-onvcnient,  and  upon  local  conditions.  Each  door  casting  has  attached 
to  it  lugs  which  receive  an  iron  bar  about  an  inch  square  upon  which  the 
rabl)le  may  slide  while  the  ore  is  being  rabbled.  These  bars  are  remov- 
ible,  and  sometimes  it  is  more  convenient  to  work  without  them.  The 
door  castings  have  flanges  on  the  sides  so  that  they  can  be  secured  in 
plice  by  the  buckstaves.     Each  door  casting  weighs  about  150  lb. 

When  odd  shaped  bricks  are  used,  it  will  be  found  cheaper  and 
i)etter  to  have  them  especially  made  for  the  purpose  if  they  cannot 
be  obtained  in  standard  shapes.  The  cutting,  and  consequent  breaking, 
of  a  large  number  of  brick  will  be  more  expensive  than  the  extra  cost  of 
special  forms,  and  the  work  will  not  be  as  good.  Usually  the  manufac- 
turers of  fire  brick  have  special  shapes  enough  to  fill  any  want. 

All  brickwork  about  a  furnace  should  be  "shoved"  and  well  grouted, 
especially  that  part  of  the  work  which  forms  the  skewback  of  the  revcr- 
Ix^ratory  arch.  The  spandrels  of  the  arch  may  be  filled  in  with  brickbats 
and  mortar.  The  filling  in  of  the  spandrels  will  make  the  arch  stronger 
ami  also  enable  the  furnace  to  better  retain  the  heat. 

After  the  furnace  is  finished,  the  buckstaves  and  tie-rods  should  be 
put  in  place.  The  rods  should  be  made  reasonably  tight,  so  that  they 
will  vibrate  when  struck.  It  is  best  to  take  up  any  looseness  in  the  arch 
before  its  weight  is  taken  off  the  centers.  The  centers  may  then  l)e  re- 
moved, either  before  firing,  or  they  may  be  burned  out  afterward,  which- 
ever is  the  most  convenient  and  economical.  The  furnace  should  be 
allowed  to  stand  as  long  as  possible  before  firing.  When  the  fire  is 
.'itarted  the  furnace  should  be  heated  quite  gradually  for  at  least  24  hours, 
after  which  there  will  be  no  harm  in  bringing  it  up  to  heat.  It  should  be 
fired  long  enough  to  get  the  hearth  quite  hot  before  charging  the  ore, 
-ince  a  cold  hearth  greatly  retards  the  roasting. 

The  furnace  should  be  provided  with  several  ra])bles,  4  in.  by  8  in., 
and  12  to  14  ft.  long,  and  several  paddles  8  in.  by  12  in.,  14  ft.  long.  The 
handles  are  best  made  of  strong  wrought  iron  pipe  to  which  the  ral^ble 
and  paddle  blades  are  fastened,  by  welding. 

The  stack  of  the  furna^ce  may  be  built  of  l)rick,  iron,  or  re-enforced  con- 
rrete.  For  single  furnaces  an  iron  stack  will  usually  be  found  the  most 
ef.-onomical.  The  stack  for  a  furnace  as  shown  in  Figs.  8,  4,  and  5,  should 
Ijc  about  30  in.  in  diameter  and  from  60  to  75  ft.  high.  The  stack,  or 
the  flue  leading  to  the  stack,  should  be  provided  with  a  damper.  The 
[Kisition  of  the  stack  in  reference  to  the  furnace,  is  largely  a  matter  of 
ronvenience  and  local  conditions.  If  the  works  have  several  furnaces, 
ibev  mav  all  connect  with  a  common  stack.  If  there  is  only  one  furnace, 
and  no  dust  chamber  is  desired,  the  arrangement  of  the  stack  as  shown 
in  Figs.  3  and  4  will  be  as  satisfactory  as  any.  Provision  should  be  made 
for  a  car  track  to  bring  the  ore  to  the  hopper  over  the  rear  of  the  furnace. 
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Hand  reverberatories  should  not  make  more  than  3/4  to  1  1/2  per 
cent.  dust.  Whether  this  dust  is  worth  recovering  by  building  a  large 
dust  chamber  will  depend  largely  on  the  value  of  the  ore.  Small  dust 
chambers  are  not  very  effective.  It  will  ordinarily  be  found  that  the 
recovery  of  the  dust  is  a  matter  worth  careful  consideration. 

The  cost  of  building  a  long  reverberatory,  as  described  and  shown, 
will  be  between  $3000  and  $4000.  It  will  take  about  50,000  common 
brick,  8000  fire  brick,  and  20,000  lb.  of  iron.  If  concrete  is  largely  used, 
a  great  saving  may  be  effected  in  the  number  of  brick,  and  a  saving  also 
in  the  cost  of  the  furnace. 

Method  of  Operating  a  Long  Hand  Reverberatory. — When  the  furnace 
is  hot,  the  ore,  which  may  be  assumed  to  be  pyritic  concentrates,  is 
charged  from  a  car  into  the  hopper,  and  into  the  furnace,  in  the  section 
nearest  the  flue,  or  at  the  rear.  It  is  then  spread  out  evenly  over  this 
section  of  the  hearth.  The  weight  of  the  charge,  for  the  best  work,  should 
not  exceed  10  to  15  lb.  per  square  foot  of  hearth  area;  10  lb.  is  better  than 
15  lb.  if  the  ore  contains  very  much  sulphur.  In  any  event,  there  is  no 
advantage  in  using  a  deep  bed  of  ore,  for  what  is  gained  in  the  amount  of 
ore  charged,  is  lost  by  a  correspondingly  increased  time  of  roasting.  The 
depth  of  the  charge  will  usually  be  from  2  to  3  in. 

The  working  doors  are  all  closed  until  the  sulphur  is  well  ignited.  The 
moisture  is  first  driven  off,  after  which  the  ore  will  soon  become  slightly 
incandescent  and  the  sulphur  begin  to  burn  with  a  blue  flame.  This  is 
one  of  the  most  delicate  stages  of  the  roasting,  and  should  be  done  at  the 
lowest  permissible  temperature  and  in  the  presence  of  a  maximum 
amount  of  air.  The  charge  should  be  rabbled  energetically,  and  with  the 
intervals  between  the  rabbling  as  short  as  possible.  At  this  stage  the  ore 
will  be  very  unstable  and  is  likely  to  run  somewhat  like  a  liquid.  If  the 
rabbling  is  neglected,  or  if  the  temperature  of  the  furnace  is  too  high, 
partial  fusing  or  matting  is  likely  to  occur,  which  forms  lumps  that  are 
difficult  to  eliminate;  and  if  not  eliminated,  will  result  in  improperly  and 
insufficiently  roasted  ore.  Such  ore  will  be  highly  detrimental  in  the 
subsequent  chemical  treatment.  The  excess  of  air  required  during  this 
stage  of  the  roasting  may  be  obtained  by  keeping  the  working  doors  open, 
and  by  free  admission  of  air  through  the  bridge  wall.  The  air  should  be 
introduced  as  much  as  possible  through  the  bridge,  since  this  will  tend  to 
keep  the  charge  nearest  the  fire  from  becoming  too  hot,  by  interposing  a 
layer  of  cooler  air  between  the  ore  and  the  flame,  and  give  a  highly  oxidiz- 
ing atmosphere  at  the  surface  of  the  ore  where  it  is  most  desired. 

When  the  sulphur  flame  has  abated,  which  will  be  in  about  8  hours 
after  charging,  the  ore  is  moved  forward  into  section  No.  2,  and  a  new 
charge  introduced  into  section  No.  1.  The  ore  on  section  No.  2  is  spread 
out  over  a  large  area  to  give  it  as  much  surface  as  possible.  There  is 
still  much  sulphur  in  the  ore,  and  most  of  the  oxidation  takes  place  in  the 
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niddle  section.  The  ore  being  brought  closer  to  the  fire,  is  brought  to  a 
lull  red  heat.  During  this  stage  the  ore  swells  somewhat,  and  becomes 
Dttore  or  less  inert.  As  the  sulphur  is  eliminated,  the  ore  has  no  power  of 
generating  heat  within  itself  and  hence  the  fire  is  urged,  to  keep  the  ore 
ftt  the  desired  temperature.  The  rabbling  in  this  section  need  not  be  as 
frequent  as  in  section  No.  1;  a  thorough  stirring  every  15  or  20  minutes 
vill  suffice.  The  ore  should  be  uniform  throughout,  and  as  it  is  turned 
over,  the  newly  exposed  incandescent  surface  should  quickly  turn  dark 
and  not  show  any  live  sparks  of  burning  sulphur. 

The  charge,  after  reaching  this  stage,  which  will  usually  be  about  16 
hours  after  it  has  been  put  into  the  furnace,  is  transferred  to  section  Xo.  3 ; 
the  ore  in  No.  1  is  advanced  to  section  No.  2,  and  a  new  charge  introduced 
into  section  No.  1.     There  is  now  no  danger  of  lumps  forming  in  section 
No.  3,  and  the  temperature  may  be  raised  somewhat,  but  must  never 
approach   the   sintering  point.     The   temperature   permissible  in   this 
section  Is  the  controlling  factor  in  firing  the  furnace.     The  firing  should 
always  be  done  with  a  view  of  throwing  as  much  heat  and  flajne  as  })ossil)le 
to  the  rear  of  the  furnace  without  danger  of  sintering  the  ore  on  the 
finishing  section.     In  this  section,  the  roasting  will  largely  consist  of 
decomposing  the  soluble  sulphates,  and  while  this  is  going  on  the  odor  of 
pulphur  dioxide  can  be  detected  when  a  sample  of  the  incandescent  ore 
IB  removed  for  inspection.     As  the  ore  becomes  more  nearly  completely 
loasted,  it  becomes  more  coherent,  and  remains  as  placed  by  the  ral)ble. 
"Sweet"  or  "Dead"  roasting  are  more  or  less  indefinite  terms,  used 
to  denote  the  condition  of  the  ore  when  all  the  sulphur  has  been  elimi- 
nated.   But  as  the  elimination  of  all  the  sulphur  is  practically  impossil^le, 
and  as  the  approximation  thereto  is  a  very  indefinite  matter  varying  with 
the  different  ores,  it  may  be  taken  to  mean  ore  sufficiently  roasted  to  give 
the  best  results  in  the  subsequent  chemical  treatment. 

After  the  ore  has  remained  on  the  finishing  section  for  about  7  hours, 
the  roasting  is  completed.  It  is  then  withdrawn  through  the  holes  in  the 
hearth,  near  the  last  door,  into  a  pit,  or  into  a  car  and  taken  to  the  cooling 
■oor.  The  charge  in  section  No.  2  is  then  moved  forward  to  No.  3,  and 
the  charge  in  section  No.  1  moved  forward  to  No.  2,  while  a  new  charge  is 
introduced  into  section  No.  1.  In  this  way  a  charge  is  withdrawn  and  a 
new  one  added  every  day,  so  that  there  arc  alwa\'s  three  separate 
charges  in  the  furnace,  and  each  charge  remains  in  the  furnace  almost 
24  hours. 

The  fuel  used  in  roasting  should  be  either  wood  or  long  flame  coal. 
on  gives  better  results  than  eith(T  wood  or  coal,  but  is  not  usually  avail- 
ible.  It  is  best,  in  order  to  get  a  loniz;  flame,  with  almost  any  coal,  to 
ire  the  furnace  fire-box  more  or  less  as  a  gas  producer.  This  is  easily 
irranged  by  keeping  a  deep  bed  of  ash  and  fuel  on  the  grates,  and  intro- 
dneiiig  steam  and  air  through  the  closed  ash  pit.     Much  of  the  air  needed 
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to  completely  consume  the  fusl  gases  may  be  introduced  through  the 
bridge  and  some  through  the  working  doors.  The  draft  is  regulated  by 
the  damper  in  the  flue  or  stack,  and  by  opening  and  closing  the  working 
doors.  The  time  of  roasting  depends  largely  on  the  ore,  but  somewhat 
also  on  the  amount  of  rabbling.  Roasting,  as  already  stated,  is  essen- 
tially an  oxidizing  process,  so  that  any  operation,  such  as  continuous  and 
energetic  rabbling,  which  will  expose  the  greatest  amount  of  ore  to  the 
highly  oxidizing  furnace  atmosphere,  will  materially  reduce  the  time  of 
operation. 

It  is  customary  when  roasting  pyritic  gold  concentrates,  or  ore  con- 
taining lime,  or  silver  and  copper  in  appreciable  quantities,  to  add  a  small 
amount  of  salt,  usually  just  before  drawing  the  charge.  The  amount  of 
salt  may  vary  from  0.5  to  5  per  cent.  If  the  ore  is  not  sensitive  to  vola- 
tilization, the  salt  may  be  added  to  the  ore  as  it  is  advanced  from  the 
middle  to  the  finishing  section  and  thus  become  thoroughly  incorporated 
with  it.  Usually,  however,  the  salt  is  added  about  30  minutes  before  the 
charge  is  withdrawn,  and  thoroughly  mixed  with  the  ore.  Chloridization, 
under  proper  conditions,  takes  place  rather  quickly,  and  as  explained 
under  **Chloridizing  Roasting"  air  is  not  essential  to  the  chloridization. 
The  salt  may  therefore  be  added  a  short  time  before  discharging  the  ore, 
and  by  permitting  the  ore  to  cool  slowly  after  it  is  discharged,  the  neces- 
sary degree  of  chloridization  can  well  be  realized  without  any  appreciable 
loss  by  volatilization.  This  gives  the  ore  a  thorough  oxidizing  roast 
before  chloridization,  and  the  sulphur  is  never  so  thoroughly  eliminated 
but  that  there  are  always  enough  sulphates  left  to  sufficiently  chloridize 
the  silver  and  small  amounts  of  copper. 

After  the  salt  is  added,  the  ore  begins  to  fume,  increase  in  bulk,  and 
has  a  '* woolly''  appearance.  After  the  salt  is  added  the  temperature 
should  be  kept  low — not  over  a  dull  red  heat.  Much  of  the  gold  is 
chloridized  as  well  as  the  silver;  careful  tests  have  shown  it  to  be  from  10 
to  20  per  cent,  of  the  gold  contained  in  the  ore. 

If  the  ore  contains  galena,  great  care  must  be  exercised  in  the  first 
stages  of  the  roasting'to  keep  the  charge  at  the  lowest  practicable  tem- 
perature, as  the  lead  sulphide  fuses  at  a  very  low  heat,  and  agglomeration 
in  the  early  stages  of  the  roasting  will  make  the  subsequent  work  more 
difficult. 

Furnaces  having  considerable  of  a  drop  between  the  different  sections 
of  the  hearth  have  been  recomended  and  built,  but  have  not  come  into 
general  use.  The  cause  of  this  is  evident.  While  theoretically  the 
showering  of  ore  through  this  drop,  as  in  a  shaft  furnace,  appears  good,  it 
is  evident  that  the  draft  in  the  furnace  will  whip  the  dust  along  with  it 
and  cause  excessive  loss  in  that  way.  The  great  dust  loss  is  not  com- 
pensated for  by  the  small  gain  in  the  time  of  roasting. 

Most  furnaces,  like  the  one  illustrated  in  Figs.  3,  4,  and  5,  are  de- 
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signed  to  take  a  charge  of  from  3  to  3  1/2  tons  on  a  section.  It  is  usual, 
however,  instead  of  charging  and  withdrawing  this  amount  of  ore  all  at 
once,  to  still  furthur  subdivide  it  so  that  each  shift  of  eight  hours  will 
charge  and  withdraw  one  third  of  this  amount  or  from  2000  to  2400  lb. 
Tie  advantage  of  this  is  that  the  quality  and  quantity  of  the  roasted 
material  can  be  checked  up  for  the  different  shifts,  and  the  furnace  can 
be  worked  with  greater  regularity,  than  when  so  much  ore  is  charged  and 
withdrawn  at  the  same  time.  ' 

One  man  on  a  shift,  working  three  shifts,  will  roast  from  3  to  3  1/2 
tons  of  pyritic  concentrates  a  day.  Each  shift  will  draw  a  charge  of 
from  2000  to  2400  lb.  and  introduce  one.  The  amount  of  fuel  used  is  1  /2 
cord  of  wood  per  ton  of  concentrates. 

The  following  tabulated  statement  gives  the  essential  facts  of  roast- 
ing pyritic  concentrates  in  California:* 

ANALYSES  OF  COXCEXTUATKS 


Eureka  and  Idaho 

Washington  mine, 

Black  Bear  mine. 

minefl.  Grass  Valley 
0.85 

Mariposa  County 
0.00 

Klamath  County 

Cbpper 

0.00 

Uad 

0.78 

1.50 

0.00 

Gold 

0.02743 

O.OOOlt 

0.0137 

filw • 

0.0068 

0.0035 

0.003 

Zbe 

0.00 
10.65 

1.34 
30.85 

0.00 

IroQ 

42.05 

Anenic 

trace 

0.00 

31.25 

Sdphur 

32.80 

31.33 

25.10 

SUiea 

12. 6t 

33.30 

10.35 

AhnninA 

0.10 

0.00 

0.85 

^tf 

3.50 

0.00 

0.85 

8.65 

1.67 

0.38 

These  analyses  give  a  very  good  idea  of  the  composition  of  California 
pyritic  concentrates,  which  have  been  treated  for  many  years  l)y  roasting 
and  chlorination.  The  size  of  some  of  the  furnaces,  the  time  of  working 
on  a  shift,  and  the  quantity  of  ore  treated,  is  given  in  the  following  table: 


Name  of  works 


Size  of  furnace 


Time  of  working  f. shift)         Quantity  of  ore  in  21  hours 


Heywood*s t0X12  8  hour.** 

Zeile 75X12  8  hours 

Amador i  80X12  8  hours 

Plymoth '  50  X 12  8  hours 

Maltman*8 60X12  8  hours 

llerri6eld's 70  X 10  12  hourn 

»EggIe8ton,  "Met.  Silver,  Clold,  Mer." 

7 


3  tons 

3  tons 

4  1/2  tons 
3  tons 

2  1/2  tons 

3  tons 
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The  hearth  of  these  furnaces  lasted  from  four  to  six  years. 

Cost  of  Roasting  In  I<ong  ReTcrberatories. — The  cost  of  roasting  io 
long  reverberatories  is  quite  large.  For  pyritic  concentrates,  which  is 
about  the  only  material  roasted  in  these  furnaces,  it  is  iibout  $4.25  per 
ton,  difitributed  as  follows: 


Roavteimui,  1  shift,  roastiDg  o 
Fuel,  1/2  cord  of  wood,  for  one 
Other  expenses, 


J2.50 
1.50 
0,25 

S4.25 
The  cost  of  roasting  silicious  ore,  low  in  sulphur,  is  very  much  less. 
Such  ore  can  be  roasted  about  as  rapidly  as  it  can  be  worked  through  the 
furnace. 

In  California*  at  one  of  the  mills  where  oil  was  substituted  for  wood, 
it  was  found  that  the  capacity  of  the  furnace  was  increased  from  4  tons 
to  6  tons  per  day.  The  furnace  was  14  ft.  wide  and  75  ft.  long.  Bakers- 
field  crude  oO,  of  14  to  16°  gravity,  was  used.  In  roasting  2647  1/4  tons 
of  pjrritic  concentrates,  1290  barrels  of  Bakcrsfield  cnide  oil  was  used 
which  coet,  delivered,  $1917.63  or  48/100  barrel  per  ton  of  ore,  cost- 
ing 72  cents.  There  was  also  used  66. 7G  tons  of  coal  to  generate  steam 
for  pumping,  heating,  and  atomizing  the  oil,  which  cost  delivered, 
S867.84,  or  35  cents  per  ton  of  ore  treated ;  making  a  total  cost  of  fuel  for 
roasting,  of  $2785.47  or  $1.05  per  ton. 


Fio    12— Modified  long  Imnci 


Modified  Long  Reverberatories. — An  important  modification  of  the 
long  reverberatory,  especially  for  copper  roasting,  is  shown  in  Figs.  10, 11, 
and  12.  Fig.  10  shows  a  longitudinal  section;  Fig.  11  the  plan,  and 
Fig.  12  a  transverse  section  through  the  front  of  the  furnace  at  the  pro- 
tecting arch  and  discharge  openings  in  the  hctirth. 

One  of  the  difficulties  in  hand  reverberatories  in  roasting  ore  for  the 
hydrometallurgical  processes  is  the  liability  to  fuse  the  ore  near  the  fire 
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end,  when  the  fire  ia  urged  sufficiently  to  ignite  the  charge  at  the  rear. 
In  chloridizing  roasting  a  similar  difficulty  presents  itself.  In  order  to 
eliminate  the  sulphur  sufficiently  in  hearth  section  No.  2,  by  oxidizing 
roasting,  a  temperature  nearly  as  high  as  the  ore  will  stand  without  fusing 
ia  desirable  to  expedite  the  process  as  much  as  possible.  To  accomplish 
this  the  ore  in  section  No.  3  may  become  unduly  heated,  even  if  it  does 


<^ 


'Modified  hand  roverberatoiy.     Longitudinal  srctio 


not  approach  the  aintering  point.  The  temperature  for  chloridizing 
roasting  should  be  the  lowest  at  which  the  reactions  take  place,  and  this 
condition  conflicts  with  that  required  for  efficient  roasting  in  the  middle 
and  rear  end  of  the  furnace. 

To   overcome   these   difficulties,   a  protecting  arch  ia  thrown  over 
section  No.  3,  as  shown  in  Figs.  10  and  12,  which  shields  the  ore  from  the 


Kio.   14. ^Modified  hand  reverberatory.     Plan. 


direct  action  of  the  heat  and  flame.  In  this  way  the  ore  in  the  middle 
section  may  be  kept  the  hottest,  and  that  in  the  rear  section  may  readily 
be  ignited.  The  flame  and  heat  from  the  fire-box  pass  through  the 
space  between  the  protecting  arch  and  the  reverberatory  arch,  ao  that 
the  ore  in  the  finishing  section  is  heated  only  indirectly,  as  in  a  muffle. 
The  protecting  arch  should  be  as  thin  as  possible,  consistent  with  g6od 
construction. 
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In  the  chloridizing  ro&stinf  of  cuf-per  o^-s.  :iiU  ^i-.-diiea  I'^rcnv  h&s 
been  used  in  preference  to  the  oniinary  lor:e  reverbera;ory.  I:  can 
resdily  be  seen,  that  for  chloridizine  work  especially,  this  mctdisoation  of 
the  long  reverberator}-  offers  many  advaniaees.  The  furnace  may  bo 
dill  further  modified  by  retuminf:  -.he  flues  under  the  hear:h,  and  thus 
beat  the  ore  from  below.  In  a  lonf  furnace  This  is  &  doubtful  utility. 
Uucb  will  depend  on  the  temperature  of  the  furnace   gases. 

Figs.  13,  14.  15,  and  16  show  a  modification  of  the  hand  reverlter- 
»lory,  at  one  time  us^I  in  Eiimpe  fi»r  nia^nnr  '-■•].ft>r  ores. 


I    Flos.  IS  anci  Ifi. — Modified  hand  reveriiorat'jn-.     Tran*v 
and  f  D    Rg!  13  . 


Mechaiilcal  Reverbetatories.— Pratiically  :ill  the  maMiiip  .it  the 
present  time,  in  preparing  ores  for  treatment  by  wft  iiu-thnds.  it;  done  in 
mechanically  operated  rcverberatories.  With  the  exception  of  the 
rabbling  mechanism,  these  furnaces  are  not  essentially  different  from  the 
hand  reverberatories. 

The  mechanical  rcvcrlieratories  differ  mostly  from  each  other  in  the 
rabbling  mechani.sm.  They  may  have  one  long  roasting  hearth  or 
several  hearths  superimposed  above  one  another. 

The  single  hearth  furnaces  have  the  advant,itrc  of  making  less  dust 
than  the  multiple  hearth  roasters:  while,  on  the  other  hand,  the  nuiltiple 
hearth  furnaces  are  more  compait  and  better  conserve  the  heat. 

In  roasting  ores  for  chemical  treatment,  where  a  more  or  less  I'om- 
plete  roast  is  necessary,  siiif;le  hearth  furnaces  have  usiiidly  boon  i>re- 
ferred,  largely  on  account  of  the  low  dust  loss.  Multiple  hcaitii  furnaces 
have  also  been  largely  used,  and  their  use  is  becoming  inure  fjcncral. 

In  roasting  pyritic  concentrates  or  heavy  sulpiiidc  ore  down  to  (i  or 
8  per  cent,  sulphur,  which  mux  be  done  without  fuel,  the  nmltiplc  hearth 
roasters  have  found  mure  favor  than  the  .-iintrle  lieartli  fnrnaces. 
Recently   the   multiple   heiirth   furnace.s   have   been    nunli(h>ii    by   the 


102  HYDROMETALLURGY  OF  COPPER 

addition  of  fire-boxes  for  the  different  hearths,  so  that  the  sulphur  can 
be  eliminated  quite  as  completely  as  in  single  hearth  furnaces. 

The  advantages  of  the  multiple  hearth  furnace  is  that  the  heat  from 
the  ore  and  fire-boxes  in  the  lower  hearths,  heats  the  bottom  of  the  upper 
hearths,  and  this  heat  is  very  effectively  applied.  The  disadvantage  is 
that  when  ores  are  roasted  with  external  fuel,  the  volume  of  air  necessary 
for  the  combustion  of  both  fuel  and  the  sulphur  in  the  ore  is  very  large, 
and  the  ore  dropping  from  one  hearth  to  another  against  a  strong  current 
of  ascending  gases,  makes  considerable  dust,  much  of  which  is  lost 
unless  efficient  means  is  provided  for  its  recovery.  This  difficulty  may 
to  some  extent  be  obviated  by  providing  separate  flues  for  the  ore  and 
gases  between  the  hearths,  or  by  exhausting  the  gases  from  one  or 
more  of  the  intermediate  hearths  as  well  as  from  the  upper  hearth. 

In  roasting  heavy  sulphide  material  down  to  6  or  8  per  cent,  sulphur, 
fuel  is  not  ordinarily  necessary,  hence  the  volume  of  air  and  gases  going 
through  the  furnace  is  comparatively  small  and  its  rate  of  passage  com- 
paratively slow,  hence  the  dust  loss  in  dropping  the  ore  from  one  hearth 
to  the  next  need  not  be  serious  or  excessive.  In  roasting  ores  for  treat- 
ment by  wet  methods,  the  furnace  operates  under  much  higher  tem- 
peratures than  in  roasting  for  smelting,  where  the  sulphur  most  difficult 
to  eliminate,  remains  in  the  ore.  Usually  furnaces,  for  sweet  roasting, 
work  under  a  temperature  of  from  1200  to  1700°  F.  The  ore  itself  may 
not  be  at  these  temperatures,  but  the  reverberatory  chamber  in  which 
the  rabbling  mechanism  operates,  is.  The  temperature  of  the  rever- 
beratory chamber,  at  the  fire-boxes  may  even  exceed  1700°  F.  in  regular 
roasting  work,  and  for  that  reason,  if  anything  goes  wrong  with  the 
rabbling  mechanism,  it  is  necessary  to  at  once  cool  the  furnace  or  the 
top  layer  of  ore  would  take  the  same  temperature  as  the  reverberatory 
gases,  become  sintered,  and  be  unfit  for  extraction  by  hydrometallur- 
gical  processes. 

The  problem,  therefore,  in  mechanically  roasting  ores,  has  been  to 
provide  a  rabbling  mechanism  which  will  work  in  grit  and  dust  and  at  a 
temperature  varying  from  1200  to  1700°  F.,  without  serious  delays  or 
excessive  repairs.  The  different  mechanical  roasting  furnaces  are 
based  fundamentally,  on  the  method  of  overcoming  these  difficulties. 

O'Harra  dragged  the  rabbles  through  a  straight  line  reverberatory 
by  means  of  a  chain  and  track  within  the  reverberatory  chamber.  Brown 
conceived  the  idea  of  placing  a  supplemental  chamber  on  both  sides  of 
the  reverberatory  hearth,  containing  the  tracks  on  which  run  the  rabble 
trucks,  shielded  more  or  less  from  the  direct  heat  and  dust  of  the  rever- 
beratory chamber.  Holthoff-Wcthey  placed  the  trucks  entirely  outside 
of  the  furnace  and  devised  a  slot  arrangement  which  opened  and  closed 
automatically  as  the  rabble  moved  along.  Pearce  supported  the  rab- 
bling mechanism  by  a  column  in  the  central  open  space  of  two  concen- 
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trie  walls  forming  the  reverberatory  chamber,  the  inside  wall  of  which 
is  slotted  and  the  reverberatory  arch  supported  from  above.  Edwards 
and  Merton  have  a  longitudinal  series  of  rabbles  of  a  diameter  correspond- 
ing to  the  width  of  the  hearth,  projecting  through  the  reverberatory 
arch,  and  as  the  ore  is  advanced  by  one  of  these  rabbles,  it  is  delivered 
to  the  next,  and  so  on  until  it  issues  from  the  furnace.  The  multiple 
hearth  furnaces  are  mostly  based  on  the  support  and  protection  of  the 
central  column  carrying  the  rabbles  for  the  different  hearths  and  the 
arrangement  for  cooling  and  replacing  either  the  rabble  arms  or  the 
blades. 

Any  single  hearth  reverberatory  may  be  constructed  with  multiple 
hearths,  but  when  so  modified,  it  is  questionable  whether  they  are  as 
efficient  and  present  the  same  advantages  as  the  regular  circular  multiple 
hearth  furnace  of  the  McDougall  t}^e. 

For  furnaces  where  the  rabbles  are  alternately  within  and  without  the 
roasting  chamber,  as  in  the  O'Harra,  Brown,  and  Holthoff-Wethey,  no 
special  cooling  provision  is  necessary,  since  the  rabbles  never  get  danger- 
ously hot,  and  never,  except  in  case  of  accident,  do  the  rabbles  have  the 
same  temperature  as  the  reverberatory  chamber.  When  the  rabbling 
mechanism  remains  in  the  furnace  indefinitely,  as  in  the  Pearce,  Edwards, 
Merton,  McDougall,  Herreshoff,  and  Wedge,  water  cooling  is  necessary  or 
desirable.  Air  cooling,  for  sweet  roasting,  has  not  given  satisfactory 
results. 

There  is  no  great  difference  in  the  cost  of  installation  of  the  various 
mechanical  reverberatories,  and  on  the  same  ore,  for  a  thorough  roast  for 
wet  processes,  there  is  no  great  difference  in  the  cost  of  operation. 

In  roasting  Cripple  Creek  ore,  for  example,  there  are  three  100-ton 
Pearce  roasters  in  one  reduction  works;  six  100-ton  Holthoff-Wethey  at 
another,  and  eight  100-ton  Edwards  at  still  another,  all  in  successful  and 
satisfactory  operation,  roasting  in  all  about  1500  tons  of  ore  daily  and 
having  a  precious  metal  content  of  approximately  $30,000. 

Cost  of  Mechanical  Reverberatories. — The  average  cost  of  a  good 
mechanical  reverberatory  is  about  $15  per  square  foot  of  hearth  area  for 
the  smaller  sizes,  and  about  $12  per  square  foot  of  hearth  area  for  the 
larger  sizes,  installed,  ready  to  operate,  but  not  housed. 

Fuel  Required  in  Roasting. — The  fuel  consumption  in  wood  or  coal 
will  usually  be  from  10  to  15  per  cent,  of  the  weight  of  the  ore  roasted, 
and  will  be  more  or  less  independent  of  the  original  sulphur  content.  For 
ore  low  in  sulphur,  considerable  fuel  is  required  to  bring  it  to  the  roasting 
temperature  and  to  maintain  it  at  that  temperature.  For  ore  high  in  sul- 
phur, the  sulphur  itself  develops  considerable  heat,  so  that  extreme  firing 
is  not  necessary  except  to  remove  the  last  few  per  cent,  of  sulphur.  On 
sulphide  concentrates  or  heavy  sulphide  ore,  the  sulphur  content  in  the 
roasted  material  may  be  reduced  to  6  or  8  per  cent,  without  any  fuel,  and 
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to  4  and  6  per  cent,  with  only  one  fire-box  at  the  finishing  end  of  the 
furnace.  It  is  in  the  elimination  of  the  last  few  per  cent,  of  the  sulphur 
that  most  of  the  fuel  is  consumed.  But  if  the  fuel  consumption  is  more 
or  less  independent  of  the  sulphur  content  of  the  ore,  the  capacity  of  the 
furnace  is  more  or  less  proportion  to  the  contained  sulphur. 

Hearth  Area  Reqiiired  in  Roasting  Various  Ores. — The  capacity  of  a 
roasting  furnace  is  dependent  on  the  amount  of  sulphur  in  the  raw  ore, 
and  on  the  amount  of  sulphur  to  be  eliminated.  For  roasting  ores 
suitable  for  the  hydrometallurgical  processes,  the  hearth  areas  required 
are  approximately  as  follows: 

For  silicious  ore  containing  from  1.5  to  3.5  per  cent,  sulphur  will 
require  from  10  to  15  sq.  ft.  of  hearth  area  per  ton  of  ore  roasted  per 
day;  ores  containing  from  10  to  15  per  cent,  will  require  a  hearth  area 
of  from  25  to  30  sq.  ft.,  and  pyritic  concentrates  which  carry  from  35  to 
45  per  cent,  sulphur  will  require  from  40  to  50  sq.  ft. 

Pyritic  concentrates  and  heavy  sulphide  ores,  carrying  28  per  cent, 
or  more  of  sulphur  are  self  roasting. down  to  6  or  8  per  cent.  After  that 
fuel  has  to  be  used  to  complete  the  roast,  to  make  the  ore  suitable  for 
a  solvent  process. 

The  Brown  Furnace. — The  latest  and  most  approved  type  of  Brown 
furnace  is  shown  in  Figs.  17  and  18,  which  is  a  straight  line  reverberatory, 
in  which  the  ore  is  stirred  and  advanced  by  rabbles  mounted  on  trucks 
attached  to  endless  chains,  one  on  each  side  of  the  furnace,  moving  in 
a  supplemental  chamber.  Brown  was  the  first  to  work  out  a  successful 
method  of  protecting  the  rabbling  mechanism  in  a  straight  line  furnace 
from  the  heat  and  dust  of  the  reverberatory  chamber. 

The  Brown  furnace  liiis  had  various  modifications,  but  in  its  most  ap- 
proved form  it  is  a  single  hearth  reverberatory,  with  supplemental  chambers 
on  each  side  of  the  roasting  chamber,  to  protect  the  rabbling  mechanism. 
The  supplemental  cham])ers  are  formed  as  shown  in  Fig.  18  by  a  tile 
projecting  up  from  the  hearth,  above  the  level  of  the  ore,  and  a  corres- 
ponding tile,  forming  part  of  the  reverberatory  arch,  projecting  down 
from  above.  This  construction  forms  a  supplemental  chamber  and  leaves 
a  slot  between  the  roasting  and  supj)lemental  chambers  just  large  enough 
for  the  rabble  arm  to  pass  through.  The  rabble  arm,  at  the  slot,  is  usu- 
ally made  rather  wide  and  about  an  inch  thick  so  that  the  slot  may  be 
as  narrow  as  possible. 

The  ra])bles,  extending  from  one  side  of  the  furnace  to  the  other. 
are  mounted  on  trucks  on  each  side,  and  these  trucks  run  on  tracks  in 
the  supplemental  chambers.  The  trucks  are  attached  to  endless 
chains  which  move  al)out  s])n)C'ket  wheels  at  each  end  of  the  furnace. 
One  pair  of  these  sprockets  is  driven  by  means  of  spurs  and  gears,  which 
in  turn  are  actuated  by  a  counter  shaft  driven  by  belt  and  pulley. 

The  rabbles  in  passing  through  the  furnace  stir  and  advance  the 
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ore,  and  issue  quite  hot;  then  elevated  by  the  sprocket  wheels  at  the  other 
end  of  the  furnace  to  a  track  above,  and  returned  to  the  feed  end  where 
they  are  again  lowered  by  the  driving  sprockets  and  enter  the  reverbera- 
tory  chamber  to  again  complete  the  circuit.  While  returning,  outside 
of  the  reverberatory  chamber,  the  rabbles  are  cooled  enough  so  that  no 
special  cooling  device  is  necessary.  As  each  rabble  enters  the  furnace 
it  takes  with  it  from  the  feed  bin  the  proportionate  amount  of  ore 
required  to  make  the  daily  output.  This  may  be  regulated  by  the  feeding 
device  or  by  the  depth  of  raw  ore  in  the  path  of  the  rabble  as  it  enters 
the  furnace. 

Coimterweighted  sheet  iron  doors  at  both  ends  of  the  furnace, 
hinged  at  the  top,  keep  out  the  cold  air;  they  remain  closed  except  when 
lifted  by  the  rabbles  in  passing  in  and  out.  When  the  doors  are  opened, 
even  momentarily,  a  strong  inward  draft  is  likely  to  set  in;  to  avoid  this, 
two  doors  are  sometimes  inserted  at  each  end  a  short  distance  apart  so 
as  to  form  a  neutral  air  chamber;  one  door  being  always  closed  while 
the  other  is  opened  by  the  moving  rabble. 

The  skewbacks  of  the  arch  are  steel  channels  supported  by  the 
buckstaves  and  short  cast  iron  columns,  the  spaces  between  the  columns 
being  3  ft.  6  in.  long  by  12  in.  high.  These  openings  extend  the  entire 
length  of  the  hearth;  they  are  closed  by  sheet-iron  doors,  lined  with 
asbestos.  This  construction  permits  of  ready  access  to  the  hearth  at  any 
point  for  repairs  and  observation. 

From  the  ground  to  the  hearth  the  furnace  may  conveniently  be 
built  of  concrete  or  uncut  stone  and  the  remainder  of  the  furnace  con- 
structed of  brick.  The  furnace  is  bound  together  by  steel  I-beams  which 
also  carry  the  tracks  on  the  top  of  the  furnace. 

The  furnace  is  regularly  made  with  a  roasting  hearth  10  ft.  wide,  and 
in  lengths  varying  from  60  to  200  ft.,  or  even  longer.  The  roasted  ore 
may  be  elevated  to  the  top  of  the  furnace  to  a  sheet  iron  hearth  supported 
by  the  steel  I-beams,  and  there  cooled  and  advanced  by  the  returning 
rabbles,  or  the  roasting  hearth  may  be  somewhat  extended  and  used  as 
a  cooler,  unless  it  is  preferred  to  cool  the  ore  independently  of  the  furnace 
mechanism. 

The  frequency  of  stirring  the  ore  may  be  regulated  both  by  the  speed 
of  travel  and  the  number  of  rabbles  on  the  moving  chains. 

The  size  of  the  sprockets  is  governed  by  the  vertical  distance  between 
the  roasting  and  cooling  hearths.  In  driving  the  chain  mechanism  both 
spockets  at  the  drive  end  are  made  tight  to  the  shaft,  while  at  the  other 
end  one  of  the  sprockets  is  tight  to  the  shaft  and  the  other  loose,  so  that 
any  uneven  strain  in  the  chain  is  self  adjusting  and  prevents  the  chain 
from  riding  the  sprockets  and  being  thrown  off. 

The  material  for  a  standard  straight  line  Brown  furnace  10  ft.  wide 
by  140  ft.  long,  actually  erected,  was  as  follows: 
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Weight  of  ironwork,  63,000  lb. 
Weight  of  tiles,  35,000  lb. 

The  Brick,  etc.,  required  for  this  furnace  are  as  follows: 
For  Hearth 

46,200  common  red  brick, 

420  partition  tiles, 

14  cu.  yd.  of  sand, 

16,800  lb.  of  ground  fire  clay, 

11  barrels  of  cement, 

126  cu.  yd.  of  stone  for  concrete  work. 

Mortar  for  Hearth;  5  cu.  yd.  of  sand  and  42  bu.  of  lime. 

Far  Arch 

1260  common  red  brick, 
1344  skewback  brick. 

For  Five  Fire^Bozes  (one  double  and  three  single  fire-boxes) 

15,000  common  red  brick, 

10,000  common  fire  brick, 

509  arch  tiles  12  in.  long, 

115  arch  tiles  6  in.  long, 

10  fire-door  tiles. 

For  Mortar;  2  1/2  cu.yd.  of  sand  and  25  bu.  of  lime. 

Power. — ^The  Power  required  to  drive  the  furnace  mechanism,  etc. 
was  supplied  by  a  9  in.  by  12  in.  slide  valve  engine,  which  is  rated  at 
about  25  h.  p.  but  the  engine  was  never  taxed  to  its  capacity  at  any  time. 

Grate  Area. — ^The  total  area  of  the  grates  in  the  five  fire-boxes  is 
about  63  sq.  ft. 

In  supplying  the  above  material  5  per  cent,  extra  was  allowed  for 
tile  and  skewback  brick,  and  10  per  cent,  on  the  remainder  of  the  items. 

H.  O.  Hofman*  gives  the  following  data  on  roasting  with  Brown  furnaces 
with  a  hearth  8  ft.  wide  and  135  ft.  long : 

Silicious  ore  with  pyrite,  crushed  to  30  mesh  and  containing  2.5  per 
cent,  sulphur  was  roasted  at  the  rate  of  95  tons  per  24  hours  with  6  cords 
of  wood;  sulphur  in  roasted  ore,  0.3  per  cent.;  roasted  ore  per  square 
foot  of  hearth  area,  131  lb.;  ratio  of  hearth  to  grate  area  32  to  1;  15.83 
tons  of  ore  were  roasted  per  cord  of  wood. 

Silicious  ore  with  pyrite  crushed  to  20  mesh,  containing  2.3  per  cent, 
sulphur,  was  roasted  at  the  rate  of  65  tons  in  24  hours,  with  6  cords  of 
wood;  sulphur  in  roasted  ore,  0.5  per  cent.;  ore  roasted  per  square  foot 
of  hearth  area,  90  lb.;  ratio  of  hearth  to  grate  area,  32  to  1;  10.85  tons  of 
ore  were  roasted  per  cord  of  wood. 

>  "Tlie  Metallurgy  of  Lead/'  p.  185. 
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Silicious  ore  with  pyrite  crushed  to  16  nicsh  and  containing  2.5  per 
cent,  sulphur  was  roasted  at  the  rate  of  50  tons  per  24  hours  with  4.5 
tons  of  refuse  slack  coal;  sulphur  in  roasted  ore  0.5  per  cent.;  ore  roasted 
])er  square  foot  of  hearth  area,  77.0  lb.;  ratio  of  hearth  to  grate  area 
28.66  to  1 ;  per  cent,  of  fuel  on  ore,  8.5. 

Copper  matte,  crushed  to  40  mesh  and  containing  20  per  cent,  sulphur 
and  40  per  cent,  copper,  and  15  per  cent,  lead,  was  roasted  at  the  rate 
of  20  tons  per  day;  sulphur  in  roasted  ore,  6.0  per  cent,  the  aim  of  the 
roast  being  to  peroxidize  the  iron  and  convert  as  much  as  possible  of 
the  copper  into  soluble  sulphate;  ore  roasted  per  square  foot  of  hearth 
area,  38  lb.;  ratio  of  hearth  grate  area,  35  to  1 ;  coal  consumed  3.25  tons; 
per  cent,  of  fuel  on  ore,  16. 

The  Pearce  Funuice. — ^The  Pearce  furnace.  Figs.  19  and  20,  is  of  the 
circular  hearth  type.  The  hearth  is  formed  l)y  two  concentric  walls, 
usually  about  10  ft.  apart.  The  operating  mechanism  is  at  the  center, 
from  which  the  rabble  arms  radiate. 

The  ore  is  fed  into  the  furnace  from  a  hopper,  to  a  tapering  screw 
located  beneath  the  hearth,  which  distributes  and  raises  the  ore  across  its 
width,  so  that  each  rabble  blade  takes  its  proportionate  share  as  it  conies 
along.  The  rabble  blades  are  attached  to  the  horizontal  pipe  rabble  arms, 
which  in  turn,  are  attached  to  a  rigid  iron  framework  radiating  from  a 
hollow  hub,  at  the  center.  The  hub  revolves  on  ball  bearings,  around 
a  stationary  cast  iron  column. 

The  rabble  arm  is  made  of  two  concentric  pipes,  the  smaller  one  being 
fitted  into  the  larger,  and  having  holes  at  the  end.  These  rabbles  are 
continuously  water  cooled  by  a  gravity  sN'stem.  The  water  from  the 
main  is  run  into  a  trough  located  above  the  level  of  the  rabbles  and  re- 
volving with  the  rabbling  mechanism.  It  then  flows  by  gravity  into 
the  inner  concentric  pipe  of  the  rabl)le  arm  to  the  further  end,  where  it 
is  delivered  to  the  rabble,  pipe,  which  is  exposed  to  the  heat  of  the  fur- 
nace, and  flows  back  again  to  tlie  other  end  of  the  rabl)le  arm,  from 
whence  it  is  exhausted  into  a  stationary  circular  trough  about  the  hub, 
near  the  floor.  A  complete  and  continuous  circulation  is  kept  up  in 
this  way.  Air  was  at  first  used  in  the  rabble  anns,  but  for  oxidizing  roast- 
ing, satisfactory  for  wet  methods^  it  had  to  be  abandoned. 

The  inner  circular  wall  of  the  furnace  has  a  continuous  slot  for  the 
passage  of  the  rabble  arms.  It  is  made  reasonably  tight  by  travelling 
steel  shields,  counterwciglited  so  as  to  press  gently  against  the  walls 

(forming  the  slot.  The  upper  part  of  the  wall,  al)ove  the  slot,  rests  on  a 
casting  suspended  from  I-l)eams  and  cross-beams,  and  braced  by  radial 
struts  and  angle  irons.  The  I-beams  are  supported  by  the  other  wall 
and  central  column,  and  the  cross-beams  by  the  I-beams.  The  outer 
wall  is  18  in.  thick. 

The  rabble  blades,  which  are  made  of  3/8-in.  sheet  steel,  are  graduated 
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i'lQB.  10  and  20.— Plan  and  (.cction,  Pcarce  lurnace- 
With  comlnned  roaating  and  cooling  hparth- 
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in  length  and  direction  from  the  inner  to  the  .outer  circle,  so  that  the  ore 
on  the  outer  circle,  which  has  to  travel  a  greater  distance,  may  be  at 
the  same  height  and  remain  in  line  with  that  near  the  inner  circle.  In 
other  words,  the  rabbles  are  so  proportioned  that  all  the  ore,  through  a 
cross-section  of  the  furnace,  travels  uniformly  through  the  furnace  and 
is  discharged  at  the  same  time,  notwithstanding  that  the  ore  in  the  outer 
diameter  has  considerably  further  to  travel. 

In  a  furnace  having  an  outside  diameter  of  60  ft.,  the  smallest  blade 
is  3/4X6X3/8  in.,  and  the  largest  blade  is  8X6X3/8  in.,  and  the  inter- 
mediate blades  are  proportioned  to  these  dimensions.  There  are  six 
rabble  arms,  and  each  rabble  arm  has  20  blades,  for  a  hearth  10  ft.  wide. 

The  rabble  arms  are  fastened  to  the  radial  struts  by  a  clamp  which 
permits  the  raising  or  lowering  of  the  rabble  arm,  so  that  the  bed  of  ore 
may  be  kept  level  by  raising  or  lowering  the  further  end  of  the  rabble. 
If  the  rabble  is  not  properly  adjusted,  the  ore  may  pile  up  on  one  side 
of  the  furnace,  instead  of  having  a  uniform  thickness. 

The  depth  of  the  ore  varies  from  2  1/2  to  3  1/2  in.,  depending  on  the 
amount  being  roasted;  2  1/2  in.  is  the  depth  when  roasting  from  80  to 
90  tons  per  day,  and  3  1/2  in.  when  roasting  100  tons  or  more  in  a 
furnace  having  an  external  diameter  of  60  ft.  Such  a  furnace  has  six 
rabble  arms,  which  make  three  complete  revolutions  in  5  minutes,  or 
one  revolution  in  1  3/4  minutes.  The  ore  is  therefore  rabbled  every 
17  seconds.  The  life  of  the  rabble  arm,  which  is  a  heavy  4-in.  pipe,  is 
one  and  one-half  years.  The  life  of  the  3/8-in.  sheet  steel  blades  is  three 
months  in  roasting  low  sulphur  silicious  ore,  and  from  five  to  six  weeks 
in  roasting  30  to  40  per  cent,  sulphide  ore.  The  blades  are  changed 
without  cooling  the  furnace,  and  without  interfering  with  the  daily 
output  of  roasted  ore.  The  rabble  arms  may  be  changed  by  cooling  the 
furnace  somewhat. 

Two  to  three  per  cent,  sulphur  ore  remains  in  the  furnace  from 
2  1/2  to  3  hours,  and  on  the  cooling  hearth,  1  hour. 

The  height  from  the  top  of  the  ore  to  the  spring  of  the  arch  is  16  in., 
and  from  the  spring  to  the  crown  of  the  arch,  12  in. 

The  Pearce  furnaces,  for  sweet  oxidizing  roasting,  are  usually  built 
with  one  roasting  hearth  above  and  a  cooling  hearth  below. 

The  following  gives  a  summary  of  data  on  the  largest  size  Pearce 
roasters  Figs.  19  and  20,  when  roasting  ores  low  in  sulphur. 

Outside  diameter,  60  ft. 

Width  of  hearth,  10  ft. 

Average  length  of  hearth,  168  ft. 

Mean  diameter  of  hearth,  53  1/2  ft. 

Total  hearth  area,  1689  sq.  ft.     Available  for  roasting  1500  sq.  ft. 

Number  of  fireplaces,  4.     Or  3  fireplaces  and  one  oil  burner. 
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Grate  area  of  each  fire  place,  4  ft.  by  4  ft.  8  in. 

Number  of  rabble  arms,  6. 

Number  of  blades  on  each  rabble  arm,  20. 

Angle  of  blades  22  1/2  degrees. 

Depth  of  ore,  from  2  to  3  1  /2  in. 

Rabbles  make  one  revolution  in  100  seconds. 

Ore  stirred  every  17  seconds. 

Capacity  per  24  hours,  roasting  2.5  to  3.0  per  cent,  sulphur  ore 

down  to  0.5  or  0.75  per  cent.,  100  tons. 
Power  required  to  drive  furnace,  6  h.  p. 
Fuel  required,  10  tons  good  bituminous  coal. 

The  Holfhoff-Wethey  Furnace.— The  Holthoff-Wethey  furnace, 
shown  in  Figs.  21  and  22,  is  regularly  constructed  with  a  roasting  hearth 
above  and  a  cooling  hearth  below.  The  roasting  chamber  is  supported 
on  structural  steel,  arranged  so  that  there  is  a  space  between  the  side 
walls  of  the  furnace  and  the  supporting  posts.  In  this  space,  on  both 
sides,  and  attached  to  the  posts  are  the  tracks  for  the  rabble  trucks, 
running  longitudinally  with  the  furnace.  The  rabble  trucks  are  mounted 
on  chains,  which  are  moved,  raised,  and  lowered  by  sprockets  at  both 
ends  of  the  furnace. 

The  power  for  driving  the  mechanism  is  applied  to  the  shaft  at  one 
end  of  the  roaster  on  which  one  pair  of  sprockets  are  mounted.  The 
driving  mechanism,  rabble  trucks,  chains,  and  tracks  are  all  located 
entirely  outside  of  the  roasting  chamber  and  at  all  times  exposed  to  the 
air.  The  slot  through  which  the  rabble  arms  pass  are  opened  and  closed 
automatically  by  tripping  doors,  or  flexible  steel  sheathing,  as  the  rabble 
progresses  through  the  furnace.  One  half  of  the  number  of  rabble  blades 
of  each  rabble  are  set  at  one  angle  and  half  at  an  opposite  angle,  thus 
removing  all  end  thrust. 

The  reverberatory  arch  is  firmly  held  in  place  between  two  heavy 
I-beams,  suspended  from  above  and  from  beams  resting  on  the  channel 
iron  posts.  Opposite  posts  are  securely  joined  together  and  take  the 
end  thrust  of  the  arch. 

The  ore  is  fed  evenly  into  the  furnace  at  the  drive  end,  and  after 
travelling  the  full  length  of  the  roasting  chamber,  is  dropped  to  the  cool- 
ing hearth  and  again  carried  back  to  the  charging  end,  thus  allowing  the 
ore  the  same  time  to  cool  that  was  required  to  roast  it.  The  cooling 
hearth  may  be  provided  with  water  pipes  or  water  jackets  to  help  cool 
the  ore,  but  this,  on  account  of  the  length  of  the  cooling  hearth,  will 
usually  not  be  necessary. 

The  furnaces  are  usually  built  from  10  to  12  ft.  wide  and  from  100  to 
130  ft.  long.  The  ordinary  dimensions  are  12  X  120  ft.  Such  a  furnace, 
for  roasting  ores  low  in  sulphur,  is  equipped  with  eight  rabbles,  which 


n»ke  11  rompletp  revolution  in  4  1  /2  minutea,  thus  stirring  the  ore  evcrj' 
0.5  Kconds.  The  upper  sprocket  shjift,  at  the  drive  end,  is  cnuntcr- 
trighted  so  as  to  keep  the  rabble  chains  taut, 

Tlie  iron  work  for  a  10  X  100  ft,  Hollhoff-Wethey  furnace,  with  roast- 
i{  acii   cooling   hearths,   weighs  approximately   lyO.OOO  lb.     Such   a 
bimKce  usually  has  four  fire-hoxcs  and  a  fe'iate  area  of  00  b(|.  ft. 
in  the  erection  of  ihia  aize  furnace  ihpre  were  required: 
ttS.IWO  common  brick, 
4,000  fire  hrick. 
1(  n,-«s  .iHv.-tt  l.v  't  I.-,  Ii    |.   iti..t.(.r. 
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Tliiti  size  furnaw  erected  at  Daiont'ga,  tlcorgia,  roasted  concentrates 

I tuttnining  ovt?r  IS  per  cent,  sulphur  down  to  0,15  or  0,20,  all  but  a  trace 

'■shirh  WS8  as  soluble  .sulphates.     The  capacity  was  35  to  40  tons  per 

'  '  -I  hours.     The  ore  contained  10  to  12  per  cent,  moisture  when 

I  r  '•)  the  furnace.     The  fuel  used  was  12  cords  of  wood,  which 

ii-  per  day  would  equal  0.34  cord  per  ton.     At  Colorado  City 

;!        irfT-Wclhey  furnaces,  12  ft.  wide  and  120  ft.  long  have  been  in 

.1  for  many  years  roasting  Cripple  Creek  ores  for  chlorination, 

'  ii'Miily  of  100  per  furnace  per  day. 

The  Merton  Furnace.— The  Merton   furnace.  Kigs.   23  and  24,  is  h- 

WuiRuiar  iinill-i])lc  heiirlh  furnace  in  which  the  rabbling  is  done  by 

*»rtical  ehiift.'*  arrnngcd  in  a  line,  and    passing  through  the  rcspectivB 

Itwllw.     To  tlifse  shafts  are  attached  rubble  arms  of  a  radius  equal  to 
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on^half  the  width  of  the  furnace.  The  vertical  shafts  are  a  little 
further  apart  than  the  radius  of  the  rabble  arms,  eo  that  their  areas  of 
levolulitin  intersect,  and  the  ore  is  delivered  from  one  rabble  to  the 
next,  through  the  different  hearths. 

Kftch  shaft  ie  set  in  motion  by  a  worm  gear  or  by  spur  and  pinion, 
snd  arranged  to  revolve  at  the  desired  speed — usually  from  one  and 
itiw^half  to  three  tiroes  per  minute.  A  rabble  arm  is  attached  to  each 
i^haft  for  each  hearth.  In  the  adjacent  hearths  the  rabbles  on  each  shaft 
ire  placed  at  right  angles  to  one  another.  Three  of  tlie  rabble  arms  in  the 
amc  hearth  are  made  to  point  in  the  same  direction,  while  the  fourth, 
.«  end  rabble,  is  at  right  angles  to  them. 

The  finishing  hearth  has  a  special  rabble  to  itself  which  is  larger  than 
those  working  on  the  other  hearths;  it  may  be  water  cooled,  but  for  ores 
aitt  rt'^iniring  a  high  finishing  temperature  the  water  cooling  is  often 
sensed  with. 

I  The  entire  furnace  is   enclosed    in  1/4-in.  plates,  well    braced  with 
Pekstavcs  and  rods. 

'  For  a  standard  type  furnace  the  total  length  is  32  ft.  6  in.     The  main 
'  twly  of  the  furnace  measures  23  ft.  9  ua.  long  inside  the  plates,  8  ft,  wide, 
and  the  height,  with  three  hearths,  is  6  ft. 

Thi?  hearths  are  horizontal,  and  are  not  given  any  inclination  what- 

(^-*r.     Tile  height  from  the  hearth  to  the  crown  of  the  arch,  inside 

«ica.*rarenientB,  is  16  1/2  in,,  and  9  in.  at  the  sides.     The  thickness  of  the 

1  lif  the  arch  is  4  1/2  in.     Each  of  the  hearths  has  a  door  opposite 

.  shaft.     At  the  end  of  each  hearth  is  a  slot  connecting  with  the 

Tth  below. 

.  In  roasting,  the  ore  is  fed  in  at  one  end  of  the  upper  hearth,  and 

1  from  one  rabble  to  the  next  until  it  reaches  the  other  end,  where, 

irging  through  the  slot,  the  ore  ia  delivered  into  the  next  hearth 

llnw,  and  is  carried  by  another  series  of  rabbles  to  the  opposite  end, 

I  it  is  discharged  to  the  third  hearth  and  travels  along  it  to  the 

[  fiouhing  hearth.     Near  the  end  of  the  third  hearth  is  another  slot  in  which 

I  b  a  gal<"  permitting  the  control  of  the  discharge  to  what  is  termed  the 

I  Dninhing  hearth.     In  this  hearth  the  roast  is  completed. 

Tht'  weight  of  the  iron  work  of  this  furnace  is  about  12  tons.     About 

10,1100  ordinary  brick  and  3000  fire  brie  ks  are  required  in  its  construction. 

.\bciut  2  h.p.  is  required  to  drive  the  mechanism.  ' 

The  Edwards  Furnace. — ^In  the  Edwards  furnace.  Figs.  23,  26   and 

,  the  ore  is  advanced  by  a  series  of  revolving  rabbles  of  relatively 

I  diatnuter  and  of  intersecting  areas,  so  that  the  ore  from  the  first 

ibbJe  is  tlelivercd  to  the  next,  and  so  on  through  the  series  until  it 

w  as  the  roasted  product. 

The  lUrnace   is  regularly  made  in  two  general  types;  one  having  a 

p  row  of  I'abbles,  known  as  the  "Simplex,"  and  the  other  having  a 
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t  "O*  "  Duplex."     These  two  lypcs  aK 
S^aml   Hearth."     In  the  tilting  cofl 

BUMS  girder,  balanced  on  a  center  siq 

7"3  ■x">rk  of  the  rabbling  mechanisl 

ijusted  vcrticallv  al   ihe  en) 


,-d  slope.     The  iron  construction  is  oncased 
i,-un»l ruction  is  the  same  as  in  etandard 


i  straight  single-hearth  reverberator}',  63  ft. 
,i(   !tiul  M  ft,  by  6  ft,  5  in.  in  the  eloar,  which  ni 


ROASTINO  FURNACES 


118  ^        HYDROMETALLURGY  OF  COPPER 

designed  for  sweet  roasting  of  concentrates  or  sulphide  ores.  The  shell 
of  the  furnace  is  a  rectangular  chamber  of  plate-iron  stiffened  with  angle 
iron;  this  is  lined  inside  with  brick.  Good  common  red  brick  are  found 
suitable  for  ordinary  temperatures,  although  at  the  fire  end  fire  bricks 
may  be  used.     10,000  bricks  are  required  for  the  lining  of  this  furnace. 

On  top  of  the  furnace  is  mounted  gearing  for  driving  the  rabbles, 
the  spindles  of  which  extend  down  through  the  cast-iron  boxes,  buQt 
into  the  brickwork  of  the  reverberatory  arch.  The  whole  furnace  rests 
on  two  pivots,  one  for  each  side.  These  pivots  are  arranged  near 
the  middle  of  the  length  of  the  furnace,  so  that  by  tiltmg  the  fur- 
nace from  the  horizontal  to  various  angles,  the  discharge  of  the  ore  may 
be  regulated  according  to  the  rate  at  which  it  is  being  roasted.  The 
mechanism  for  tilting  the  furnace  is  simple,  and  can  be  worked  without 
altering  the  usual  speed  of  the  rabbles.  The  weight  of  the  whole  iron 
work  including  the  shell,  bracing,  shafting,  gearing,  rabbles,  etc.,  is  19 
tonics  No  single  part  of  the  furnace  exceeds  2500  lb.  in  weight,  while 
iuo«>t  of  the  parts  do  not  exceed  225  lb. 

The  bottom  of  the  furnace  is  supported  on  No.  14  corrugated  steel; 
diiwtly  on  this  is  placed  a  thin  layer  of  non-conducting  material,  and  on 
ihifi^  ifti^  laid  the  brick  floor. 

rhoiv  art^  15  rabbles  placed  side  by  side  along  the  length  of  the  furnace, 
Uw  bladcci  of  which  nearly  touch  the  hearth.  Each  rabble  has  a  circular 
r»<4ii\»  iIk>  cirvuiufei^nce  of  which  almost  touches  the  brickwork  on  either 
>4vU\  :uivl  iiii  the  distance  between  the  rabbles  is  a  little  greater  than  the 
•  tiviiu^  vu  t he  ciivle  described,  each  rabble  works  ore  almost  up  to  the  heel 
»*  C^  uH^hlvr.  and  as  each  rabble  rotates  in  the  opposite  direction  to  the 
uw  Hv\i»  to  it  -they  are  alternately  right-  and  left-hand  rabbles — ^the 
iv  v<  'u>;^  ^Kfeii^.\l  along  too  rapidly  from  one  end  of  the  furnace  to  the 
s.awi.  ^uv    i;vti*   a   thorough    stirring  and    exposure   to   the   air  as  it 

'  Hv  vi.*vxM  V.H  ihe  tirst  13  rabbles  from  the  feed  end  is  one  revolution 
=^.  »4oiv*x^rt  ^hilk^  tUo  fourteenth  has  two,  and  the  fifteenth,  or  discharge 
>Kv  v>^.^  ov*s  vvoiutikm!^  per  minute.  All  the  rabbles  being  driven  from 
is  s.%..*w  siJk.witUi^.  lht>  change  in  speed  is  arranged  by  alternating  the 
XV  s'  ••  *w  \?v^  viht^t^s*.  The  speed  of  the  fourteenth  and  fifteenth 
^.  v\,\v  V  V  kiiHi*i;vvl  ^hat  while  they  stir  into  the  areas  of  the  adjacent 
v  'x\.vv  ^w;.  U>  iy^  ^,\Mue  in  contact  with  them.  The  object  of  this 
•>  v»M^^v  ^^vvi   «^  v^  <.iv^  the  ore  a  brisker  stirring  in  the  final  stages  of 

^  .v.v*v  ^'  ^v»i^,v.  iiW  rabbles  in  the  hottest  part  of  the  furnace  from 
^  ^^  ,vv.*w  iivvAi^ii  ^sf  the  high  temperature,  water  is  circulated 
sx   ^>  ^    -V    V*    «^iW  w»  tv^P  them  cool;  by  this  means  they  are  found 

*v.v  v.>    ^»-*   t^k^^^^^  kinds  of  rabbles  used;  one  is  solid  and  flat- 
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footed,  the  front  edge  of  which  is  beveled:  the  other  is  hollow;  on  the 
arm  of  it  cast-iron  shoes  are  fittetl.  The  latter  rabble  is  the  one  use\i 
at  the  fire  end  of  the  furnace.  The  cast -in  >n  shivs  can  Iv  slid  on  or  off 
the  rabble  arm  without  lowering  the  heat  of  the  furnace  or  removing  the 
rabble  from  it.  When  roasting  concentrates  or  ores  high  in  sulphur. 
the  first  10  rabbles,  counting  from  the  feeil  end.  are  generally  of  the 
solid,  flat-footed  type:  these  pass  through  the  ore  close  to  the  hearth 
and  effectively  stir  and  expose  the  particles  of  ore  so  long  as  they  carry 
a  fair  percentage  of  sulphur.  The  last  five  rabbles  are  provided  witli 
cast-iron  shoes,  as  by  the  time  the  ore  reaches  this  part  of  the  furnace  it 
has  lost  most  of  its  sulphur  and  is  less  lively.  These  shiH\!i  pass  thnnigh 
and  under  the  ore. 

When  roasting  ores  that  do  not  contain  much  sulphur,  shoes  are 
used  on  all  the  rabbles,  although  water  need  only  l>e  circulatev^l  thn>ugh 
those  subjected  to  the  greatest  heat.  The  orvlinary  tlat-footed  rabble 
arm  is  fastened  to  the  spindle  by  placing  the  end  in  a  socket  and  passing 
a  pin  through  both.  The  water  rabbles  have  a  3  18  in.  cast-iron  hollow 
spindle  with  a  flange  at  the  bottom,  which  is  bolted  on  to  a  correspond- 
ing flange  on  the  upper  part  of  the  arm. 

The  ore  is  conveyed  by  an  automatic  feeder  fn^m  the  hopper  into  the 
hearth  at  the  upper  end  of  the  furnace;  after  traveling  to  the  lower  end, 
near  the  fire,  the  ore  is  discharged  down  a  pipe,  located  near  one  of  the 
sides;  the  bottom  of  this  pipe  passes  through  and  works  in  a  case  leading 
to  the  conveyor,  to  prevent  any  escape  of  dust.  This  conveyor  pushes 
the  ore  into  the  pit. 

During  the  roasting  air  is  admitted  through  the  holes,  situated  above 
the  fire  bars.  The  fumes  pass  into  the  main  flue  through  a  short  ilue, 
which  is  attached  to  the  furnace.  To  allow  for  the  movement  of  this 
short  flue  when  the  angle  of  the  furnace  is  altered,  the  hole  in  the  main 
flue  through  which  it  passes  is  made  larger  than  actually  retiuirod  for  a 
nice  fit;  in  order  to  cover  the  space  left  between  the  short  and  main  flues, 
and  prevent  cold  air  from  passing  into  the  latter,  a  sliding  cover-plate 
moves  in  a  frame,  which  is  l)oltod  onto  the  brickwork  of  the  main  flue. 

The  power  required  to  work  the  furnace  is  from  2  to  3  li.  j>. 

The  Duplex  furnace  is  a  stationary  structure,  designed  for  large 
capacity.  The  principle  of  rabl)ling  is  similar  to  that  adopted  in  the 
tilting  furnace,  but  consists  of  two  lines  of  rabbles  driven  from  two 
horizontal  line  shafts,  and  the  walls  can  bo  built  of  brick  or  concrete. 
The  concrete  can  be  brought  to  within  two  layers  of  brick  to  the  fire 
zone.  The  brackets  carrying  all  the  mechanical  superstructure  are 
firmly  fastened  to  anchor  l)olts  in  the  furnace  walls,  and  angle  stays 
and  cross  bars  are  so  arranged  as  to  make  the  entire  superstructure  firm 
and  substantial.     Buckstavs  and  tie  rods  hold  the  whole  of  the  arch  and 
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brickwork  together  with  straps  on  the  face  of  the  walls  to  give  solidity 
to  the  skewbacks  to  protect  the  arch. 

This  furnace  when  complete  and  ready  for  operating  consists  of 
100,000  lb.  of  iron  and  steel  and  70,000  bricks.  Fire  bricks  are  only 
used  when  in  close  proximity  to  the  fire-box. 

The  hearth  area  of  the  standard  Duplex  type,  112  ft.  long  by  13  ft. 
wide  gives  1456  sq.  ft.  of  working  area,  and  the  outside  measurement 
overall  is  116  ft.  by  16  ft. 

The  usual  fall  of  the  hearth  in  this  furnace  is  1/2  in.  to  1  ft.,  and  the 
mechanism  driving  the  furnace  can  be  so  arranged  to  drive  the  rotating 
rabbles  at  various  speeds  so  that  the  roasting  material  can  be  under  the 
control  of  the  roasterman. 

The  furnace  requires  from  6  to  9  h.  p.  to  operate,  according  to  the 
speed  at  whrch  the  rabbles  are  driven. 

The  water  required  to  cool  the  rabbles  is  400  gallons  per  minute. 

The  McDougal  Furnace. — ^The  McDougal  Furnace,*  has  long  been 
used  to  roast  copper  ore  and  concentrates  for  smelting,  and  has  been 
modified  by  Herreshoff,  Evans,  Klepetko,  Wedge,  and  others  to  adapt 
it  to  modern  requirements.  This  furnace,  so  successful  in  imperfectly 
roasting  copper  ores  for  smelting,  has  recently  been  improved  to  adapt 
it  to  the  more  thorough  roasting  required  for  the  hydrometallurgical 
processes. 

The  McDougal  furnace,  Figs.  28  and  29,  is  essentially  a  multiple  hearth 
upriglit  cylinder  with  central  shaft  carrying  the  radial  rabble  arms.  The 
hearths  arc  horizontal  arches  having  discharge  openings  alternately  at  the 
center  of  one  hearth  and  the  periphery  of  the  next.  The  central  revolving 
shaft  is  provided  with  radial  rabble  arms  for  the  different  hearths,  and 
the  rabble  blades  are  so  arranged  at  an  angle  with  each  arm  that  for  the 
odd  numbered  hearths  they  push  the  ore  toward  the  center,  and  on  the 
even  numbered  hearths  toward  the  periphery.  In  doing  so  the  ore  is 
turned  over  and  over  by  the  rabbles  and  describes  a  spiral  course  around 
the  sliaft.  The  ore,  in  its  descent  from  hearth  to  hearth,  describes  a 
zig-zag  course  through  the  furnace  from  top  to  bottom,  passing  alter- 
nately through  the  holes  at  the  center  and  at  the  periphery.  «»► 

The  size  of  the  McDougal  furnaces,  as  largely  used  at  Butte,  is  16  ft. 
in  diameter,  and  18  ft.  3  1/2  in.  high.  It  is  sheathed  with  3/8-in.  boiler 
iron  and  lined  with  a  full  course  of  red  brick.  It  has  six  arched  hearths 
with  a  9-in.  spring  and  3  ft.  apart;  each  hearth  has  two  rabble  arms 
making  one  revolution  ]>er  minute.  Plach  furnace  has  tw^o  exhaust 
flues  24  in.  in  diiuneter  and  12  ft.  ai)art,  passing  out  of  the  roof,  and 
flues  from  throe  furnaces  load  to  one  main  6  ft.  in  diameter,  having 
openings  along  the  top  and  bottom  for  removing  the  flue  dust. 

»H.  O.  Hofman,  Trans.  Am.  Inst.  Mng.  Eng.,  Vol.  XXXIV;   L.  S.  Austin,  Tras., 
Vol.  XXXVII;  Peters,  "Practice  of  Copper  Smelting." 
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The  two  rabble  arms  of  a  hearth  liave  seven  and  eight  cast-iron 
blades;  these  are  8  in.  long  and  6  in.  wide,  and  5/8  in.  thick;  the  lower 
12  in,  of  the  blade  which  comes  in  contact  with  the  ore  are  chilled.  The 
blades  on  the  top  hearth  last  from  25to35days;those  on  the  sixth,  from 
6  to  8  months. 

The  six  circular  flat  arches  which  form  the  roof  of  one  hearth  and  the 
floor  of  the  next  above,  require  care  in  construction.  There  must  be  a 
large  central  opening  for  the  main  vertical  shaft  which  carries  the 
rabbles,  and  the  brick  at  the  periphery  must  be  well  anchored.  There 
must  also  be  drop  holes  from  each  hearth  to  the  next,  and  these  are 


Fio.  29. — Elevation  and  section      McDougall  ro&ster 


arranged  alternately  at  the  central  opening  and  at  the  extreme  periphery 
of  the  hearths  and  protected  by  iron  castings.  The  first,  third  and 
fifth  hearths  have  one  drop  hole  at  the  center;  the  second  and  fourth 
have  six  and  the  sixth  has  two  drop  holes  near  the  periphery. 

The  hearths  with  peripheral  openings  are  provided  with  a  central  cast- 
iron  ring,  cut  in  halves.  This  ring  circles  the  shaft,  leaving  an  annular 
clearance  space  of  3  in.  The  brick  of  the  hearth  butts  against  the  ex- 
terior of  this  ring  in  its  entire  circumference,  and  is  keyed  into  a  groove 
in  the  ring.  The  center  drop  hole  is  formed  by  stopping  the  brickwork  of 
the  hearth  so  as  to  leave  an  annular  space  of  16  in.  encircling  the  shaft. 
The  peripheral  drop  holes  are  14  in.  wide  on  the  first  and  fifth  hearths 
and  18  in.  wide  on  the  third  hearth,  where  there  is  a  strong  evolution  of 
sulphur  gas. 

In  roasting  at  the  Washoe  smelter  at  Butte,  the  moist  concentrates 
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are  dumped  into  the  feed  hopper  on  top  of  the  furnace,  which  holds  33 

tons.     The  composition  of  the  material  is: 

Moisture,  8 . 1  per  cent. 

Cu,  7.42  per  cent. 

SiO,,  21.2  per  cent. 

Fe,  26 . 1  per  cent. 

8,  33.2  percent. 

Al,Oy  2.7  percent. 

CaOy  0.3  percent. 


08 .  94  per  cent. 

To  this  is  added  5  per  cent,  of  limestone,  of  which  the  diameter  of 
the  largest  piece  does  not  exceed  1  in. 

The  ore  is  fed  continously  into  the  furnace  and  is  spread  on  top  of 
the  hearth  to  the  thickness  of  3  in.  by  the  rabbles.  The  ore  dropping 
down  through  the  holes  in  the  hearths  showers  through  the  ascending 
air,  which  actively  roasts  it,  but  at  the  same  time  this  air  current 
carries  away  the  iSner  particles  as  dust,  which  amounts  from  4  to  5 
per  cent,  of  the  ore  charged.  The  gases  escaping  from  the  upper 
hearth  have  a  temperature  of  315°  C;  by  the  time  they  reach  the  flue 
chamber  they  have  cooled  to  117°  C. 

The  appearance  of  the  roasting  at  the  different  hearths  is  as  follows: 
On  the  first  hearth  the  ore  is  dropped  at  the  circumference  and,  containing 
6  to  10  per  cent,  moisture,  is  drying  out,  but  attains  no  visible  heat. 
Entering  the  second  hearth  it  still  looks  dark,  but  shows  a  blue  flame 
by  the  time  it  reaches  the  borders  of  the  hearth,  where  it  is  600°  C.  On 
the  third  hearth  some  sparks  show  where  the  rabble  passes,  together 
with  blue  flame,  and  with  a  flame  temperature  of  900°  C.  On  the  fourth 
hearth  the  sparking  has  ceased,  the  ore  having  attained  an  orange-red 
heat.  In  falling  upon  tliis  hearth  from  the  one  above,  the  ore  as  it  showers 
down  bums  freely,  hastening  the  roasting  by  this  momentary,  but  thorough 
exposure  to  the  ascending  tir.  On  the  fifth  hearth  the  sulphur  is  elimi- 
nated suflSciently  so  that  the  discharge  temperature  is  less  than  the  enter- 
ing temperature;  that  is,  the  ore  is  brighter  near  the  periphery  than  at 
the  center.  On  this  hearth,  the  maximum  temperature  of  960°  C.  is 
attained.  On  the  sixth  and  final  hearth  the  heat  has  become  uniform, 
but  is  lowered  to  860°  C.  As  the  ore  leaves  the  hearth  it  seems  brighter, 
but  speedily  cools  to  660°  C.  as  it  falls,  smoking  freely,  into  the  hopper. 
Fig.  30  shows  diagramatically  the  progress  of  reactions  and  temperatures. 

The  composition  of  the  escaping  gases  is: 

By  weight  By  volume 

per  cent.  per  cent. 

S0„                                                                  4.95  2.25 

80^                                                                  1.46  0.53 

O,                                                                   19.60  18.45 

N,                                                                75.00  78.77 
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Thirty-two  pounds  of  air  is  needed  per  pound  of  sulphur  and  since 

13.3  lb.  of  the  latter  is  burned  off  per  minute,  there  is  needed  in  that  time 

6384  cu.  ft.,  which  passes  up  the  central  hearth  openings  at  the  rate  of 

8.8  ft.  per  second.     A  screen  analysis  of  the  flue  dust  shows: 

On  10  mesh  screen,  9 . 7  per  cent. 

Between  10  and  30,  25 . 3  per  cent. 

Between  30  and  80,  30 . 7  per  cent. 

Passing  80,  33 . 4  per  cent.. 


99 . 1  per  cent. 

The  ore  takes  about  2  hours  and  15  minutes  to  pass  through  the 
furnace. 

In  starting  up  a  furnace,  a  small  fire  of  dry,  soft,  long  flame  wood  is 
started  from  the  three  side  doors  of  the  third  and  fifth  hearths.     A  new 
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Fio.  30. — Progress  of  reactions  and  flame-temperature  in  the  McDougall  roaster. 

furnace  is  brought  to  a  dark  red  heat  in  3  to  4  days,  an  old 
furnace  requires  only  2  days.  Concentrates  are  then  fed.  After  charg- 
ing for  5  or  G  hours,  it  sometimes  hapj)ens  that  the  furnace  cools  down 
too  much,  and  tliis  makes  it  necessary  to  start  on  the  third  and  fifth 
floors  a  new  fire  for  1 .5  to  2  hours;  occasionally  feeding  of  the  ore  is  stopped 
and  half  a  ton  coal  charged.  Under  normal  conditions  a  furnace  does  its 
i)est  work  when  tlie  flue  shows  a  depression  in  water  of  0.3  in.     If  it  is 
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less  the  furnace  gets  cool.  The  temperature  may  be  regulated  by  the 
admission  of  air;  closing  the  bottom  doors  drives  up  the  heat,  opening 
the  doors  draws  it  down;  opening  doors  higher  up  checks  the  draught. 
The  rate  of  feed  once  settled  upon  is  usually  not  altered,  and  the  number 
of  revolutions  the  rabbles  make  per  hour  remains  the  same. 

A  section  of  six  furnaces  is  tended  to  in  8-hour  shifts  by  one-third 
foreman,  one  fumaceman,  one  helper,  one-sixth  oiler,  and  one-ninth 
repair  man  and  one  trimmer. 

The  dust  which  collects  in  the  flues  connecting  the  furnaces  forms 
4  to  5  per  cent,  on  the  ore,  is  raked  out  every  day.  The  loss  in  weight, 
including  the  flue  dust,  is  about  20  per  cent. 

A  furnace  treats  under  normal  conditions,  40  tons  of  sulphide  ore, 
with  35  per  cent,  sulphur,  and  10  per  cent,  copper,  or  0.042  tons  per 
square  foot  of  hearth  area,  reducing  the  sulphur  to  7  per  cent.  Roasted 
ore  with  14  per  cent,  copper  treated  in  the  same  manner,  retains  about 
10  per  cent,  sulphur.  The  product  can  of  course  be  varied  with  the  speed 
of  travel  of  the  rabbles,  and  the  sulphur  more  thoroughly  eliminated  by 
the  addition  of  fireplaces. 

The  following  partial  analysb  of  roasted  ore  represents  two  determina- 
tions from  the  average  day  and  night  samples  taken  during  an  experi- 
mental run  of  15  days.  SiO,,  26.9  per  cent.;  Cu,  18.  3  per  cent,  of  which 
9.9  per  cent,  was  present  as  CuO;  Fe,  30.0  per  cent,  of  which  17.9  was 
present  as  FeO;  S,  9.3  per  cent,  of  which  0.81  was  present  as  SO,. 
At  Butte,  in  the  regular  roasting  of  concentrates  the  results  are: 

Amount  roasted  in  24  hours,  40  tons.  . 

Sulphur  in  raw  concentrates,  35  per  cent. 
Sulphur  in  calcines,  7  per  cent. 

Hearth  area,  052  sq.  ft. 
Concentrates  roasted  per  square  foot  of  hearth  area,    84  pounds. 
Coal,  none 

Cost  of  roasting,  35  cents. 

The  large  sizes  of  the  standard  McDougal  roasters  have  an  outside 
diameter  of  18  ft.  5  in.,  containing  6  hearths,  with  an  enclosed  fire-box 
under  the  sixth  hearth.  The  weight  of  the  entire  iron  work  for  such 
a  furnace  is  about  90,000  lb.  There  are  required  for  its  construction 
about  37,000  red  brick  and  500  fire  brick. 

At  the  Washoe  smelter  of  the  Anaconda  Copper  Mining  Co.,  64 
MeDougal  furnaces  are  in  operation;  these  have  a  height  of  18  ft.  3  in., 
and  an  outside  diameter  of  16  ft.  They  are  enclosed  in  boiler  iron  shell 
3/8  in.  thick  and  are  lined  with  a  full  course  of  red  brick,  leaving  an 
indde  hearth  diameter  of  14  ft.  6  in. 

At  Garfield,  Utah,  where  there  are  24  McDougals  in  operation^  the 
OPd  and  concentrate  mixtures  were  generally  such  that  it  was  not  neces- 
laiy  to  roast  below  10  or  11  per  cent,  sulphur.  At  the  same  time  30 
I       *S.  B.  Moore,  E.  and  M,  J,,  May  14,  1010. 
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per  cent,  of  the  total  charge  was  added   on    the   fifth   hearth, 
gave  an  average  of  55  tons  per  day  nt  a  cost  of  22  cents  per  ti 
Other  averages  of  over  50  tons  per  furnace  day  were'raaintained  fi 
six  mouths  at  a  cost  of  less  than  25  cents  per  ton.     The  eoncentrat 
added  on  the  fifth  hearth  of   the   McDougaU  were  high  in  cop] 
They  were   added   there   on  account  of  the  fineneas  and  tendency  to 
produce  excessive   amounts  of  flue  dust.     At  Garfield  the  McDougaJa 
produce  about  6  per  cent,  flue  dust,     This  flue  dust  parries  more  silica 
and   sulphur  and  less  copper  than  the  charge.     Notwithstanding   the 
elaborate  system  of  flues  constructed  at  the  Garfield  plant  there  was 
a  stack  loss  of  about  500  lb.  of  copper  per  day  from  these  roasters. 

The  McDougal  furnaces  are  regularly  built  in  the  "Self-roasting" 
and  "Enclosed  Fire-box"  type.  I(  a  more  thorough  roast  is  desii 
in  the  self -roasting  type  for  hydrometallurgical  work  than  can  be  obtain( 
without  fuel,  satisfactory  results  are  obtained  by  firing  with  oil,  in  whiol 
case  the  oil  is  injected  into  the  various  hearths,  as  desired.  If  solid 
fuel  is  used,  it  is  desirable  to  use  the  enclosed  fire-box  type.  This  type 
has  two  grates  at  the  bottom,  each  having  an  area  of  29  sq,  ft.  or  a  total 
area  of  58  sq.  ft.  of  grate  surface  to  each  furnace,  In  one  furnace 
of  the  enclosed  fire-box  type,  partly  muffled,  for  roasting  pyritic  ore  con- 
taining 45  per  cent,  sulphur  and  reducing  it  to  an  average  of  2  per  cent,  in 
the  calcines,  there  is  nlitained  a  capacity  of  14.4  tons  jtcr  day  of  24  hoi 

The  Herreshoff  Furnace. — In  this  furnace.  Fig.  31,  when  used 
roasting  pyrites  for  sulphuric  acid  manufacture,  or  for  the  preliminftr; 
roasting  of  sulphide  ores  for  metiUlurgicat  treatment,  the  rabbles  arc  cooled 
with  air,  through  the  central  column.  This  column  in  a  double  ver- 
tical hollow  shaft.  Attached  to  this  shaft  are  one  or  more  arms  at  each 
hearth,  and  the  replacable  rabbles  are  slipped  on  these  arms.  The  air 
for  cooling  the  rabbles  is  forced  into  the  bottom  of  the  column  and  then 
delivered  through  the  central  part  of  the  shaft,  from  which  it  passes  in 
multiple  at  once  to  all  the  arms.  After  cooling  the  arms  it  returns  to  that 
annular  space  between  the  inner  and  outer  shaft,  and  finally  discharge 
at  the  top  of  the  outer  shaft.  I 

The  temperature  of  the  iron  in  the  shaft  and  arms  is  kept  above  tfaa 
condensing  point  of  acid  to  prevent  corrosion,  and  at  a  point  whore  ibm 
strength  of  the  metal  is  the  greatest.  The  rabbles  are  made  in  scctionn 
There  are  five  sections  on  each  arm  of  from  one  to  five  blades  per  sectUHB 
depending  on  their  position  on  the  arm,  The  sections  can  be  slippd 
on  or  ofif  the  arms  and  any  blade  can  be  taken  out  of  the  section  MU 
replaced  without  disturbing  the  rest.  The  hearths  are  made  of  ^)MIH 
moulded  arch  fire  brick.  I 

The  shaft  is  driven  from  the  bottom  by  meana  of  a  cast  iron  gear  «H 
pinion,  and  makes  one  revolution  in  from  "0  to  150  seconds,  depen^H 
on  the  kind  of  roast.     The  six-hearth  furnace,  15  ft.  9  3/4  In.  diaiM^H 


»  about  1  h.  p.  Speed  reductions  are  made  by  gear,  reducing 
Bfear,  or  Bprocket ,  us  desired.  A  shear  pin  is  provided  in  the  driving 
n  which  acts  tts  a  safty  device  in  case  of  undue  strain.  The 
ring  table  gives  ilimensions  and  data  for  some  of  the  standard 


lajMoib.  10,000  b.  Bjiooto  tjoaa 

SAjnO  lb.  32.0OD  lb.  t.SO0  to  ISXnO 

43,0001b.  I         TBMWIb.  8.00010  21/100 

wAooih.  I     laa/noib.  njooouixojooo 

89M0  a.  108,000  lb.  UJOaO  to  43JD00 


I  pMnds  of  sulphur  j 
tir.  as  the  chemii'al  c 
L  -aBfrtber  with  the  kin(| 
rMeh  pjirticular  case. 
LRgs.  32  and  33,  haa  I 
I  tor  chloridizing  rojistin 


.  mlivi  hiti)  (lie  field  of  oxidizin, 
I  iiiugal  lypi'  mid  Iniiit  in  var- 
I  lii'arths,  afi  may  lie  required. 
:  -.i  iwttnni  hearth,  l)elaw 


if  the  furnace  at  the  j 
piiloring  the  center  of  t 


ROASTtXa  FCRSACE.^ 


r-*» 


funiar^  dry  and  hot.     Tlt^  tv^il  rJilrniiR  lUr  fantaor  \»  tm  ftrntiiptl  tliHt 
tbr  msterial  funiifl  ft  lalp,  making;  th«  funuicf^  KHa-ti|;lit  at  this  |ioint. 

One  of  the  laosi  tlisitneiuv  featurrs  of  tltv  furoHi-i>  if  tlio  t^pntrsil 
ihftft  n-hirh  b  hoUoir.  open  at  the  top  and  bottom,  4  ft.  iit  «)mniH(>r, 
uid  is  rovered  with  tile  which  atv  attaoh«>cl  (o  am]  tvvolvo  with  thtf 
tii&rt.  The  ndvantaf^e  'if  thr  Urge  hollow  shaft  is  that  an  arm  ran  Im 
rWigpil  easily  and  without  losing  heat  in  the  luninrc.  The  aniiH  am 
held  in  p<Mition  by  breech  1>Iocks  plarwl  upon  iho  inniilc  of  the  i-entrat 
shall:  this  makes  it  possible  for  workmen  to  enter  the  rent  ml  shaft  whilii 
tin-   h-al  is  in  llip  fumn-'e.  iiii.l  retimvi-  l!i<-  l.r.-.vli  blnrk,  when  workmen 


lUI>lfk  ilelailM,  Willie  (uMim 

^  on  the  exterior  of  the  furnace  will  withdraw  the  wornout  arm  throu)(]i 
e  of  the  doors  and  insert  a  new  arm,  when  the  workman  on  the  iniiidff 
if  the  abaft  will  replaee  the  breeeh  hloek.     All  partH  in  eonneetEon  with 
I  tile  rabbling  mechanism  are  interchangeable. 

The  arms  are  built  for  either  water  cooling  or  air  cooling.     Kach  arm 
hfts  its  own  supply  pipe  and  discharge  pipe,  so  that  it  in  poMlble  for  thi! 
I  furnace  operator  to  know  at  all  times  that  each  arm  ia  recAJvinfl;  ita 
toper  EUpply  of  water. 

The  hearths  are  all  level.     This  is  made  prjMible  by  building  them 

f  specially  shaped  fire  brick.     ThcAc  arc  preined  brick  and  th*-  archM 

'  are  laid  op  diy.     The  result  is  that  falling  arehee  are  eltnitnatml.     In 

I  furnaces  which  have  been  in  operation  for  eij^t  yeam,  th«  areh«-N  arc  fUD 

I  iagoodcoiuiiti'in  without  (he  expenditure  of  one  dollar!'^  repain. 

The  weight  of  the  central  shaft  and  arms,  inclndinj;  the  anna  «o  tlw 

I  diyer  bc«rth,  is  earned  on  roller  bearinga.    Tbia  ndoct*  ibc  pomr 

required  to  operate  the  furnace  to  a  mininiinn.     The  ladkated  | 

on  »  large  2t  ft.  6  'm.  diameter  fvnuee,  vttb  arvoi  bevtha,  ia  li 

2h.p. 

Tbe  f  smaice  is  b«at  with  atber  a,  f  aD  fteel  dcD  or  akdeloa  c 

f  be  deaind.    dtmmao  red  briefc  msy  be  uttd  ta  the  wV  valla. 
The  fvBaec*  ns*?  be  fr«d  wHh  aH,  gm,  or  eolid  IwL     Whe*  wtid  tad 
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is  used  the  fire-boxes  are  placed  at  the  sides  of  the  furnace,  and  the  heat 
or  gases  to  the  various  hearths  regulated  by  suitable  dampers. 

The  single  hearth  chloridizing  furnace,  made  for  direct  firing  with 
oil,  is  32  ft.  in  diameter  and  has  a  capacity  of  100  tons  of  pyritic  cinder 
per  day  of  24  hours.  The  fuel  used  is  14  gallons  of  oil  or  210  lb.  of  coal, 
per  ton  of  ore  roasted,  or  approximate  10  per  cent,  of  coal  on  the  weight 
of  ore. 

The  multiple  hearth  muffle  fired  furnace  has  been  successfully  used 
for  sulphating  roast,  in  which,  on  some  ores,  88  per  cent,  of  the  copper 
was  soluble  in  water.  By  the  use  of  a  weak  acid,  which  can  be  made  at 
low  cost  from  the  escaping  gases,  the  extraction  has  been  increased  to 
98  per  cent. 

The  rabbles  and  rabble  arm.  Fig.  33,  can  easily  and  quickly  be  removed 
and  replaced. 

The  furnaces  are  built  both  with  open  hearth  or  muffle,  and  of  vary- 
ing diameters  and  number  of  hearths.  The  following  table  gives  the 
essential  figures  for  some  of  the  standard  sizes. 


No. 


1 

2 
3 
4 

5 
6 
7 
8 
9 
10 
U 


Diameter  outside 


Number  of 
hearths,  sq.  ft. 


Hearth  area, 
sq.  ft. 


Weight  of        Capacity  in  24  hours, 
metal  parts,  lb.        toas  of  2000  lb. 


9  ft.  9  in. 

9  ft.  9  in. 

12  ft 

12  ft 

16  ft 

16  ft 

20  ft 

20  ft 

21  ft. 

21  ft. 

22  ft. 


6  in. 
6  in. 
6  in. 


5 

217 

18,075 

2.5 

10.8 

7 

304 

22,075 

3.5 

15.0 

5 

373 

22,200 

4.3 

18.6 

7 

522 

26.600 

6.0 

26.1 

5 

725 

76,500 

8.3 

36.0 

7 

1015 

91,800 

11.6 

51.0 

5 

1245 

97,000 

14.3 

62.0 

7 

1743 

113,000 

20.0 

87.0 

5 

1470 

101,200 

16.9 

73.5 

7 

2058 

118,000 

23.6 

103.0 

3 

978 

76.300 

11.2 

48.9 

12       32  ft. 


787 


154,400 


100 


No.  12  furnace  is  designed  more  especially  for  chloridizing  purposes, 
and  the  capacity  shown  above  has  been  demonstrated  in  this  service. 

In  the  capacity  column  the  figures  at  the  left  are  based  on  ipoasting 
pyrites  containing  50  per  cent,  sulphur,  and  reducing  the  smphur  to 
'J  ]>er  cent,  in  the  roasted  ore. 

The  figures  at  the  right  in  the  capacity  column  are  based  on  smelter 
praetiee  where  concentrate  containing  35  to  38  per  cent,  sulphur  is 
roanteil,  the  sulphur  being  reduced  to  from  7  to  9  per  cent. 

\\\w\\  oil  is  used  as  fuel  it  can  be  introduced  through  port  holes 
anywhere  at  the  sides  of  the  furnace,  as  in  Fig.  32;  if  coal  is  used,  regular 
tlrt^-bo\es  art^  necessary,  as  shown  in  Fig.  41. 

The  Greenawalt  Porous  Hearth. — ^The  porous  hearth.  Fig.  34,  invented 
by  John  10.  Clreenawalt,  and  patented  in  1906,  is  applicable  to  any 
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fnniftce.  Some  rather  remarkable  results  have  been  obtained  in  roasting 
ores  by  the  use  of  this  device,  both  as  to  saving  of  fuel  and  capacity  per 
aqo&re  foot  of  hearth  area. 

The  essential  principle  involved  is  the  method  of  supplying  sufficient 
ur  for  the  ready  oxidation  of  the  incandesrent  sulphide  particles  not 
i&ectly  exposed  to  the  oxidizing  atmosphere  of  the  ronsting  clmmber. 
One  of  the  greatest  objections  to  rcverbcratory  furnaces  is  that  the  heat 
ind  mir  cannot  be  most  effectively  applied.     The  top  layer  of  tlic  ore  is 


Fia.  34.— Onu'iiawalt  poi 


exposed  to  the  highly  oxidizing  atmosphere,  but  thnt  below  the  surface 
is  in  an  atmosphere  which,  if  not  reducing,  is  certainly  not  highly 
oxidizing. 

To  obviate  these  difficulties  Greenawalt  conceived  the  idea  of  placing 
the  roasting  ore  on  a  porous  bod,  or  filter,  and  percolate  the  air,  either  up 
or  down,  through  the  ore  mass  and  porous  bed.  In  carrying  out  the 
first  experiments  in  a  hand  rcverbcratory  furnace,  certain  interesting 
results  were  obtained.  Tlie  air,  in  roasting  heavj'  sulphide  ores,  was 
not  found  to  be  of  much  benefit  in  the  early  stages  of  the  roasting,  but 
in  the  later  stages  it  proved  of  the  greatest  advantage,  .\nother  difficulty 
in  roasting  heavy  sulphide  ores  was  that  the  o.\idizing  effects  were  so 
violent  that  the  heat  evolved  sintered  the  charge  so  that  the  sintered 
portion  had  to  be  screened  from  the  roasted  ore  before  it  was  learned 
how  to  properly  regulate  the  draft  or  suction.  The  sintering,  or  agglom- 
eration, was  entirely  due  to  the  air  supply,  so  that  if  the  ore  was  to  be 
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roasted  without  agglomeration,  the  air  was  percolated  through  the  ore 
and  porous  bed  with  moderation,  while  if  agglomeration  or  sintering 
was  desired  the  air  was  used  with  considerable  suction  or  pressure, 
depending  upon  whether  down-draft  or  up-draft  was  employed.  Roast- 
ing, with  or  without  sintering,  was  found  to  be  purely  a  matter  of  air 
supply.     The  down-draft  gave  more  uniform  results  than  the  up-draft. 

The  amount  of  air  that  can  be  passed  through  a  bed  of  incandescent 
ore,  on  a  porous  hearth,  is  also  surprising;  as  much  as  14,000  cu.  ft.  of 
air  per  hour  have  been  passed  through  a  hearth  10  ft.  square,  continu- 
ously, without  disturbing  the  ore  particles. 

The  following  results  were  obtained  on  tests  made  by.  the  New  Jersey 
Zinc  Co.  with  the  demonstration  furnace  at  Denver.  The  furnace  has 
a  hearth  area  100  sq.  ft.  It  is  arranged  for  hand  rabbling  and  fired 
with  coal.  The  tests  were  made  under  the  supervision  of  W.  C.  Wetheril, 
consulting  engineer  and  metallurgist  of  the  Empire  Zinc  Co.,  and  Wm. 
H.  Paul,  assistant  engineer.  The  chemical  determinations  were  made 
by  the  company's  chemist,  E.  M.  Johnson. 


WITHOUT  AIR  (24  HOURS) 


Sulphur 


Total  S    '  Sol.  H.0       ®  v**^^    i   I°»oluble  S 


1 1 .00  a.  m.     Charged  raw  ore 34 . 3 

1.00  p.  m. — second  hour 19.5 

3.00  p.  m. — fourth  hour 17.6 

5.00  p.  m. — sixth  hour 16.6 

7.00  p.  m.— eighth  hour 12.8 

9.00  p.  m. — tenth  hour 11.4 

11.00  p.  m.— twelfth  hour 5.4 

1.00  a.  m. — fourteenth  hour 2.9 

3.00  a.  m. — sixteenth  hour 3.2 

5.00  a.  m. — eighteenth  hour 2.3 

7.00  a.  m. — twentieth  hour 1.1 

9.00  a.  m. — twenty-second  hour 1.4 

11.00  a.  m. — twenty -fourth  hour 2.5 

Rousted  ore,  final  average  of  entire  charge.  .....  3.1 


0.044 

0.11 

34.15 

0.760 

1.17 

17.57 

0.150 

0.37 

17.08 

0.150 

0.37 

16.11 

0.130 

0.39 

12.28 

0.120 

0.29 

10.99 

0.190     1 

0.62 

4.59 

0.110 

0.56 

2.23 

0.180   ; 

0.65 

2.37 

0.25 

0.78 

1.27 

0.15 

0.81 

0.14 

0.23 

0.87 

0.30 

0.72 

0.19 

0.59 

0.72 

1.17 

1.21 

SiOj 


Fe 


Zn 


Pb 


Crude  concentrates. . . . 
Roasted  concentrates 


/C 


i.e*^- 

1.6 


10.2  Tt 
11.6 


/c 


46.8'^ 
53.4 


5 
5.0 


7% 


Weight  of  charge,  raw,  2000  ll>. 
Weight  of  charge,  roasted,  1690  lb. 
Shrinkage.  310  lb. 
Coal  conBumed  (slack) ,  3052  lb. 


ROASTING  FURNACES 


133 


WITH  AIR  (12  HOURS) 


Sulphur 


Total 


Soluble 


Insoluble 


9.45  a. 
10.45  a. 
11.45  a. 
12.45  p. 

1.45  p. 

2.45  p. 

3.45  p. 

4.45  p. 

5.45  p. 

0.45  p. 

7.45  p. 

8.45  p. 

9.45  p. 
Roasted 


sou     Charged  raw  ore 

m. — first  hour 

m. — second  hour 

m. — third  hour 

m- — fourth  hour 

m- — fifth  hour 

m. — eighth  hour 

m. — seventh  hour 

m. — eighth  hour 

m. — ninth  hour 

m. — tenth  hour 

m. — eleventh  hour 

m. — twelfth  hour 

ore,  final  average  of  entire  charge 


34.3 

26.18 

21.03 

19.70 

17.90 

15.04 

11.61 

6.75 

3.17 

1.23 

1.12 

0.85 

0.68 

0.68 


0.11 
0.21 
0.25 
0.32 
0.34 
0.40 
0.42 
0.48 
0.56 
0.60 
0.63 
0.66 
0.50 
0.48 


34.5 

25.87 

20.87 

19.38 

17.56 

14.64 

11.19 

6.27 

2.61 

0.63 

0.49 

0.19 

0.18 

0.19 


SiOj 


Fo 


Zn 


Pb 


Crude  concentrates. . . 
Roa^tted  concentrates. 


1.6% 
1.6 


/O 


10.0^ 
11.8 


46.9% 
55.6 


5.8% 
3.3 


Furnace  charge  raw  ore,  weight  1800  lb. 
Furnace  charge  roasted  ore,  weight  1551  lb. 
Shrinkage.  249  lb. 
Coal  (slack)  consumed,  1160  lb. 

In  these  comparative  tests,  alternate  charges  of  ore  were  roasted 
without  and  with  air  passing  through  the  hearth,  other  conditions 
remaining  the  same. 

From  these  tests  it  was  concluded  that,  with  the  porous  hearth  the 
capacity  of  the  furnace  was  increased  from  two  and  one-half  to  three 
times;  that  the  amount  of  fuel  required  was  only  35  per  cent,  of  the 
amount  required  without  the  air,  and  that  the  total  cost  of  roasting  was 
reduced  by  65  per  cent. 

Two  mechanical  furnaces,  10  ft.  wide  and  100  ft.  long  were  then 
erected  to  roast  this  and  similar  material,  but  the  lead  and  other  ingre- 
dients of  the  ore  formed  a  smooth  crust  due  to  the  friction  of  the  ral)l)les 
with  the  stationary  ore  on  the  hearth,  which  soon  became  impervious 
to  the  air.  To  what  extent  such  ^  crust  would  form  in  roasting  other 
ores  is  somewhat  questionable.  In  silicious  ores,  like  tho.se  of  Cripple 
Creek,  no  crust  of  any  kind  is  discernible  between  the  moving  and 
stationary  ore  of  the  hearth,  even  after  furnaces  have  l)een  in  operation 
for  years.  The  stationary  ore  is  as  permeable  as  the  moving  ore.  I'nder 
such  conditions  no  crust  difficulties  should  arise,  and  the  cai)acity  of 
the  furnace  should  be  enormously  increased,  and  the  cost  of  roasting 
materially  diminished. 
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reVolvihg  furnaces 

Bruckner  Furnace. — ^The  Bruckner  furnace  was  introduced  in  Colo- 
rado in  1867,  and  since  that  time  has  been  more  or  less  generally  used 
both  in   oxidizing  and  chloridizing  roasting. 

The  furnace,  as  shown  in  Figs.  35  and  36,  consists  of  a  cylindrical 
shell  of  steel  plate,  with  circular  openings  at  each  end.  Two  circular 
tracks  are  fastened  around  the  cylinder,  at  equal  distances  from  the  ends. 
With  these  tracks  the  cylinder  rests  on  four  riding  wheels  or  rollers, 
which  are  mounted  on  strong  cast  iron  frames.  Two  of  the  rollers  have 
double  flanges  to  keep  the  cylinder  in  proper  alignment. 

A  revolving  motion  is  given  the  cylinder  by  means  of  cogs  and 
pinions,  so  adjusted  that  the  proper  reduction  in  speed  is  made  between 
the  driving  pulley  and  the  revolving  cylinder.  A  large  peripheral  cog 
is  fastened  to  the  cylinder,  which  meshes  into  a  pinion  of  suitable  size. 
Fig.  36  shows  the  mechanical  details  of  the  cylinder  and  driving  mech- 
anism for  a  furnace  8  1/2  ft.  diam.  by  18  1/2  ft.  long,  and  having  a 
capacity  of  8  to  11  tons  of  ore  at  a  charge. 

A  fire-box  is  placed  at  one  end  of  the  cylinder,  the  throat  of  which 
corresponds  with  the  central  end  opening;  while  a  similar  opening  at  the 
other  end  commimicates  with  the  stationary  flue  or  dust  chamber.  The 
fire-box  for  the  furnace  is  built  of  brick,  and  in  some  instances  it  is 
mounted  upon  wheels  so  that  it  may  be  removed  to  facilitate  the  relin- 
ing  of  the  shell.  When  a  complete  roast  is  desired,  a  stationary  fire-box 
is  to  be  preferred  over  a  removable  one. 

There  are  four  doors  in  the  cylinder;  two  of  these  are  placed  diamet- 
rically opposite  the  other  two.  The  doors  serve  for  charging  and  discharg- 
ing the  ore.  A  hopper  is  placed  above  the  furnace  large  enough  to  hold 
a  charge  of  the  material  to  be  roasted;  this  hopper  has  two  outlet  spouts, 
each  provided  with  a  slide,  which  corresponds  with  the  furnace  doors. 

The  shell,  as  well  as  the  ends,  are  lined  with  brick.  Provision  is 
made  in  the  driving  mechanism  to  regulate  the  speed  from  one  revolution 
per  minute  to  one  revolution  in  3  minutes. 

The  ends  of  the  cylinder  are  sometimes  contracted  to  facilitate 
discharging  of  the  ore,  but  this  is  not  necessary,  except  for  large  furnaces. 

These  furnaces  are  usually  built  of  various  standard  sizes;  the  di- 
mensions, weights,  and  capacities,  are  approximately  as  follows: 

BRUCKNER  ROASTING  FURNACES 


Size  of  furnace     '   Weight  of  iron  work 


Number  I  Number         >       Capacity,  per 


fire  brick         !    common  brick 


charge,  tona 


6  X12  '  17,8001b.  ;             1,300  18,000  4 

7  X18  '  30,0001b.                          1,700  20,000  \  6'to    8 

8  1/2X18  1/2  I  62,0001b.  j             2,800  I           25,000  ,  8  to  11 
8  1/2X28  !  69,0001b.                         3,300  <  27,000  I  16  to  26 
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In  the  operation  oiF  the  furnace  two  of  the  doors  in  the  cylinder  are 
opened  and  brought  directly  under  the  hopper  spouts.  The  slides  are 
then  withdrawn  and  the  charge  allowed  to  run  in.  The  furnace  is  then 
given  a  slight  turn  to  bring  it  in  a  convenient  position  to  close  the  doors, 
which  are  then  fastened  as  tight  as  possible. 

The  cylinder  is  then  revolved  and  a  strong  fire  maintained,  until 
the  sulphur  is  well  ignited.  If  the  charge  being  roasted  is  heavy  sul- 
phide ore  or  pyritic  concentrates,  the  firing  is  discontinued  after  the 
sulphur  is  thoroughly  ignited.  The  heat  developed  by  the  burning 
sulphur  is  considerable,  and  if  augumented  by  external  firing,  caking 
and  balling  of  the  ore  would  take  place. 

Usually  two  charges  of  ore  are  roasted  in  24  hours.  If  the  ore  is  a 
heavy  sulphide,  the  furnace  can  be  run  from  three  to  four  hours  with- 
out firing.  If  the  ore  is  being  chloridized,  salt  is  then  added,  and  the 
roasting  continued  with  a  moderate  fire.  The  temperature  may  be 
observed,  and  scoop  samples  taken,  from  a  hole  back  of  the  flue.  When 
the  roasting  has  fairly  well  progressed,  the  charge  in  the  furnace  loses  its 
tendency  to  run  like  a  liquid,  and  assumes  an  inclined  position,  up  to 
45  degrees.  This  unequally  distributed  weight  acts  against  the  direction 
of  the  motion,  and  if  the  clutch  is  thrown  out  in  order  to  stop  the  furnace, 
this  weight  will  pull  the  furnace  back  nearly  a  quarter  of  a  turn.  If  the 
ore  is  given  a  chloridizing  roast,  the  salt  is  introduced  through  two  of  the 
doors  and  well  scattered  over  the  charge. 

When  the  roasting  is  finished  two  cars  are  pushed  under  the  furnace, 
one  for  each  door.  All  four  doors  are  then  opened  .and  the  furnace 
again  revolved.  The  receiving  cars  are  made  narrow  so  that  no  ore 
is  dropped  beyond  the  confines  of  the  car,  because  the  ore  discharges 
through  the  doors  over  a  large  arc. 

The  revolving  motion  of  the  Bruckner  furnace  should  be  t^low.  The 
ore,  in  any  case,  is  continuously  changing  its  position  and  exposing  new 
surfaces.  There  is  no  advantage  in  moving  the  ore  more  rapidly  than 
the  ore  at  the  surface  can  be  oxidized.  One  revolution  in  two  or  three 
minutes  should  be  ample. 

In  the  larger  sized  Bruckner  furnaces,  the  ore  is  exposed  to  rather 
an  uneven  heat.  That  near  the  fire-box  is  at  a  considerably  higher  tem- 
perature than  the  ore  at  the  further  end,  from  18  to  28  ft.  distant.  To 
overcome  this  defect,  O.  Hofmann  modified  the  Bruckner  furnace  bv 
placing  a  fire-box  at  both  ends,  and  arranged  so  that  the  fire-l)oxes  could 
be  used  intermittently,  ])y  damper  arrangements  connecting  with  the 
flue,  or  dust  chamber. 

The  cylinders  are  made  to  revolve  slowly;  the  smaller  ones  by  apply- 
ing power  to  a  shaft  carrying  the  friction  rollers,  the  larger  ones  by  a 
pinion  which  engages  a  spur  gear  surrounding  the  cj^linder. 

Howdl-White  Furnace.— The  Howell- White  furnace,  Figs.  ;37  and  38, 
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consists  easfiitiully  of  a  loug  tclcscope-sliaped  cast-irou  cyliiidor,  mat 
in  sections  with  cast  flanges,  carefully  fitted,  and  bolted  together.  Tin 
cylinder  is  supported  on  a  system  of  rings  resting  on  friction  wheels,  aniT 
guided  in  a  central  position  by  rollers  in  upright  frames,  and  revolved  by 
friction  of  the  wheels  operated  by  gears  and  pulleys.  The  flame  passes 
through  the  revolving  cylinder  from  a  fire-box  at  one  end  to  the  flue  at  the 
other. 

That  one-third  portion  of  the  cylinder  nearest  the  fire  has  a  larger 
external  diameter  than  the  part  next  the  flue,  but  it  is  lined  with  fire 
l»rick  to  make  its  internal  diameter  the  same  as  that  of  the  smaller  pari, 
which,  although  unlincd,  stands  the  heat  very  well.  In  some  instancea 
the  entire  cylinder  is  lined,  and  this  is  probably  the  best  when  the  ore  is 


Fio.  37.— Howel- White  fumMO. 


Projecting  fire  brick,  arrang;ed  spirally  in  the  briek-lined  portio 
assist  in  oxidation  by  raising  and  showering  the  ore  through  the  flam 
which  passes  directly  through  the  cylinder.  When  the  feed  end  of  t 
furnace  is  not  lined  with  brick  cast-iron  projections  are  provided  for  t 
same  purpose.  These  projections  make  large  quantities  of  dust,  son 
times  from  30  to  50  per  cent,  of  the  ore  charged,  and  for  that  ri 
frequently  omitted. 

The  cylinder  is  inclined  slightly  toward  the  discharge  end  i 
to  advance  the  ore  gradually  against  a  constantly  increasing  temperatU) 
The  furnace  is  fed  at  the  upper  end  with  dry  ore  by  means  of  a  ecii 
feeder,  and  theu  makes  its  way  automatically  toward  the  lower  end  of  q 
furnace,  where  it  passes  out,  dropping  between  the  end  of  the  cylin 
and  the  fire-box,  into  the  vault. 

On  accoimt  of  the  excessive  dust  from  the  furnace,  an   auxiliu 
fire-box  is  usually  placed  at  the  flue  end  of  the  furnace  for  roasting  t 
tlue  dust  as  it  pusses,  suspended  in  the  air,  into  the  dust  chamber, 
the  spiral  projections  are  omitted  from  the  cylinder,  the  auxiliary  i 
to  roast  the  dust  may  also  be  omitted.    The  ore  as  fed  into  the  lum 
has  its  sulphur  fairly  well  eliminated  before  it  cumiu  against  lh«  more 
less  direct  flame  from  the  fire. 
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The  fumaee  requires  ver\-  little  repair,  aad  very  tittle  puwer  to  run 
it,  while  its  capacity  is  quite  large.  The  revolving  speed  of  the  furnace 
13  adjustable;  and  may  varj-  from  three  to  eight  revolutions  per  minute, 
the  larger  furnaces  revolving  more  slowly  than  the  smaller  ones. 

Fig.  37  shows  a  longitudinal  elevation  of  the  furnace  and  Fig.  38.  a 
section  through  the  discharge  end. 


Discharge  end  and  o 


The  following  table  gives  the  standard  sizes  of  the  Howell-White 
furnace,  with  weights,  material,  capacities,  etc. 

HOWELL-WHITE  RO.\STERS 


Capwaty  k 


Wd( 


Fm  brick 


52xaa 

34 

50ioeo 

5ZXS3 

34 

60  to  70 

22,000 
28,000 
28,000 
31,000 
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in  seci 

cyliiu'- 

guide 

fricti' 

throi  i 

otfat-r 

extci 
briol 
wliii ' 
tli<- 
giv. 
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This  furnace  has  been  largely  used  for  chloridizing  roasting;  when 
so  used  the  salt  must  be  fed  in  with  the  ore.  A  portion  of  the  salt  may 
lie  added  as  the  ore  drops  into  the  vault,  after  passing  through  the 
cylinder. 

Muffle  Furnaces. — All  of  the  well-known  designs  of  standard  rever- 
beratories  may  be  modified  to  muffle  furnaces  by  placing  flues  under  the 
hearth,  and  by  having  two  concentric  arches  over  the  reverberatory 
chamber. 

A  niodifieation  of  the  hand  reverberatory  for  muffle  roasting,  in 
chloridizing  pyritic  cinders,  is  shown  in  Fig.  49,  page  263. 


StetUon  D  D 
Fio.  40, — Edwards  muffle  furnace.     TranHVeree  section. 


.V  modification  of  the  Brown  furnace  for  muffle  roasting  is  shown  in 
Fig.  39;  for  the  Edwards,  in  Fig.  40;  for  the  Wedge,  in  Fig.  41,  and  for 
the  Allia-Chalmora  McDougal,  in  Fig,  42.  These  illustrations  fairly 
represent  the  modifications  required  for  the  straight  line  chain-driven 
roasters;  the  straight  line  circular  rabbled  roasters,  and  the  multiple 
hearth  furnaces  with  central  revolving  shaft. 

Muffle  furnaces  arc  not  as  economical  as  reverboratorios,  but  for 
certain  work  present  recognized  advantages.  The  heat  can  be  regulated 
more  uniformly  and  the  amount  of  dust  is  minimized.     In  chloridizing 
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roasting,  muffle  furnaces  present  the  decided  advantage  that  the  volatS 
metals  in  the  fumes  can  be  more  readily  condensed  and  recovered. 
reverberatories,  or  other  direct-fired  furnaces,  the  gaaes  from  the  fires  a 
mixed  with  those  from  Ihe  ore,  so  that  the  volume  of  gases  passia 
through  the  condensers  for  the  recovery  of  the  volatilized  values  is  qui 
large,  and  by  far  the  large-st  amount  of  air  in  such  cases  is  due  to  t 
combustion  of  the  fuel.  In  ehloridizing  roasting  only  that  part  of  t 
furnace  containing  the  ore  after  the  salt  is  added  need  be  muffled. 

A  combination  of  revevberatory  and  muffle  can  frequently  be  used  f 
advantage  to  avoid  excessive  dusi  loss,  and  where  it  is  intended  to  ma] 


1 

M~   i^                                1 

1 

f 

1          is             -                 1 

I 

v-y  \ 

. 

Fia.  41. — Wedge  muffle  furnace. 

sulphuric  aeid  to  leach  the  copper  from  the  roasted  ore.     Fig.  42  shows 
such  a  furnace,  in  which  the  three  lower  hearths  are  muffled  with  special 
tile  to  keep  the  products  of  combustion  from  the  fire-boxes  separate 
from  the  sulphur  dioxide  gases;  the  furnace  is  equipped  with  uptakes  for 
conveying  the  gases,  and  a  separate  stack  is  arranged  with  connections 
to  the  muffles  for  taking  away  the  gases  of  combustion.     If  sulphuric 
acid  is  to  be  made,  furnaces  may  be  muffled  so  as  lo  get  the  masimuin 
sulphur  dioxide  content  in  the  furnace  gases  for  the  manufacture  oft! 
acid,  and  the  remaining  sulphur  in  the  ore  can  then  be  eliminated  1 
a  continuation  of  the  same  hearth  into  a  reveiberatory  chamber  I 
which  the  fumes  from  the  ore  and  from  the  fuel  commingle  and  i 
out  together,  and  separately  from  the  sulphur  gases  from  the  t 


ROASTING  FURNACES 


Flu.  42. — Allia-Chaltnera  McDougal  muffle  furnace. 


144  HYDROMETALLURGY  OF  COPPER 

Fig.  41  shows  a  muffle  furnace  now  largely  used  in  the  chloridizing  roast- 
ing of  cupriferous  pyritic  cinders  for  the  extraction  of  the  copper.  This 
t^-pe  of  furnace  is  replacing  the  hand  muffle  furnaces  used  for  that 
purpose. 

Ore  Coolers. — After  roasting,  it  is  necessary  to  cool  the  ore  before 
charging  it  into  vats  or  agitators  for  chemical  treatment.  The  cooling 
in  almost  all  of  the  furnaces  is  done  in  combination  with  the  roasting  by 
a  mechanical  device  similar  to  the  rabbling  mechanism  of  the  furnace. 
Usually,  as  in  the  case  of  the  Pearce,  Holthoff-Wethey,  and  Wedge 
furnaces,  by  dropping  the  ore  to  a  lower  open  hearth  and  continuing  the 
rabbling  as  in  the  roasting.  Frequently  the  cooling  hearth  is  made  of 
water  jackets,  or  pipes,  through  which  cold  water  is  continually  circulated. 
When  the  design  does  not  conveniently  lend  itself  to  the  use  of  a  lower 
hearth,  the  ore  is  cooled  by  a  rabbling  device  similar  to  the  roasting 
mechanism,  and  either  connected  with  it,  or  as  a  separate  apparatus. 
A  push  conveyor,  with  water  jacketed  bottom,  arranged  to  deliver  the 
cooleii  ore  to  the  leaching  plant,  makes  a  good  cooler.  In  Figs.  20  and 
22  the  lower  hearth  of  the  furnace  is  used  to  cool  the  ore. 

Dust. — Dust  presents  one  of  the  most  serious  problems  in  roasting. 
If  the  ort*  ftni  into  a  furnace  contains  an  excessive  amount  of  dust,  the 
capacity  is  rtnluced.  In  one  of  the  Cripple  Creek  mills,  when  the  ore  in 
( ho  supply  bins  became  low  and  contained  an  excessive  accumulation  of 
Uust»  the  oa^vaoity  of  the  furnaces  was  reduced  from  100  to  90  tons  per 
day.  but  this  decreased  capacity  was  of  short  duration,  as  the  bins  soon 
iHvaJtuo  empty  and  a  fresh  supply  of  ore  had  to  be  provided.  Ore 
c»us1k\1  cw^HHliugly  fine  cannot  be  roasted  at  the  same  rate  as  ore 
oiusIunI  it\m\  S  to  20  mesh. 

Ml  t  uriiav^'^  make  more  or  less  dust  in  roasting,  which  if  not  recovered, 
»A  juvv^outs  a  s^t^ious  loss;  and  if  recovered,  an  additional  expense.  A 
vlucvi  ohviiulvt  is  usually  a  necessary  adjunct  to  a  roasting  furnace,  and 
uuisi  Iv  K^k\nv  into  account  in  a  roasting  installation. 

b\»i  >irt4i,iiht  lino  roverberatory  furnaces  the  dust  recovered  in  suitable 
Uuvxi  V  h^itnWn-s  varies  from  1.5  to  3.5  per  cent,  of  the  ore  roasted.  Much 
vU  ^K  avis  v»u  Uio  nature  of  the  ore  and  the  speed  of  travel  of  the  rever- 
Nxt.uv^iv  ^>*iN\Ns.  In  multiple  hearth  furnaces  the  recovery  in  the  dust 
V  hvVHilvjN  wul  visually  be  from  3.5  to  5  per  cent,  in  careful  work.  In  re- 
\  vSN  u»^  t  \r  tuiv \vi,  the  dust  recovery  in  the  flues  or  chamber  is  quite  large. 

M  W  \v^^\  lVn\owit2  gives  as  an  example^  a  battery  of  six  roasting 
lUMUivvv.  w  •. !\  j^  capacity  of  20  tons  each  of  Kalgoorlie  ore  daily,  that 
lui.A  -sx  M  .  r  r.vUvsl  to  25-mesh  screen.  These  furnaces  are  connected  with 
^  ilvu^  t^\*  \  :  \  r  tt.  and  a  stack  100X6  ft.  with  a  1/2-in.  draft.  Twenty 
ivK4^  v^;    ^,v^  vv,;v;  i^n^  ooUoctod  monthly,  which  amounts  to  about  3.5  per 
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As  a  rule  the  dust  collected  from  the  dust  chambers  is  not  well 

roasted.     This  is  largely  due  to  the  fact  that  the  partially  heated  ore  dusts 

more  than  after  it  has  been  heated  to  incandescence,  but  more  largely 

due  to  the  rapid  travel  of  the  fuel  and  furnace  gases  over  the  partially 

heated  ore  at  the  rear  of  the  furnace.     Roasting  furnaces,  as  usually 

built,  exhaust  all  the  gases  from  one  opening  at  the  rear  of  the  furnace, 

so  that  as  each  fire-box  discharges  its  gases  into  the  roasting  chamber, 

the  draft,  or  speed  of  travel  of  the  gases  against  the  roasting  ore  must 

be  proportionately  increased  with  each  addition.     At  the  rear  of  the 

furnace  all  the  fire-boxes  have   poured  their  gases  into  the  roasting 

chamb.er,  and  as  the  ore  is  rabbled,  the  rapid  movement  of  the  gases 

over  it,  whip  a  large  proportion  of  the  finer  unroasted  material  into  the 

dust  chamber. 

There  is  no  reliable  data  available  on  the  dust  loss  through  the  stacks. 
It  is  probably  more  than  usually  supposed.  In  one  of  the  Cripple  Creek 
mills  there  was  at  one  time  an  unaccounta])le  loss  of  values  amounting 
to  1  per  cent.  It  was  thought  that  much  of  this  was  due  to  dust  losses 
in  the  furnace  stack. 
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TYPICAL  EXAMPLES  OF  ROASTING 

Roasting  of  Cripple  Creek  Ores. — Most  of  the  ores  in  Cripple  Creek 
are  roasted  before  chemical  treatment.  The  amount  roasted  per  day 
is  about  1500  tons.  The  ore  after  roasting  is  treated  both  by  the  chlorina- 
tion  and  cyanide  processes.  All  the  furnaces  now  in  use  are  designed  to 
roast  100  tons  of  ore  daily.  Of  the  furnaces  in  regular  operation,  there 
are  three  Pearce  furnaces;  six  Holthoff-Wethey;  eight  Edwards,  and 
one  Holthoflf  revolving  hearth.  All  of  these  furnaces  are  giving  satis- 
factory results. 

The  average  chemical  composition  of  Cripple  Creek  ores  which  are 
roasted,  is  about  as  follows: 


Al,03, 
CaO, 
MgO, 

BaO,  trace 
Fe, 


60  to      70  per  cent. 

18  to      22  per  cent. 

1 . 5  to    2.5  per  cent. 

0.1  to  0.25  per  cent. 

to  0 .  25  per  cent. 

3 . 0  to  7 . 0    per  cent. 


S,  1 . 5  to  3 . 0    per  cent. 

Pb,  trace        to  0.10  per  cent. 

Zn,  trace        to  0.10  per  cent. 

Mn,  trace       to  0.15  per  cent. 


0.10  per  cent. 

x«xt,       ..c..^  vv,      0.15 

K  and  Na,  5 . 0  to  10.0    per  cent. 
Te,  trace. 

Cu,  trace. 


The  ore  as  it  comes  from  the  mines  is  crushed  through  rock  breakers 
and  rolls  to  pass  through  8-  to  16-mesh  screens.  The  oxidized  ore,  as  it 
comes  from  the  mines,  contains  as  low  as  0.25  per  cent,  sulphur;  the  un- 
oxidized,  from  the  deeper  levels,  contains  as  much  as  5  per  cent.;  the 
average  for  the  different  mills  ranges  between  1.5  and  2.75,  depending 
on  the  condition  of  the  mines  from  which  most  of  the  ore  comes. 

Ore  low  in  sulphur — from  1.0  to  2.0  per  cent. — is  roasted  until  it 
contains  between  0.25  and  0.60  per  cent.;  that  carrying  from  2.25  to  3.25 
per  cent,  to  between  0.50  and  0.85  per  cent.  All  of  the  mills  are  at  pres- 
ent equipped  with  furnaces  which  regularly  roast  100  tons  of  ore  con- 
taining from  1.5  to  2.5  per  cent,  sulphur;  when  the  sulphur  exceeds  2.5 
per  cent,  the  capacity  is  likely  to  be  reduced  to  90  tons,  while  on  the 
contrary,  if  the  sulphur  is  about  1.5  per  cent,  or  less,  the  capacity  may 
exceed  120  tons  per  day  of  24  hours.  The  hearth  area  of  these  furnaces 
is  between  1200  and  1500  sq.  ft.;  the  grate  area  about  75  sq.  ft. 

Many  of  the  furnaces  are  fired  with  producer  gas.  The  ore  coolers 
are  usually  located  directly  under  the  roasting  hearths  and  form  part  of 
the  furnace,  so  that  the  ore  on  issuing  from  the  roasting  hearth  drops  to 
the  cooling  hearth,  to  be  turned  over,  cooled,  and  advanced  by  the  cool- 
ing hearth  rabbles. 
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The  consumption  of  fuel  varies  from  10  to  1 5  tons  of  Western  bituminous 
coal  per  100  tons  of  ore  roasted.  Lignite  is  used  to  some  extent,  but  is 
not  as  effective  as  the  longer  flame  bituminous.  Oil  and  residuum  are 
also  used,  but  in  connection  with  coal.  If  they  are  used  together  it 
takes  5  tons  of  coal  and  150  gallons  of  oil  per  100  tons  of  ore. 

The  ore,  in  roasting,  is  given  an  initial  temperature  at  the  first  fire-box 
of  1200  to  1300°  F.  and  at  the  last  fire-box  from  1400  to  1500°  F.  The 
temperature  of  the  fuel  gases  entering  the  reverberatory  chamber  is 
approximately  ISOff*  F.  The  ore  never  attains  this  temperature,  because 
it  is  being  continually  stirred  and  advanced,  so  that  only  the  top  layer 
is  momentarily  exposed  to  the  higher  temperatures. 

The  charge  remains  in  the  roasting  furnaces  from  2.5  to  3.0  hours, 
and  on  the  cooling  hearth  from  1.5  to  2.5  hours.  The  bed  is  from  2.5  to 
3.5  in.  thick.  In  some  of  the  furnaces  the  ore  is  rabbled  every  17  seconds; 
in  others  every  35  seconds. 

One  man  attends  a  furnace;  he  usually  has  a  helper  to  wheel  the  coal 
and  ashes.     One  such  helper  attends  several  furnaces. 

The  cost  of  roasting  ranges  from  45  to  55  cents  per  ton,  estimated 
approximately  as  follows,  per  100  tons: 


Coal,  12  tons,  at  $2.00  per  ton, 

$24 . 00 

Three  furnacemen,  8-hour  shifts,  at  $2 

50, 

7.50 

Coal  and  ash  trammer. 

• 

2.25 

General  repairs,  oil,  water,  etc.. 

5.00 

Power, 

5 .  00 

Interest  on  investment,  at  6  per  cent., 

3.50 

Cost  per  100  tons. 

$47 . 25 

Cost  per  ton, 

0.4725 

To  this  must  be  added  the  proportional  share  of  administration,  etc., 
which  will  bring  the  cost  per  ton  about  50  cents.  These  estimates  in- 
clude cooling  and  conveying. 

The  furnaces  do  not  give  much  trouble.  It  is  not  unusual  to  have  a 
100-ton  furnace  in  continuous  operation  for  months  without  a  serious 
shut-down  and  no  appreciable  repairs;  with  occasional  changing  of  the 
rabbles  the  roasting  proceeds  indefinitely. 

The  accumulation  of  the  dust  in  the  dust  chambers  is  usually  from 
1.5  to  2.5  per  cent.;  in  some  mills  it  is  re-treated  with  the  ore,  while  in 
others  it  is  shipped  to  the  smelters,  after  briquetting.  The  dust  is  not 
well  roasted,  and  contains  much  undccomposed  pyrites,  and  is  high  in 
soluble  sulphates.  When  the  dust  is  treated  in  the  mills,  it  is  automatic- 
ally again  fed,  with  the  ore,  into  the  furnaces,  and  in  this  way  worked 
up  with  regular  charges. 

The  average  value  of  the  dust  is  higher  than  that  of  the  ore;  this  is 
doubtless  due  to  the  fact  that  in  crushing,  the  sulphides  and  telluridcs 
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are  pulverized  more  than  the  quartz.  There  has  not  been  any  appreci- 
able loss  found  by  volatilization  in  oxidizing  roasting. 

Roasting  Arsenical  Sulphide  Ore  at  the  Golden  Gate  Mill,  Mercur, 
Utah. — The  ore  contains  about  5  per  cent,  sulphur,  and  from  4  to  6  per 
cent,  arsenic,  and  small  quantities  of  lead  and  copper.  It  is  crushed  to 
10  mesh,  when  it  is  delivered  to  the  roasters.  The  gold  in  the  ore  is 
found  in  minute  cleavage  planes  and  crevices,  and  is  easily  attacked  by 
the  cyanide  solution;  for  this  reason,  crushing  to  10  mesh  is  required 
only  for  the  sake  of  quick  and  complete  roasting,  and  not  for  the  purpose 
of  facilitating  the  leaching. 

The  plant  consists  of  four  coal-fired  roasters,  125  ft.  long  by  12  1/2  ft. 
wide.  Each  furnace  consists  of  a  single  roasting  hearth,  whose  roof 
serves  as  a  cooling  hearth.  The  ore  is  fed  into  the  lower  level,  and  is 
moved  continuously  in  one  direction  by  travelling  rabbles.  Escaping 
from  the  end,  it  is  elevated  to  the  upper  hearth,  where  it  again  travels  the 
length  of  the  furnace,  exposed  to  the  air. 

The  ore  occupies  about  four  hours  in  roasting,  and  the  same  length 
of  time  in  cooling.  Its  volatile  components  are  reduced  from  5  per  cent, 
sulphur,  and  4  to  6  per  cent,  arsenic,  in  the  raw  state,  to  0.6  per  cent,  sul- 
phur and  0.8  per  cent,  arsenic  in  the  roasted  ore. 

During  the  year  ending  June  30,  1906,  four  roasters  were  in  operation 
for  46  days,  five  roasters  for  237  days,  and  six  roasters  for  82  days. 
The  total  number  of  roaster  days  was,  therefore,  1861.  As  126,358  tons 
of  sulphide  ore  were  roasted,  the  average  work  was  68  tons  per  roaster 
per  day.  The  operation  costs,  including  maintenance  and  repairs,  for 
the  year  1906  were  as  follows: 

Coal, 

Labor, 

Power  and  other  items, 

$126,039  $0,998 

Slack  coal  is  burned  which  costs  $5.25  delivered.  The  labor  consists 
largely  of  firemen  who  receive  $2.75  for  eight  hours.  ^ 

Roasting  of  Casilas  Concentrates,  Victoria,  Australia.^ — The  following 
is  an  average  analysis  of  the  concentrate:  Lead,  4.48  per  cent.;  zinc, 
5.26  per  cent.;  iron,  31.65  per  cent.;  arsenic,  15.16  per  cent.;  sulphur 
31.63  per  cent.;  unestimatcd,  11.91  per  cent.;  the  copper  rarely  exceeded 
1  or  2  per  cent.  It  was  usual  to  make  from  15  to  20  per  cent,  concen- 
trate, running  from  3  to  4  oz.  of  gold,  and  containing  over  50  per  cent, 
of  the  total  gold  value  of  the  ore  crushed.  The  tailings  from  the  stamp 
battery  and  concentration  tables  are  cyanided,  and  the  concentrate 
chlorinated. 

^E.  and  M.J.,  Nov.  10,  190G. 

2  Francis  li.  Stephens,  E.  and  M.  J.,  July  29,  1905. 


Total 

Per  ton 

$73,759 

$0,583 

33,736 

0.267 

18,544 

0.146 
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It  was  found  that  short  hand-rabbled  reverberatories  were  unsuitcd 
for  roasting  the  concentrate  on  account  of  the  charge  fusing  too  easily. 
As  the  galena  could  not  all  be  separated,  some  form  of  mechanical 
furnace  was  necessary,  and  two  Edwards'  mechanical  furnaces  with 
60-ft.  hearths  were  installed.  One  man  per  shift  of  8  hours,  attended 
to  all  the  work  of  the  two  furnaces,  with  a  weekly  capacity  of  30  to  35  tons 
each.  The  furnace  man  charged  the  hoppers,  stoked  the  two  furnaces, 
and  looked  after  the  engine  and  dynamo  for  lighting  the  works.  The 
fume  was  lead  into  a  brick  flue  300  ft.  long  and  5  ft.  by  4.  ft.  inside,  with 
a  40-ft.  iron  stack  2  1/2  ft.  in  diameter. 

The  height  of  the  top  of  the  stack  above  the  hearth  of  the  furnaces 
was  70  ft.;  small  dust  chambers  were  built  between  the  ends  of  the  fur- 
nace and  the  flue.  The  iron  stack  did  not  suffer  at  all,  and  acted  as  an 
excellent  arsenic  condenser.  It  was  necessary  to  clean  the  whole  length 
of  the  flue  every  three  months;  about  30  tons  of  deposit  being  obtained. 

The  flue  dust  for  the  first  100  ft.  consisted  partially  of  roasted  con- 
centrate and  arsenic  soot,  assaying  about  3  oz.  in  gold  per  ton,  or  about 
the  same  value  as  the  concentrate  roasted.  The  last  200  ft.  of  the  flue 
contained  arsenic  soot  comparatively  free  from  concentrate,  and  assayed 
7  1/2  dwt.  The  arsenic  at  the  base  of  the  stack  had  to  be  cleared  out 
weekly. 

Just  before  the  finish  of  the  roast,  1  to  1  1/2  per  cent,  salt  was  added 
to  the  concentrate  in  order  to  obtain  a  sweet  roast.  No  evidence  of  loss 
of  gold  by  volatilization  could  be  obtained. 

The  roasted  ore  discharged  into  a  push  conveyor  which  carried  the 
ore  to  a  steel  bucket  elevator;  this  took  it  to  a  cooling  ])in  over  the  treat- 
ment vats.  Dry  wood  was  used  as  fuel;  any  green  sticks  getting  in 
generally  had  the  effect  of  throwing  back  the  charge  to  magnetic  oxide. 
Badly  roasted  ore  set  hard  in  the  vats,  while  roasted  ore  did  not.  The 
ore  in  the  hand-rabbled  furnaces  always  roasted  black;  while  in  the 
mechanical  furnaces,  it  roasted  chocolate  color,  but  never  bright  red. 
The  brighter  the  color  obtained  in  roasting,  the  better  the  roast;  although 
the  magnet  failed  to  show  any  difference.  Practically  no  zinc  was  sent 
to  the  flue,  the  heat  not  being  high  enough;  it  was  in  the  roasted  ore 
mostly  as  sulphate  or  basic  sulphate. 

During  the  chlorination  treatment,  the  zinc  was  almost  all  leached 
out  by  the  sulphuric  acid,  but  the  amount  of  zinc  seemed  to  have  no 
influence  on  the  extraction,  other  than  to  prolong  the  period,  through 
packing  of  the  charge  in  the  vats  as  the  zinc  leached  out.  The  chlorine 
solution  used  had  a  strength  of  0.09  to  1.2  per  cent,  of  chlorine,  and  from 
0.5  to  1  per  cent.  siil|)luiric  acid,  over  and  a])ove  the  amount  ret^uired  to 
combine  with  the  ])eacliing  powder.  Tlie  copper  gave*  very  little  trouble. 
An  extraction  of  So  per  cent,  was  obtained  on  well-roasted  ore,  the 
loss  amounting  to  1  to  2  dwt.  per  ton  crushed.     Numerous  experiments 
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were  carried  out  to  try  and  better  the  extraction,  but  with  no  success, 
although  they  led  to  a  steady  decrease  of  the  cost  of  chemicals.  Fine 
grinding  after  roasting  gave  no  better  results.  The  cost  of  roasting  the 
concentrate  at  the  rate  of  54  tons  per  week,  was  as  follows: 


Wages, 
Fuel, 
Repairs, 
General  charges. 

Cost  per  ton  roasted. 


$0,946 
1.066 
0.040 
0.446 

$2,498 


Notwithstanding  the  extremely  refractory  nature  of  the  concentrate, 
over  50  per  cent,  was  saved  by  roasting  and  chlorinating,  over  the  cost 
of  shipping  to  the  smelters.  The  concentrate  sometimes  carried  as  high 
as  20  per  cent.  zinc. 

Roasting  at  Kalgoorlie.  * — The  ore  is  crushed  dry  in  Krupp  ball  or  Griffin 
mills  and  roasted  in  Edwards  or  Merton  furnaces.  At  the  Kalgurli  mine 
the  nine  No.  5  Krupp  mills,  eight  of  which  are  in  continuous  use,  are  capable 
of  putting  through  between  10,000  and  1 1 ,000  ton3  per  month.  These  mills 
maintain  a  duty  of  45  tons  per  24  hours  when  crushing  through  a  37- 
mesh  screen.  The  load  of  balls  weighs  about  2300  lb.;  one  18-lb.  ball  is 
added  every  day  to  compensate  for  wear  and  tear.  The  mills  run  at 
25  r.  p.  m.  and  require,  including  their  share  of  counter-shaft  friction 
and  dust  fans,  25  h.  p.  The  cost  for  crushing  through  37-mesh  screen 
at  the  South  Kalgurli  is  79  cents  per  ton;  the  cost  at  the  Associated 
and  Associated  Northern,  crushing  through  27-mesh  screen  in  ball  mills, 
is  59  cents. 

The  following  table  gives  the  essential  facts  for  roasting  at  the  Kal- 
goorlie mines: 


ROASTING  FURNACES  AT  KALGOORLIE  MINES 


Mine 


Type  of 
furnace 


Area  of 
hearUi 


Average 

tonnage 

(24  hours) 


Sulphur 

in  ore 

per  cent. 


Fuel  oon- 

sumption 

per  cent. 

(wood) 


A.ssociated  Northern Merton.. .  .  j 

Kalgurli '  Edwards... 

Kalgurli I  Edwards...; 

Perseverence Edwards... 

Great  Boulder Edwards... 

Groat  Boulder Merton.. .  . 

South  Kalgurli Merton.. .  . 

Associated Merton.. . . 


630  sq.  ft. 

70X9  ft.  6  in. 

63X9  ft.  0  in. 

121X13  ft.  6  in. 

61X6  ft.  6  in. 

422  sq.  ft. 

617  sq.  ft. 

445  sq.  ft. 


23 

5.0 

23 

4.2 

22 

4.2 

93 

4.0 

25 

3.5 

25 
36 
20 


3.5 
3.8 
6.1 


12.2 
13.0 
13.0 
11.0 
9.2 
9.2 
10.6 
10.0 


Cost 
per 
ton 


61.0^ 
68.4^ 

65.8^ 
59.2^ 
59. 2i 
64.0^ 
63.0^ 


Fuel  represents  about  50  per  cent,  of  the  total  roasting  costs. 


Gerard  W.  WiUiams,  E.  and  M.J.  Feb.  15,  1908. 
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Recently  *  at  the  Associated,  the  smaller  Merton  furnaces  have  been  re- 
placed by  the  larger  sized  Edwards  furnaces.  The  sulphur  in  the  ore 
averages  about  5.5  per  cent.  The  ore  gets  a  dull  red  heat  about  the 
fifth  rabble  from  the  end.  The  furnaces  average  about  95  tons  per  day 
each.  They  are  motor  driven,  and  use  6  amperes  at  550  volts  each. 
(4.4  h.  p.).  The  end  fire-boxes  are  not  used  much,  just  two  or  three 
logs  are  kept  burning  to  warm  the  air  passing  through  the  fire-bars.  The 
middle  fiure-boxes  are  fired  heavily,  and  the  sulphur  continues  to  burn 
till  the  fourth  rabble  from  the  discharge,  namely  22  ft.  from  the  end, 
and  then  discharges  quite  cool.  Fuel  consumption  averages  11  per  cent. 
of  the  roasted  ore.  The  flue  temperature  is  700°  F.  One  man  attends 
two  furnaces.  The  roasting  cost  is  60  cents  per  ton.  About  81,000 
tons  of  ore  and  concentrate  are  roasted  at  Kalgoorlie  monthly. 

*  M.  W.  von  Berne witz,  Mining  and  Scientific  Press,  May  13,  1911. 
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PART  II 
HYDKOMETALLURGICAL  PROCESSES 


CH-\PTER  VIII 
<OPERTI£S  AND  SOLUBILITIES  OF  COPPER 

::irit   copper.  542  I:.*.:   r«:'l:».-i  coi>pfr.  oo5  lb.     Wei^b:   r-or 

J   lb.     Copper   occurs  cLer-iloiiHy   a?   cuprous   cor.;poui:d>, 

■  A',   or   cupric   cocipoun-i-:.   :oriMui:i  CuA--,  whore  A-  :>  a 

■  »r  monad  acid  radical,  and  A*-  a  bivalcii:  or  dyad  acid  radical, 

!'l  atom,  copper  has  a  chen-i«.al  Oiuivaler:  o:  «>5.o.  as  a  dyad 

U.S.     The  anioutts  o:  copper  diss-'Ivt-d  iiito  or  dcpi.'<::ed  from 

nv  cuprous  salt  are  prop'.»r::or*ul  ••.•  :he  chemical  O'lUivalen:  of 

\\\  those  two   Slates   and   to   the   amr-cres  tiowins.     Assuminjc 

n;  ampere  lilxTates  elect rr..lytic:illy  MJXhX»1036  grm.  of  hydrogen 

iimLthc  amount  of  coi-fK-r  dep">i*ed  i-y  the  passage  of  one  ampere 

■   as  follows: 


f   'i't"!  "  -   ■■ii'f  I'll*;*    J* 


t.'-.ii'rio  C('iiiiv>un':s 


■   :iiiiper('  per  soc.ind  . 
■  ••  arnpea*  per  m  nui«*. 
'  I'-  ampere  per  hour  . 

■'•••  ampere  per  day 

Mjf  ampere  per  \'ear 


II  iNMM.V'iV.i  iirnj. 
■J  S7i»  irrrii. 
20.  7S  kii^'crm. 


0  01977  grm. 

1  lv»  crm. 
2>  40*  grm. 

10  30  kilogrm. 


The  melting-point  nf  c^q^pf-r  I-  lU^u'-  ('.  It  is  n  red  metal,  but  thin 
-luM'ts  tran.<mit  a  «rn*('iii.-h-M!K*  lii:lr.  aiid  it  :i1>m  -h'»\v>  the  same  croon ish- 
Mu<*  tint  when  in  a  niMltt-n  i-Miiditi'iii.  <  »f  tIh-  metals  in  ordinary  use. 
only  gold  and  silver  ex*-i'«'.i  jt  [y^  HKillfaiiility.  In  ductility  it  is  inferior 
to  iron  and  cannr>t  l»e  so  leadilv  drawn  into  cxcecdinirlv  line  wire.  Al- 
though  it  ranks  next  to  iron  in  teiia«ity.  its  wire  hears  only  about  half 
the  weight  which  an  iron  wi:c  i.f  rhe  -ame  ^ize  w«»uld  support.  As  a 
conductor  of  heat  it  i:?  sun»a>-<'l  onlv  bv  t:o]d.  Next  to  silver  it  is  the 
best  conductor  of  ejerTriciTv. 

Dry  air  has  un  :t'ti««ii  ujinn  it:  in  juui-t  air  ii  b«■l•^lnle^  mated  with  a 
Him  of  oxide  which  pi«iTi«t.-  it  inijn  lurthi-r  a'tii»!i  of  air  or  of  water.  It 
forrcLs  a  number  of  v<rrv  imimnaiiT  allovs  wirh  other  metals:  with  tin 
it  forms  bronze;  with  y\w:  and  ^onietinies  with  small  amounts  of  lead  and 
tin,  it  form.*?  bras^;  and  with  nickel  and  zinc  it  forms  German  silver. 

lo5 
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increased  to  1  per  cent,  only  a  slight  degree  of  red-shortness,  but  no  cold- 
shortness  could  be  noticed.  He  found  that  copper  with  0.8  per  cent, 
arsenic  could  be  drawn  into  the  finest  wire.  Stahl,  in  1886,  stated  that 
a  small  percentage  of  arsenic  prevents  copper  from  becoming  porous. 
Hiorns,  in  1906,  showed  that  copper  with  arsenic  up  to  0.4  per  cent,  was 
very  malleable  when  cold;  that  with  0.2  per  cent,  each  of  arsenic  and  anti- 
mony, the  same  is  true;  and  that  arsenic  in  the  presence  of  antimony 
makes  the  copper  more  malleable  than  it  is  with  antimony  alone,  though 
antimony  when  not  above  0.2  per  cent,  only  slightly  impairs  the  mal- 
leability of  copper.  He  adds  that  arsenic  in  copper  is  highly  beneficial 
because  it  deoxidizes  cuprous  oxide,  which  tends  to  destroy  the  mallea- 
bility of  copper.     Johnson,  in  1906,  stated  that  cast  copper  with  0.5  per 
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Fn;.  4.3. — Conductivity  diagram  of  pure  electrolytic  copper  with  arsenic  an<l  antimony 

as  alloys. 


cent,  arsenic  luis  a  tensile  strength  of  10  long  tons  j)er  s<iuare  iiicli,  and 
a  24  per  cent,  elongation.  After  forging,  the  tensile  strengtii  was  raise<l 
to  12.75  tons,  and  the  elongation  to  So  j)er  cent.  Upon  rolling,  the 
tensile  strength  ))e('ame  14  tons  and  the  elongation  48  j)er  cent.;  and 
finally  upon  being  highly  wrought  and  cold  drawn,  the  tensile  strengtii 
of  the  same  cast  copper  was  raised  to  15.9  tons,  and  the  elongation  varied 
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from  24  to  50  per  cent,  while  the  specific  gravity  was  iiK^reased  from 
8.83  for  copper  in  the  cast  state  to  8.866  when  the  metal  was  wrought. 

H.  S.  Hiorns  and  S.  Lamb*  prepared  alloys  consisting  of  pure  elec- 
trolytic copper  and  arsenic  and  antimony  in  quantities  varying  from 
0.05  to  3.5  per  cent.  These  alloys  were  drawn  into  wires  0.0325  in.  in 
diameter,  and  were  tested  for  conductivity,  shown  by  Fig.  43. 

A.  H.  Hiorns  found  that  with  between  0.5  and  1  per  cent,  of  arsenic 
the  malleability  seemed  to  diminish,  but  with  over  1  per  cent,  and  up  to 
2  and  3  per  cent,  arsenic,  the  copper  rolled  perfectly  and  was  harder  than 
pure  copper.  With  less  than  0.5  per  cent.,  arsenic  the  copper  should 
be  less  malleable  when  cooled  slowly  than  when  cooled  quickly.  With 
a  certain  small  quantity  of  arsenic  introduced  into  copper  the  first  small 
portions  appear  to  act  by  reducing  the  cuprous  oxide,  the  remainder 
retaining  the  metallic  form  and  toughening  the  copper. 

Arsenic  invariably  improves  the  forging  properties  where  added  to 
impure  copper.  Arsenical  copper  is  largely  specified  for  in  materials, 
such  as  locomotive  and  boiler  tubes,  which  are  required  to  withstand  high 
temperatures,  since  mechanically  hardened  arsenical  copper  is  not 
softened  at  so  low  an  annealing  temperature  as  pure  electrolytic  copper, 
which  has  undergone  the  same  treatment. 

Arsenic  appears  to  improve  the  hot-working  properties  of  copper 
vitiated  by  traces  of  bismuth. 

BismiUh. — Bismuth  is  the  niost  injurious  impurity  in  copper,  as 
very  small  quantities  render  the  copper  unworkable.  According  to 
Hampe,  copper  containing  as  little  as  0.02  per  cent,  of  bismuth  is  red- 
short,  and  0.05  per  cent.,  cold-short.  With  0.1  per  cent,  the  copper 
crumbles  under  the  hammer  at  a  red  heat.  The  presence  of  certain 
proportions  of  arsenic  and  antimony  somewhat  counteracts  the  tend- 
ency of  bismuth  to  produce  cold-shortness. 

Lead,  — ^Lead  can  be  melted  with  copper  in  all  proportions,  but  the 
greater  part  of  it  can  be  liquated  out  of  the  alloy  by  a  gentle  heat.  Lead 
is  to  be  found  in  all  ordinary  commercial  copper^  but  it  is  not  desirable 
in  any  proportion  over  0.10  per  cent.,  and  the  lower  the  proportion 
under  0.10  per  cent,  the  better.  According  to  Hampers  experiments, 
0.15  per  cent,  of  lead  does  not  affect  the  malleability  of  copper  in  any 
way;  with  0.3  per  cent,  of  lead  it  becomes  slightly  red-short,  and  wntli 
0.4  per  cent,  slightly  cold-short.  With  1  per  cent,  it  is  unworkable. 
The  lead  reduces  the  strength,  ductility  and  toughness  of  copper. 
The  solvent  action  of  copper  for  lead  is  very  small.  The  addition  of 
lead  to  copper  has  the  effect  of  lowering  the  affinity  of  copper  for 
reducing  gases. 

Iron, — ^Iron  forms  no  true  alloy  with  copper;  small  admixtures  of 
iron  such  as  are  contained  in  many  varieties  of  copper  have  no  injurious 
>Mm.  Ind.,  Vol.  XVIII,  1909. 
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qiih-e  htrmleas.  Wlwai  sS  ihe  <a:]ph\2T  ha?  codc  fror.;  a  c^h^rco  of  ropivor. 
in  Tienninc,  s  s&znple  tAken  from  iho  fumare  shows  a3i  ;ir*hli>iorovi  sr,rfAco. 
and  is  said  \o  be  "  sei-copper."  At  This  poiiii  ;all  ihc  in^n  hAs  lyv«  olhv.i- 
nat^  excfpt  ihe  meresi  tiare. 

Iron  acos  as  a  deoiddiieT  when  adiit>d  to  copper,  iVp^vr  ooni^^iiun,^ 
onlj  1  per  cent,  iron  is  rendered  feebly  niAinieTie,  will  for^rt^  well  ,^t  ii  i>\i 
heat,  is  quite  malleable.  Tough  and  strong,  even  in  the  pivsence  o:  ,srs^M\io, 
It  laeks  the  fluidity  of  pure  copper  when  jxnired  At  the  same  tom|vrAtuT>^. 

ATiVirW. — Xickel  alloys  with  copjvr  in  all  pi\>jv>rtions,  IVaces 
of  nickd  in  copper  are  beneficial,  impart ing  strength  and  toxighness. 
Nickel  must  be  kept  low  if  arsenic  is  prest^nt,  O.IO  |>t^r  ivnt.  In^ng  quite 
sufficient  to  harden  arsenical  copi>er  which  has  to  withstand  s^^vert^ 
working.  Below  0.05  per  cent.,  even  in  the  pn^stM\ct^  of  ars^Muo,  its 
effect  upon  the  physical  properties,  excepting  electrical  conductivity, 
may  be  considered  insignificant. 

Cobali. — ^Little  is  known  alwut  the  influence  of  this  metal  on  co)>)>t^r. 
According  to  F.  Johnson,  it  toughens  anil  strtM\gthens  copper  when 
present  up  to  at  least  1  per  cent,  without  impairing  its  hot -working 
qualities.  Probably  it  acts  very  similar  to  nickel,  conferring  grt^ater 
durability  at  high  temperatures,  while  toughening,  hardening,  anil 
strengthening  the  copper  in  the  cold.  Cobalt,  in  the  low  percent agi^s  in 
which  it  is  foimd  in  copper,  is,  if  anything,  benelicial,  and,  monH>ver,  it 
does  not  disagree  with  arsenic  to  so  great  an  extent  as  nickel  does. 

Tin. — ^Tin  hardens  copper,  more  than  any  other  element.  It  occurs 
ver)"  rarely  in  commercial  copper  being  readily  eliminated  during  the 
process  of  reducing  the  copper.  Low  percentages  of  tin  improve  the 
tensile  strength,  ductility  and  resistance  to  corrosion,  and  maintain 
these  improvements  at  high  temperatures,  but  the  natural  softness  o( 
copper  and  its  red  color  are  both  materially  removed.  Its  nudleability 
is  also  decreased. 

Tellurium, — ^A  few  thousandths  of  1  per  cent,  of  tellurium  rendern 
copper  appreciably  red-short;  but  very  little  is  known  of  the  elTect  of 
tellurium  in  commercial  copper. 

Sulphur  rarely  occurs  in  more  than  harmless  traces  in  coniiiuMcinl 
copper,  yet  it  may  occur  to  the  extent  of  0.03  j)er  ccMit.  (SO,)  in  electro- 
lytic copper  having  a  conductivity  of  102.2  i)er  vrul.  It  (leriv(»s  its 
origin  from  the  incomplete  removal  of  sulj)hur  from  the  sulphate  lii|uor 
in  which  the  copper  cathodes  were  dei)()site(l,  and  from  tin'  sulphurous 
gases  from  the  fuel  of  the  rcverberatory  refining  furnac<'  when*  it.  is 
])artially  dissolved  by  the  molten  metal,  as  they  pass  over  it  on  their  wiiy 
to  the  flue.  In  the  first  case  the  sulphate  would  prol»al»ly  he  recJiK'ed  to 
sulphide  by  the  reducing  action  of  poling,  and  in  the  second  ease,  sulj)hur 
dioxide  would  be  absorbed  and  retained  as  such,     ('uprous  sulphide  is  a 
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from  24  to  50  per  cent,  while  the  specific  . 
8.83  for  copper  in  the  cast  state  to  8.866  wh* 

H.  S.  Hiorns  and  S.  Lamb*  prepared  all 
trolytic  copper  and  arsenic  and  antimony 
0.05  to  3.5  per  cent.  These  alloys  were  d 
diameter,  and  were  tested  for  conductivity,  ;■ 

A.  H.  Hiorns  found  that  with  between  0 
the  malleability  seemed  to  diminish,  but  wit 
2  and  3  per  cent,  arsenic,  the  copper  rolled  p 
pure  copper.  With  less  than  0.5  per  cent 
be  less  malleable  when  cooled  slowly  than 
a  certain  small  quantity  of  arsenic  introduc( 
portions  appear  to  act  by  reducing  the  cr 
retaining  the  metallic  form  and  toughening 

Arsenic  invariably  improves  the  forgint 
impure  copper.  Arsenical  copi)er  is  largel 
such  as  locomotive  and  boiler  tubes,  which  a; 
temperatures,  since  mechanically  hardem 
softened  at  so  low  an  annealing  temperatun 
which  has  undergone  the  same  treatment. 

Arsenic  appears  to  improve  the  hot-w 
vitiated  by  traces  of  bismuth. 

Bismuth. — Bismuth  is  the  most  iujuri 
very  small  quantities  render  the  copper 
Hampe,  copper  containing  as  little  as  0.02 
short,  and  0.05  per  cent.,  cold-short.  Wi 
crumbles  under  the  hammer  at  a  red  he; 
proportions  of  arsenic  and  antimony  sonj- 
ency  of  bismuth  to  produce  cold-shortness. 

Lead, — Lead  can  be  melted  with  coppt 
greater  part  of  it  can  be  licjuated  out  of  the 
is  to  be  found  in  all  ordinarv  commercial  ( 
in  any  proportion  over  0.10  per  cent.,  a 
under  0.10  per  cent,  the  better.     Accordi 
0.15  per  cent,  of  lead  does  not  affect  the 
way;  with  0.3  per  cent,  of  lead  it  become 
0.4  per  cent,  slightly  cold-short.     With    ] 
The    lead    reduces   the    strength,  ductilit; 
The  solvent  action  of  copper  for  lead  is 
lead  to   copper   has   the  effect  of  lowcrii 
rcnlucing  gases. 

Iron, — Iron  forms  no  true  alloy  with 
iron  such  as  are  contained  in  manv  varicti- 
»Min.  Ind.,  Vol.  XVIII,  1909. 
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When  the  cupric  oxide  is  gently  heated  with  metallic  copper,  it  is 
converted  into  cuprous  oxide. 

A  mixture  of  cupric  oxide  with  excess  of  sulphur  is  resolved  at  a  red 
heat  into  cuprous  sulphide,  sulphur  dioxide  and  a  trace  of  cupric  sulphate. 
If  on  the  contrary,  the  cupric  oxide  is  in  excess,  cuprous  oxide  and  cupric 
sulphate  are  produced,  and  with  only  a  trace  of  sulphur  dioxide,  except- 
ing that  when  the  heat  is  raised  to  the  point  at  which  the  cupric  sulphate 
is  decomposed. 

Cupric  oxide  has  a  strong  aflSnity  for  acids,  dissolving  in  them  easily. 
It  is  soluble  in  sulphurous  acid.  It  is  insoluble  in  ammonia,  but  dissolves 
on  the  addition  of  a  few  drops  of  acid  or  ammonium  carbonate.  It  is 
in.soluble  in  dilute,  but  soluble  in  warm  concentrated  caustic  soda  or 
potash.  Ferrous  chloride  converts  cupric  oxide  into  cuprous  and  cupric 
chlorides,  with  the  formation  of  ferric  oxide.  Ferric  chloride  converts 
cupric  oxide  into  cupric  chloride,  with  the  formation  of  ferric  oxide. 

Cupric  oxide  is  reduced  to  cuprous  oxide  at  1050°  C. 

Cuprous  Oxide,  CUjO  (Red  Oxide  of  Copper). — Cuprous  oxide  occurs  . 
native  as  cuprite,  the  red  oxide  of  copper.     It  is  formed  when  finely   1 
divided  copper  is  gently  heated  in  a  current  of  air  or  when  a  mixture  of    ' 
cuprous  chloride  and  sodium  carbonate  is  gently  heated  in  a  covered 
crucible. 

Cuprous  oxide  is  reduced  to  the  metallic  stage  by  gentle  ignition  with 
charcoal  or  hydrogen. 

Cuprous  oxide  is  insoluble  in  water;  it  is  converted  into  cuprous  chloride 
by  hydrochloric  acid.  Nitric  acid  converts  it  into  cupric  nitrate  with 
the  evolution  of  oxide  of  nitrogen.  When  acted  upon  by  dilute  sulphuric 
acid,  it  is  partly  reduced  to  metallic  copper  and  partly  oxidized  into 
copper  sulphate.  When  heated  with  strong  acid  it  is  entirely  oxidized 
to  sulphate. 

When  copper  is  oxidized  with  a  considerable  quantity  of  oxygen  at 
a  high  temperature,  it  forms  cupric  oxide  (CuO).  If  the  ignition  be 
carried  further,  cuprous  oxide,  CUjO,  may  be  formed  from  the  CuO. 
The  cuprous  oxide  is  not  as  readily  soluble  as  the  cupric  oxide,  and  it 
may  be  partly  for  this  reason  that  copper  sulphides  roasted  at  a  high 
temperature  do  not  give  a  good  extraction  of  the  contained  coj)per. 

Cuprous  oxide  fuses  at  a  red  heat. 

When  heated  with  acids  coprous  oxide  forms  a  solution  of  a  cupric 
salt  and  metallic  copper;  for  example, 

CujO  -h  HjSO,  =  Cu80,  +  Cu  +  H^O. 

However,  stron<r  hydrochloric  acid  does  not  d(»posit  metallic  copper 
oil  <lissolving  cujirous  oxide,  which  is  due  to  the  fact  tliat  the  cu])rous 
chloride  formed  is  solulile  in  strong  hydrochloric  acid. 

Cupric  Sulphate,  CuSO^.oHjO. — Copper  sulphate  may  be  formed 
11 
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by  applying  dilute  sulphuric  acid  to  copper  oxide,  when  the  sulphate 
crystallizes  out  on  cooling;  by  heating  metallic  copper  with  concentrated 
sulphuric  acid,  whereupon  sulphur  dioxide  is  evolved,  and  anhydrous 
cupric  sulphate  is  precipitated  as  a  white  powder,  mixed  with  a  brown 
mass  of  cuprous  and  cupric  sulphides;  on  digesting  this  mass  with  hot 
water,  the  cupric  sulphate  dissolves,  and  -may  be  crystallized  out  of  the 
solution. 

On  roasting,  the  sulphide  ores  of  copper  are  converted  into  cupric 
oxide  and  cupric  sulphate.  When  water  is  applied  to  the  roasted  ore, 
the  copper  sulphate  is  dissolved;  by  evaporation  of  the  water,  the  copper 
sulphate  crystallizes  out  of  the  solution. 

At  100°  C.  copper  sulphate  loses  4  molecules  of  water,  and  at  200°  it 
loses  all  its  WAter.  At  a  bright  red  heat  it  decomposes  into  copper 
oxide  and  sulphuric  acid.  When  heated  with  carbon  at  a  dark  red  heat 
the  copper  is  separated,  with  the  formation  of  carbonic  acid  and  sul- 
phur dioxide. 

From  solutions  of  copper  sulphate,  the  copper  is  precipitated  by  means 
of  iron,  aluminum,  and  zinc,  as  metallic  copper;  with  hydrogen  sulphide  or 
the  sulphide  of  the  alkali  metals,  it  is  precipitated  as  the  cupric  sulphide 
(CuS) .  By  electrolysis,  copper  is  deposited  from  copper  sulphate  solutions 
at  the  cathode  and  acid  liberated  at  the  anode.  If  at  the  anode,  ferrous 
sulphate  is  present  in  the  solution,  it  is  converted  into  ferric  sulphate. 

The  crystallized  copper  sulphate  dissolves  in  3  1/2  parts  of  cold  water, 
and  in  much  smaller  quantities  of  boiling  water. 

SOLUBILITY  OF  COPPER  SULPHATE 
In  100  parts  of  water,  at  the  follo^^'ing  temperatures 


Temperature  * 

Parts  CuSO, 

Per  cent,  copper 

c. 

F 

0 

32.0 

14.15 

4.00 

10 

50.0 

17.50 

4.95 

20 

68.0 

20 .  53 

5.81 

30 

86.0 

24.34 

6.88 

40 

104.0 

28.50 

8.07 

50 

122.0 

33.31 

9.43 

60 

140.0 

39.01 

11.04 

70 

1.58.0 

45.74 

12.93 

80 

176.0 

54 .  53 

14.33 

90 

194.0 

64.35 

18.23 

100 

212.0 

75.22 

21.28 

All  of  the  chlorides  have  the  faculty  of  converting  copper  sulphate,  in 
solution,  into  the  chloride.     Hydrochloric  acid  dissolves  copper  sulphate 
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with  considerable  reduction  of  temperature,  forming  a  green  litiuid, 
which  when  evaporated  forms  crystals  of  cupric  chloride. 

When  excess  of  ammonia  is  added  to  a  solution  of  copper  sulphate, 
a  deep  blue  solution  is  formed  having  the  composition  CuS04,H20,4NH3. 

Cupric  and  ferrous  sulphates  cannot  be  entirely  separated  by  crystal- 
lization, as  a  solution  of  these  salts  deposits  a  dou])le  sulphate  of  the  two 
metals.  If,  however,  the  amount  of  iron  present  is  comparatively  small, 
the  first  crop  of  crystals  obtained  is  moderately  pure  copper  sulphate. 

Cupric  Chloride,  CuClj. — Cupric  chloride  may  be  o])tained  in  the 
anhydrous  condition  by  the  combustion  of  copper  in  an  atmosphere  of 
chlorine  gas;  copper  filings  or  copper  foil  introduced  into  dry  chlorine 
takes  fire  spontaneously,  and  burns  with  a  greenish  light,  producing 
a  mixture  of  cupric  and  cuprous  chlorides,  and  if  the  chlorine  is  in  excess 
the  cuprous  chloride  is  slowly  converted  into  the  cupric  chloride.  It 
is  also  produced  when  compounds  of  copper  are  roasted  with  salt  or 
other  chlorides. 

In  the  wet  way  it  is  formed  when  copper  is  dissolved  in  nitro-hydro- 
chloric  acid  (aqua  regia),  or  when  cupric  oxide,  carbonate,  or  hydroxide 
are  dissolved  in  hydrochloric  acid.  Cupric  chloride  is  readily  soluble 
in  water,  forming  a  deep  green  solution,  which  on  being  largely  diluted, 
turns  blue.  The  salt  crystallizes  in  green  rhombic  prisms,  with  2H2O, 
giving  the  composition  of  the  crystals  as  CuCl2,2H20.  When  heated 
to  200°  C.  it  loses  its  water  of  crystallization,  and  at  a  dull  red  heat  is 
converted  into  cuprous  chloride,  with  evolution  of  chlorine. 

With  copper  oxides  cupric  chloride  combines  in  various  proportions 
to  form  oxychlorides.  From  solutions  of  cupric  chloride  metallic  copper 
is  precipitated  by  iron,  aluminum,  and  zinc.  With  hydrogen  sulphide 
and  the  sulphides  of  the  alkali  metals  and  earths  the  copper  is  precipi- 
tated as  cupric  sulphide,  (CuS).  Calcium  hydroxide,  or  lime,  precipi- 
tates copper  as  the  hydroxide,  which  on  heating,  is  converted  into  the 
oxide.  By  passing  sulphur  dioxide  into  a  solution  of  cupric  chloride,  the 
copper  is  precipitated  as  the  cuprous  chloride. 

By  electrolysis,  copper  is  deposited  from  cupric  chloride  solutions 
at  the  cathode,  while  chlorine  is  liberated  at  the  anode. 

SOLUBILITY  OF  CUPRIC  CHLORIDE  IN  WATER 
In  100  parts  of  water,  at  the  follo"wing  temperatures 

Temperature  Parts  CuClj  Per  cent,  copper 


C. 

F. 

0 

32 

70.6 

33.6  per  cent. 

17 

62 

76.2 

36 . 3  per  cent. 
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100  parts  of  water,  saturated  with  CuCl,,  contains,  at  the  following 
temperatures: 


Temperature  Parts  CuCl,  \  Per  cent,  copper 


C.  F. 

0  32  41.4  19.7  per  cent. 

17.0  62  43.1  20.4  per  cent. 

31.5  88  44.6  21.2  per  cent. 


100  grm.  of  water  dissolve  121.4  grin,  of  CUCI2  +  2H2O,  at  16.1''  C. 

Cupric  chloride  is  not  decomposed  by  cold  sulphuric  acid. 

It  is  soluble  in  solutions  of  ammonium  chloride,  and  very  soluble  in 
concentrated  solutions  of  common  salt.  It  is  less  soluble  in  concentrated 
solutions  of  hydrochloric  acid  than  in  dilute  solutions. 

With  ammonia  cupric  chloride  forms  a  deep  blue  solution  having  the 
composition  CuCl2,4NH3,H20. 

Cuprous  Chloride,  CUjClj. — Cuprous  chloride  may  be  obtained  by 
dissolving  cuprous  oxide  in  hydrochloric  acid.  It  is  more  readily  pre- 
pared by  boiling  a  solution  of  cupric  chloride  in  hydrochloric  acid,  with 
copper  foil  or  copper  turnings.  The  nascent  hydrogen,  liberated  by  the 
action  of  hydrochloric  acid  upon  the  copper,  reduces  the  cupric  chloride  to 
the  cuprous  chloride.  The  liquid  is  then  poured  into  water,  which  causes 
the  precipitation  of  the  cuprous  chloride  as  a  white  crystalline  powder. 
A  mixture  of  zinc  dust  and  copper  oxide  added  to  strong  hydrochloric 
acid,  also  yields  cuprous  chloride,  the  nascent  hydrogen  in  this  case 
being  derived  from  the  zinc,  and  this  causes  the  reduction  of  cupric 
chloride  formed  by  the  action  of  the  acid  upon  the  cupric  oxide. 

Cuprous  chloride  may  be  formed  by  heating  the  cupric  chloride  to 
a  dull  red  heat. 

Cuprous  chloride  melts  somewhat  below  a  dull  red  heat,  and  when 
slowly  cooled,  solidifies  in  a  translucent  yellow  mass.  In  closed  vessels 
it  does  not  volatilize,  even  when  strongly  heated,  but  if  heated  in  the 
air  it  goes  off  in  white  vapor.  When  exposed  to  the  air  in  a  dry  state 
it  slowly  absorbs  moisture  and  turns  green;  in  the  moist  state  it  is 
quickly  turned  into  a  green  mass,  of  oxychloride  of  copper,  CuClj,- 
3CuO,4n20.     This  compound  occurs  native  as  the  mineral  Atacamite. 

Cupric  chloride,  CuCK,  when  ignited  gives  cuprous  chloride,  and 
therefore  cuprous  chloride  is  always  formed  when  copper  enters  into 
reaction  with  chlorine  at  a  high  temperature.  The  green  solution  of 
cupric  chloride  is  decolorized  by  metallic  copper,  cuprous  chloride  being 
formed;  but  this  reaction  is  only  accomplished  with  ease  when  the  solu- 
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tion  is  very  concentrated  and  in  the  presence  of  an  excess  of  hydrochloric 
acid  to  dissolve  the  cuprous  chloride.  The  addition  of  water  precipitates 
cuprous  chloride. 

Many  reducing  agents  which  are  capable  of  taking  up  half  the  oxygen 
from  cupric  oxide  are  able,  in  the  presence  of  hydrochloric  acid,  to  form 
cuprous  chloride;  sulphur  dioxide,  SO,,  acts  in  this  manner.  The  usual 
method  of  preparing  cuprous  chloride  consists  in  passing  sulphur  dioxide 
into  a  strong  solution  of  cupric  chloride. 

Cuprous  chloride  forms  colorless  cubic  crystals  which  are  insoluble 
in  water.  Under  the  action  of  oxidizing  agents,  it  passes  into  cupric 
salts  and  it  absorbs  oxygen  from  the  moist  air,  forming  cupric  oxychloride. 

From  solutions  of  cuj)rous  chloride,  metallic  copper  is  precipitated 
l)y  iron,  aluminum,  and  zinc.  Hydrogen  sulphide  and  the  sulphides 
of  the  alkali  metals  and  earths,  precipitate  the  copper  as  cupric 
sulphide,  CuS. 

By  electrolysis,  copper  is  deposited  at  the  cathode,  while  chlorine  is 
liberated  at  the  anode.  If  univalent  salts  are  present  in  the  anode 
solution,  these  will  be  converted  into  bivalent  salts  by  the  action  of  the 
liberated  chlorine. 

Milk  of  lime,  added  to  a  hot  solution  of  cuprous  chloride,  precipitates 
the  copper  as  cuprous  oxide. 

Cuprous  chloride  is  insoluble  in  water,  but  dissolves  in  hydrochloric 
acid,  ammonia,  and  alkaline  chlorides. 


SOLUBILITY  OF  CUPROUS  CHLORIDE  IN  SOLUTIONS  OF  SODIUM 

CHLORIDE 

Saturated  sodium  chloride  solution  dissolves  at 
Degrees  C.  Degrees  F.  Cuprous  chloride,  CujCl,.         Metallic  Cu 


90  194  16.9  per  cent.  10 .  76  per  cent, 

40  104  1 1 . 9  per  cent.  7 . 65  per  cent. 

11  51.8  8.9  per  cent.  5.73  per  cent. 


15  per  cent.  NaCl-Aq.  dissolves  at 


90  194  10 . 3  per  cent.  6 .  62  per  cent. 

40  104  6 . 0  per  cent.  3 .  86  per  cent. 

H  57.2  3.6  per  cent.  2.31  per  cent. 
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5  per  cent.  NaCl-Aq.  dissolves  at 


90  194  2.6  per  cent.  1 .  67  per  cent. 

40  104  1.1  percent.  I        0.71  per  cent. 


Cuprous  chloride,  when  melted,  conducts  the  electric  current  very 
well,  copper  separating  out  as  fine  leaves.  The  melt  cannot  be  heated 
to  the  melting  point  of  copper  and  the  copper  obtained  liquid,  because 
the  cuprous  chloride  vaporizes  too  easily. 

Cupric  Silicate,  CuSiOj-f  2H2O. — Silicate  of  copper  occurs  native  as 
chrysocoUa,  CuSi08  +  2H20,  and  dioptase,  CuH2Si04.  Chrysocolla  is 
soluble  in  dilute  hydrochloric  acid,  leaving  a  residue  of  silica.  Dioptase 
is  soluble  in  nitric  and  hydrochloric  acids,  or  ammonia,  with  separation 
of  gelatinous  silica.     It  is  not  attacked  by  caustic  alkalies. 

Cuprous  Sulphide,  CujS. — There  are  two  sulphides  of  copper,  corre- 
sponding to  the  two  oxides;  the  cuprous  sulphide,  CujS,  and  the  cupric 
sulphide,  CuS. 

The  cuprous  sulphide,  when  heated  at  a  comparatively  low  temper- 
ature, loses  one-half  of  its  sulphur  and  is  converted  into  the  cupric 
sulphide. 

Cuprous  sulphide  occurs  in  nature  as  copper  glance,  or  chalcocite. 
It  is  produced  artificially  when  copper  bums  in  sulphur  vapor,  or  when 
an  excess  of  copper  filings  is  heated  with  sulphur. 

It  is  not  decomposed  out  of  contact  with  the  air;  but  if  air  has  access 
to  it,  combustion  takes  place,  and  sulphur  trioxide  and  cupric  oxide  are 
produced.  When  heated  to  redness  in  a  current  of  aqueous  vapor,  it  is 
but  slightly  decomposed,  but  at  a  white  heat,  it  yields  large  quantities  of 
hydrogen  and  hydrogen  sulphide  together  with  sublimed  sulphur,  and 
the  copper  is  completely  reduced  to  the  metallic  state.  It  is  not  altered 
by  ignition  in  a  stream  of  hydrogen. 

It  is  not  decomposed  by  chlorine  gas  at  ordinary  temperatures;  very 
slowly  when  heated.  It  dissolves  with  difficulty  in  strong  boiling  hydro- 
chloric acid.  In  heated  nitric  acid  it  dissolves  with  separation  of  sulphur, 
whereas  cold  nitric  acid  dissolves  one-half  the  copper,  and  leaves  the 
cupric  sulphide.  Cuprous  sulphide,  ignited  with  cuprous  oxide,  is 
easily  converted  into  sulphur  dioxide  and  copper  or  cuprous  oxide.  It 
is  not  dissolved  by  sulphuric  acid.  It  is  slowly  acted  upon  by  solutions 
of  ferric  cliloride  and  of  ferric  sulphate.  Cuprous  sulphide  melts  at 
1127°  C. 

Cupric  Sulphide,  CuS. — Cupric  sulphide  is  met  with  in  nature  as  the 
mineral  covelite  (blue  copper).  It  is  obtained  artificially  when  either 
copper  or  cuprous  sulphide  is  heated  with  sulphur  to  a  temperature  not 
beyond  114°  C;  so  obtained,  the  compound  is  blue.    As  a  black  precip- 
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itate,  it  is  formed  Avhen  hydrogen  sulphide  is  passed  into  solutions  of 
cupric  salts. 

Treated  with  hot  nitric  acid  the  copper  is  oxidized,  part  of  the  copper 
is  converted  into  sulphate  and  the  rest  separated,  so  that  the  resulting 
solution  contains  both  nitrate  and  sulphate  of  copper.  Hot  concentrated 
hydrochloric  acid  slowly  converts  it  into  cupric  cliloride,  with  evolution 
of  hydrogen  sulphide  and  separation  of  sulphur.  Cupric  sulphide  decom- 
poses silver  salts,  the  copper  dissolving  and  the  sulphide  of  silver  being 
precipitated.  It  is  insoluble  in  dilute  sulphuric  acid,  caustic  alkalies,  and 
fixed  alkaline  sulphides.     It  is  slightly  soluble  in  ammonium  sulphide. 

Cupric  Hydroxide,  Cu(0H)2. — Cupric  hydroxide  is  a  pale  blue  pn^ 
oipitate  produced  when  sodium  or  potassium  hydroxide  is  added  in 
excess  to  a  solution  of  a  copper  salt.  The  compound,  when  washed, 
may  be  dried  at  100°  C,  without  parting  with  water;  but  if  the  liqu 
in  which  it  is  precipitated  be  boiled,  the  compound  blackens,  and  is  con- 
verted into  a  hydrate  having  the  composition  Cu(0H)2,  2CuO.  Cupric 
hydroxide  dissolves  in  ammonia,  forming  a  deep  blue  liquid.  It  is  very 
soluble  in  acids.  It  is  changed,  by  standing,  to  the  black  compound, 
CujOjCOHjj  and  by  boiling  to  cupric  oxide,  CuO. 

Ammonium  carbonate,  like  ammonium  hydroxide,  precipitates  the 
cupric  hydroxide  and  redissolves  it  to  a  blue  solution.  Carbonates  of 
the  fixed  alkali  metals,  as  potassium  and  sodium  carbonate,  precipitate 
the  greenish-blue  carbonate,  Cu2(OH)2C03,  which  is  converted  by  boiling 
to  the  black,  bavsic  hydroxide,  and  iSnally  to  the  black  oxide. 

From  the  blue  ammoniacal  solutions  a  concentrated  solution  of  a 
fixed  alkali  precipitates  the  blue  hydroxide,  changed  on  boiling  to  the 
black  oxide,  CuO. 

Cupric  hydroxide  is  soluble  in  a  solution  of  cane  sugar  in  the  presence 
of  an  alkali  or  alkaline  earth.  It  is  somewhat  soluble  in  the  caustic 
alkalies,  and  very  soluble  in  ammonia. 

Copper  Cyanides. — ^Potassium  cyanide  forms,  with  copper,  the  yel- 
lowish-green cupric  cyanide,  Cu(CN)2,  soluble  in  excess,  with  the  forma- 
tion of  the  double  cyanide,  2KCN,  Cu(CN)2,  unstable,  changing  in  whole 
or  in  part  to  cuprous  cyanide.  The  potassium  cyanide  also  dissolves 
cupric  oxide,  hydroxide,  carbonate,  sulphide,  etc.,  changing  rapidly  to 
cuprous  cyanide  in  solution  in  the  alkali  cyanide. 

Potassium  ferrocyanide  precipitates  cupric  ferrocyanide,  reddish- 
brown,  insoluble  in  acids,  decomposed  by  alkalies;  a  very  delicate  test  for 
copper  (1  to  200,000) ;  forming  in  highly  dilute  solutions  a  reddish 
coloration. 

Solubility  of  Sulphur  Dioxide,  SO2. — Sulphur  dioxide  is  largely 
used  in  the  hydrometallurigcal  methods  of  extracting  copper  from  its 
ores.  Lunge  gives  the  percentage  of  a  saturated  solution  of  sulphur 
dioxide  in  water,  as  follows: 


Ill 
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5  per  cent.  NaCl-Aq.  dissolve 

90  194  2.6  per  c 

40  104  1 . 1  per  c 


Cuprous  chloride,  when  melted,  conducts 
well,  copper  separating  out  as  fine  leaves.  T 
to  the  melting  point  of  copper  and  the  coppe 
the  cuprous  chloride  vaporizes  too  easily. 

Cupric  SiUcate,  CuSi03  +  2H20.— Silicate  o 
chrysocoUa,  CuSi08  +  2H20,  and    dioptase,   ^ 
soluble  in  dilute  hydrochloric  acid,  leaving  a  r 
is  soluble  in  nitric  and  hydrochloric  acids,  or 
of  gelatinous  silica.     It  is  not  attacked  by  cai 

Cuprous  Sulphide,  CujS. — There  are  two  f 
sponding  to  the  two  oxides;  the  cuprous  sulp 
sulphide,  CuS. 

The  cuprous  sulphide,  when  heated  at  a  c 
ature,  loses  one-half  of  its  sulphur  and  is 
sulphide. 

Cuprous  sulphide  occurs  in  nature  as  co] 
It  is  produced  artificially  when  copper  bums 
an  excess  of  copper  filings  is  heated  with  sulpl 

It  is  not  decomposed  out  of  contact  with  t 
to  it,  combustion  takes  place,  and  sulphur  tri 
produced.  When  heated  to  redness  in  a  cun 
but  slightly  decomposed,  but  at  a  white  heat, 
hydrogen  and  hydrogen  sulphide  together  w 
the  copper  is  completely  reduced  to  the  metai 
by  ignition  in  a  stream  of  hydrogen. 

It  is  not  decomposed  by  chlorine  gas  at  o 
slowly  when  heated.  It  dissolves  with  difficu 
chloric  acid.  In  heated  nitric  acid  it  dissolves 
whereas  cold  nitric  acid  dissolves  one-half  t 
cupric  sulphide.  Cuprous  sulphide,  ignite* 
easily  converted  into  sulphur  dioxide  and  co 
is  not  dissolved  by  sulphuric  acid.  It  is  slov 
of  ferric  chloride  and  of  ferric  sulphate. 
1127°  C. 

Cupric  Sulphide,  CuS. — Cupric  sulphide  i^ 
mineral  covelite  (blue  copper).  It  is  obtaii 
copper  or  cuprous  sulphide  is  heated  with  sn 
beyond  114°  C;  so  obtained,  the  compound 


CHAPTER  IX 
HYDROMETALLURGICAL  PROCESSES 

Classification  and  General  Consideration. — Hydrometallurgical  proc- 
esses for  the  extraction  of  copper  from  its  ores  or  matte  may  be  con- 
sidered as: 

Purely  Chemical  and 
Electrolytic. 
In  the  purely  chemical  processes  the  copper  is  dissolved  and  precip- 
itated by  chemical  reagents;  in  the  electrolytic  processes,  the  copper  is 
dissolved  chemically  but  the  precipitation  is  effected  electrolytically, 
accompanied,  usually,  by  regeneration  of  the  solvent. 

Chemical  Processes. — These  may  be  classified  as  follows,  based  mostly 
on  the  solvent  employed: 

Alkali  processes, 
Sulphite  processes, 
Sulphate  processes. 
Chloride  processes. 

Nitric  acid,  by  means  of  which  the  copper  would  i)e  dissolved  as  the 
nitrate  or  sulphate,  has  been  frequently  suggested  as  a  solvent  of  copper 
from  its  ores.  The  fixation  of  atmospheric  nitrogen  by  electricity,  offers 
a  cheap  way  of  producing  nitric  acid  at  the  mines.  There  are,  however, 
inherent  difficulties  to  the  use  of  nitric  acid  which  makes  its  application 
questionable.  Nitric  acid  is  the  best  known  solvent  of  copper,  but  it  is 
also  an  excellent  solvent  of  all  the  impurities  in  the  ore,  so  that  insur- 
mountable difficulties  may  be  expected,  both  in  the  solution  of  the  copper 
and  in  its  precipitation,  if  regeneration  of  the  solvent  is  desired. 

The  applicability  of  any  solvent  process  to  the  extraction  of  copper, 
depends  fundamentally  on  the  character  of  the  ore.  All  acids,  likely  to 
be  used  in  a  solvent  process,  react  more  or  less  with  other  elements; 
when  so  consumed  the  acids  are  unavailable  for  useful  work,  and  fre- 
quently bring  into  solution  ingredients  which  are  positiv(»ly  harmful 
The  elements  most  detrimental  to  acid  processes  are: 

Calcium, 
Magnesium, 
Aluminum, 
Zinc, 

Manganese. 
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To  these  may  be  added  iron,  arsenic,  antimony,  bismuth;  but  these  ele- 
ments need  not  necessarily  be  fatal  to  an  acid  process,  no  matter  in  what 
proportion  they  occur  in  the  ore. 

If  lime,  magnesia,  zinc  or  manganese  occur  in  the  ore  in  large  quanti- 
ties, acid  processes  are  not  applicable.  What  the  limit  is,  can  only  be 
determined  by  direct  experiment.  Chemical  analysis  of  the  ore,  while 
instructive,  cannot  be  relied  upon  to  determine  the  applicability  of  an 
acid  process.  Lime,  for  example,  is  only  detrimental  in  certain  combina- 
tions, as  the  oxide  or  carbonate.  In  many  ores  where  sulphuric  acid  has 
been  a  factor  in  the  deposition  or  in  the  oxidation  of  the  vein  matter, 
much  of  the  calcium  will  be  found  as  sulphate,  which  is  not  particularly 
injurious  either  in  a  sulphate,  sulphite  or  chloride  process.  All  of  this 
calcium,  however,  would  usually  be  estimated  as  lime  (CaO),  although  it 
occurs  as  sulphate  (CaSO^).  Magnesia  is  highly  injurious  as  oxide  and 
carbonate,  but  magnesia  is  not  as  widely  distributed  as  lime,  in  injurious 
amounts. 

Alumina  is  widely  distributed,  but  its  presence,  while  undesirable,  is 
not  necessarily  particularly  injurious.  Much  depends  on  its  mineralogical 
combinations.  In  Cripple  Creek,  sulphuric  acid  has  been  used  for  many 
years  in  connection  with  the  chlorination  of  those  ores,  which  contain 
from  15  to  20  per  cent,  alumina.  Zinc,  especially  as  the  oxide,  is  in- 
jurious, because  it  is  readily  soluble  in  acids,  and  as  yet  fio  practicable 
method  has  been  found  for  its  economic  precipitation.  Electrolytic 
precipitation  offers  a  plausible  way  of  recovering  the  zinc,  and  is  in 
practical  use  in  several  plants,  but  its  general  adoption  is  by  no  means 
assured. 

Many  oxidized  ores  are  improved  by  roasting.  All  sulphide  ores,  with 
the  possible  exception  of  certain  chalcocite  deposits,  should  be  roasted 
before  chemical  treatment,  no  matter  what  the  nature  of  the  chemical 
treatment  may  be. 

The  treatment  of  raw  sulphide  ores  has  never  met  with  much  encour- 
agement, and  the  cause  for  this  is  reasonable  enough.  The  highly  oxi- 
dized ore  is  in  the  best  possible  condition  for  the  application  of  any 
solvent,  and  it  is  difficult  to  conceive  of  any  oxidizing  process,  or  sub- 
stitution for  an  oxidizing  process,  cheaper  and  more  satisfactory  than 
roasting.  It  is  true  that  low  grade  ores  have  been  treated  in  Spain  and 
Portugal  by  natural  weathering,  and  for  a  while  with  ferric  chloride  or 
ferric  sulphate,  but  the  use  of  ferric  chloride  has  long  since  been  aban- 
doned, and  the  slow  process  of  weathering,  in  which  years  are  required 
to  get  an  adequate  extraction,  is  perhaps  nowhere  else  applicable. 

It  may  be  considered,  therefore,  in  hydrometallurgical  processes, 
that  the  application  of  the  solvent  is  to  the  oxidized  ores. 

Many  of  the  metal  compounds  as  found  either  in  raw  or  roasted  ore, 
have  the  faculty  of  reducing  the  ferric  to  the  ferrous  salts,  the  respective 
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k  being  thereby  brought  into  solution.  This  is  notably  the  case 
ferric  sulphate,  Fe2(S04)3,  and  ferric  chloride,  FeCl,.  Both  of  these 
ances  have  been  used,  and  have  been  extensively  experimented  with 
e  reduction  of  copper  ores,  by  hydrometallurgical  methods.  The 
ing  method  at  present  used  at  Rio  Tinto,  Spain,  is  based  mostly 
e  solvent  action  of  ferric  sulphate,  and  the  Doetsch  process,  formerly 
there  extensivelv,  was  based  on  the  solvent  action  of  ferric  chloride. 
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These  ammoDia  metal  compouDds  are  readily  dissolved  by  water 
containing  a  small  excess  of  ammonia  over  that  required  to  form  the 
soluble  compound.     Thb  is  the  leaching  step  of  the  process. 

The  step  of  precipitation  depends  on  the  fact  that  those  soluble 
ammonia-metal  compounds  break  up  with  great  ease  at  the  boiling 
point  of  water  into  the  oxide  or  hydrate  of  the  metal,  which  almost 
instantly  settles  as  a  hea\->-  precipitate,  while  the  ammonia,  originally 
combined,  is  set  free  to  be  reabsorbed  in  cold  wattr  or  boiled-out  solution 
for  use  over  and  over  again. 


|p  profess.     Din);ruminalir  skctrh. 


Where  the  percentage  of  L'oppcr  is  large  the  aim  is  to  ixmi  exfrnct  as 
much  of  the  copper  as  possible  by  plain  ammonia,  and  to  leave  the  finld 
and  silver  values  to  be  subsequently  extracted  with  a  weaker  aniinonia 
solution  containing  fractional  percentages  of  potassium  eyimidc.  But 
instead  of  working  it  in  this  way  it  may  be  preferable  in  many  instances 
to  add  the  cyanide  at  once  to  the  ammonia  and  to  simultaneously  ex- 
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tract,  all  the  values,  including  copper,  gold,  and  silver,  with  an  ammoi 
aoal  solution  containing  one  to  aeveral  pounds  of  tyanlde  per  ton. 
object  aimed  at  ia  to  reduce  the  comsumption  of  cyanide  to  a  minimum 
in  the  presence  of  copper,  thereby  permitting  the  minute  amounts  of 
potassium  cyanide  added  to  the  ammonia  solution  to  simultaueoualy 
extract  the  gold  and  silver  values. 

To  recover  the  metallic  values  from  the  amnioaia-cyanide  copper-gold- 
silver  bearing  solution,  it  is  passed  through  a  continuous  boiling-out  still, 
to  precipitate  the  copper  as  CuO.  The  boiled-out  solution  holding  the 
gold  and  silver  values  is  agitated  with  the  least  amount  of  zinc  dust, 
passed  through  zinc  boxes  to  recover  such  gold  and  silver  as  the  boi 
out  solution  may  contain. 

For  treating  the  ore  containing  considerable  percentages  of  ammoi 
soluble  metals,  the  chlorlnation  barrel,  without  leadllning is recommendei 
In  the  treatment  of  slimes,  agitation  in  a  closed  conical  tank,  with  eul 
quent  filtering  with  any  of  the  well-known  filters. 

On  account  of  the  powerful  oxidizing  action  of  a  solution  of  cupric 
oxide  (CuO)  in  ammonia,  unoxidized  silver  minerals  may  be  attacked  and 
finally  dissolved  in  the  raw  state,  obtaining  in  this  manner  a  pereenti 
of  extraction  out  of  this  character  of  mill  product  entirely  impossible 
ordinary  cyanide  methods. 

It  is  of  the  greatest  importance  to  have  a  thoroughly  ammonia-tight 
equipment,  especially  in  the  second  half  of  the  process,  which  comprist^s 
the  boiling  out  of  the  ammonia  solution.  This  apparatus  is  designed  so 
that  the  boiling  out  is  carried  on  continuously,  and  it  may  in  eome  way  be 
compared  to  the  artificial  ice  ard  cold  storage  apparatus  in  which  thi 
ammonia  water  is  boiled  in  a  still,  the  ammonia  gas  distilled  off,  liquefied 
under  pressure  by  powerful  pumps,  then  permitted  to  expand,  by  whi( 
the  cooling  effect  is  produced,  and  finally  reabsorbed  in  cold  water 
commence  the  same  cycle  of  action  over  and  over  again. 

In   the   Mosher-Ludlow   continuous   boiling-out   apparatus   the 
coming  cold  ammonia-copper  solution  is  brought  in  contact  with 
heat  of  the  ammonia-steam  vapor  in  the  cooler  and  condenser  uAd  in 
heat  exchanger  on  its  way  to  the  boiling-out  still,  with  the  overfiowinff 
boiled-out  solution.     In  this  way  an  important  part  of  the  heat  applied 
to  boil  out  the  ammonia  is  passed  to  the  incoming  solution,  thus  savti 
Hteam  and  fuel. 

The  ammonia-copper  solution  is  taken  from  the  copper-solution  ti 
and  pumped  through  the  inner  coil  of  a  double-pipe  counternji 
cooler;  thence  it  passes  to  the  heat  exchanger,  thence  to  tho  boiling- 
still,  thence  into  the  exchanger,  where  part  of  its  heat  is  passed  to 
incoming  solution;  thence  to  the  settling  tanks,  where  the  prectpiti 
which  is  almost  pure  copper  oxide,  is  allowed  to  settle,  the  liquid 
drawn  off  into  the  sump  tanks.    From  the  sump  tanks  the  bol 
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iioliition  is  pumped  through  a  cooler  up  to  the  boileil>out  solution  tank. 

From  there  it  is  used  as  needed  to  make  fre^h  ammonia  solution,  and  as 
Wah  water. 

The  ammonia  and  steam  vapor  from  the  boiling-out  still  passes  up  to 
the  cooler  and  condenser  into  the  annular  spaces  l)etween  the  two  pipes, 
jMirting  with  a  fraction  of  its  heat  to  the  incoming  ammonia-copper 
solution  in  the  inner  pipe.  From  the  cooler  and  condenser  the  ammonia 
water  flows  into  the  ammonia  solution  tanks  where  it  is  diluteil  and  is 
ready  to  be  sent  to  the  leaching  system.  A  supply  of  cold  water  is  kept 
flowing  over  the  outside  of  the  cooler  and  condenser  and  the  boiled-out 
solution  cooler.  The  precipitate  is  removed  from  the  settling  tank  from 
time  to  time,  as  required. 

It  is  estimated  that  the  heat  required  in  boiling  out  2  per  cent,  ammo- 
nia-copper solution  on  a  100-ton  (24-hour)  basis,  and  precipitating  the 
copper  as  black  oxide  =79.9  per  cent,  copper,  is  51,083.000  b.  t.  u.  of 
which,  however,  according  to  experience,  60  per  cent,  is  saved  by  the 
heat  exchanger,  so  that  the  net  heat  required  amounts  to  34.333.000 
b.  4.  u.  In  practice  this  required  heat  can  be  obtained  from  1  1/2  to  2 
tons  of  good  coal,  and  with  a  boiler  of  from  35  to  40  h.  p. 

SULPHITE  PROCESSES 

A  solution  of  sulphur  dioxide  in  water  may  be  regarded  as  sulphur- 
ous acid,  (H2SO3).  Copper  oxide  and  carbonate  are  soluble  in  sulphurous 
acid,  the  sulphide  is  not. 

Various  methods  have  been  suggested  for  the  practical  use  of  sulphur- 
ous acid  as  a  solvent  of  copper  from  its  ores.  All  of  these  refer  more  di- 
rectly to  the  precipitation  of  the  copper  from  the  sulphurous  acid 
solution,  rather  than  the  solution  of  the  copper  from  the  ore.  Copper 
sulphite  is  not  soluble  in  water,  but  is  readily  soluble  in  excess  of  sulp- 
hurous acid.  Copper  sulphite  is  an  unstable  salt,  which  is  slowly 
changed  into  a  mixture  of  cupro-cupric  sulphite  and  cupric  sulphate,  as 
shown  by  the  following  reactions: 

(1)  3CuO+3SOj=3CuS03. 

(2)  3CUSO3  +  CuO  =  Cu2S03,CuS03  +  CuSO ,. 

The  cupro-cupric  sulphite  is  only  very  slightly  soluble  in  water,  but 
is  quite  soluble  in  sulphurous  acid  or  in  a  solution  of  copper  sulphate. 

Neill  Process. — This  process  consists,  first  in  subjecting  the  ore  to  the 
action  of  sulphurous  acid  to  dissolve  the  copper,  and  second,  in  heating 
the  solution  to  drive  off  the  excess  of  sulphurous  acid  and  precipitate  the 
copper  as  sulphite. 

If  the  ore  to  be  treated  is  a  sulphide  it  has  to  be  roasted;  if  the  ore  is 
an  oxide  or  carbonate  it  may  be  treated  without  roasting.  The  sulphur 
dioxide  used  in  the  process  may  be  obtained  from  burning  sulphur  or 
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from  roasting  sulphide  ores,  which  if  they  are  copper  ores,  may  be  subse- 
quently treated  in  the  oxidized  condition  with  the  sulphur  dioxide  obtained 
from  the  roasting. 

There  is  less  sulphur  required  to  extract  the  copper  as  sulphite  than  as 
sulphate.  It  takes  98  lb.  of  sulphuric  acid  to  dissolve  63  lb.  of  copper,  as 
sulphate,  while  it  only  takes  32  lb.  of  sulphur,  in  the  form  of  sul- 
phurous acid,  to  dissolve  the  same  amount  of  copper — 63  lb.  The  sul- 
phurous acid  may  be  applied  either  as  a  gas  or  in  solution,  or  a  combi- 
nation of  both. 

In  practice,  the  ore  is  crushed  to  a  suitable  degree  of  fineness  and 
charged  into  agitation  tanks,  and  agitating  the  ore  in  contact  with  the 
sulphurous  acid;  or  the  agitation  may  be  effected  in  tanks  having  a  conical 
bottom,  by  forcing  sulphurous  acid  mixed  with  more  or  less  air,  through  the 
pulp.  In  this  way  the  sulphurous  acid  is  applied  to  the  ore  while  air 
does  the  agitating.  The  tanks,  or  agitators,  in  which  the  ore  is  treated 
may  be  closed  at  the  top,  so  that  the  excess  of  gas  issuing  from  the  first 
tank  may  be  passed  through  the  second  and  so  on  until  the  sulphur 
dioxide  is  entirely  consumed. 

The  clear  solution,  after  being  separated  from  the  ore  by  either  filtra- 
tion or  decantation,  is  heated  to  a  temperature  sufficient  to  drive  out  the 
excess  of  sulphurous  acid,  thereby  precipitating  the  copper  in  the  form 
of  a  bright-red  and  very  heavy  powder  (cupro-cupric  sulphite).  The 
cupro-cupric  sulphite  settles  at  once  to  the  bottom  of  the  precipitating 
tank,  and  the  supernatant  liquor  may  be  decanted  or  siphoned  from  it, 
or  the  sulphite  may  be  recovered  from  the  solution  by  filtration.  The 
excess  of  sulphurous  acid,  driven  out  of  the  solution  by  heating,  may  be 
recovered  for  re-use.  The  cupro-cupric  sulphite  after  it  has  been  removed 
from  the  tanks,  filtered  and  dried,  contains  about  50  per  cent,  metallic 
copper.  This  precipitate  may  be  heated  in  an  oxidizing  atmosphere  in 
a  furnace  and  the  cupric  oxide  produced,  or  it  may  be  melted  in  a  reducing 
atmosphere,  producing  cuprous  sulphide,  which  may  then  be  reduced  to 
metallic  copper  by  the  ordinary  converter  process. 

With  ores  suited  to  the  process,  the  copper  will  pass  into  solution  in 
from  1  to  4  hours.  When  the  copper  is^  dissolved  by  sulphurous  acid, 
only  very  small  amounts  of  other  metals  are  dissolved,  and  the  ultimate 
product  is  a  very  pure  copper. 

Should  any  copper  exist  in  the  solution  as  sulphate,  due  either  to 
improper  roasting,  or  of  sulphur  trioxide  in  the  sulphurous  acid,  this 
sulphate  of  copper  will  not  be  precipitated  by  boiling  the  solution,  but 
must  be  precipitated  in  some  other  way.  This  may  he  done  either  with 
iron  or  by  electrolysis. 

If  a  solution  of  cupro-cupric  sulphite  is  heated  at  a  high  temperature 
(about  200*^  C.)  and  subjected  to  a  pressure  of  about  25  lb.,  sulphur  diox- 
ide is  liberated,  and  there  is  formed  copper  sulphate  and  metallic  copper. 
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About  one-half  of  the  copper  may  in  this  way  be  precipitated  in  the 
metallic  condition. 

Neill  Process  at  Coconino,  Arizona*  According  to  Jennings,  the  orig- 
inal method  as  carried  out  at  Coconino,  consisted  in  treating  the  ore, 
with  sulphur  dioxide,  in  a  series  of  upright  tanks  8  ft.  in  diameter  and 
18  ft.  high.     About  5  tons  of  ore  were  introduced  into  the  tank  half  filled 
with  water,  and  gas  was  forced,  by  means  of  a  compressor,  into  this  mix- 
ture of  ore  and  water,  the  excess  gas  passing  from  the  first  tank  to  a 
similar  one,  also  charged  with  ore  and  water,  and  thence  to  a  third  tank, 
where  it  was  suppbsed  the  absorption  would  be  complete.     The  gas  was 
not  all  used  up  owing  to  the  difficulty  of  absorbing  sulphur  dioxide  in 
water  when  mixed  with  large  volumes  of  air.     When  the  ore  in  the  lower 
tank  was  leached,  an  operation  which  usually  took  10  hours'  time,  the 
solution  and  the  leached  ore  together  were  dropped  into  a  pressure  tank 
and  thence  passed  into  a  large  filter  press.     The  filter  press  was  a  con- 
stant source  of  trouble  as  it  was  impossiVJe  to  find  a  material  for  the 
filters  which  would  stand  any  length  of  time. 

The  solution  from  the  filter  press  was  heated  by  waste  steam  from  the 
crushing  plant  and  60  per  cent,  of  the  copper  precipitated  as  cupro-cupric 
sulphite. 

Jennings  gives  the  weak  points  of  the  Neill  process  as  carried  out  at 
Coconino,  as:  1.  The  attempt  to  saturate  the  water  by  simply  blowing 
the  gas  through  it.;  2.  the  poor  agitation  obtained  and  the  consequent 
length  of  time  required  to  leach  a  comparatively  small  amount  of  ore; 
3,  the  dilute  solution  obtained,  1  per  cent,  being  the  maximum  amount 
of  copper  which  can  be  held  in  solution  by  an  excess  of  SO,;  4.  the  ease 
with  which  the  copper  separates  from  these  solutions,  both  in  the  leaching 
tanks,  the  pressure  tank  and  the  filter  tanks,  forming  the  cupro-cupric 
precipitate  throughout  the  mass  of  leached  ore,  and  which  it  was  impos- 
sible to  redissolve  with  sulphurous  acid,  and  5.  the  diflBculty  of  treating 
the  remaining  40  per  cent,  of  the  copper  in  solution  as  sulphate  after  the 
60  per  cent,  has  been  precipitated.     Scrap  iron  was  not  cheaply  available. 

It  is  evident  that  many  of  the  weak  points  here  enumerated  by 
Jennings  should  not  present  much  difficulty  in  a  well  de.«igne<i  plant. 
The  effective  aWjrption  of  ga.«e-?  in  liquid.«.  has  long  l>een  satisfactorily 
accomplished  in  the  fhcmical  industry,  by  .<ome  mean.*  of  .sulxiivi>ion; 
agitation  is  accomplished  r:ucce.«»fully  on  an  enormou.*?  .scale  in  the  f*yanide 
process,  where  it  L*  nece^.'-ary  to  bring  air  in  contact  with  the  on^  and 
cyanide  i^Auxion .  to  cffi-cx  ^-.\t ract ion.  In  exfX'rinieni s  njad^'  by  Jennine-- 
on  the  same,  or  siriiilar  copfx-r-U.-aring  triassic  S'and.-tone'?  of  northeni 
Ariz^jnA.  he  succf^.-ied  iu  zi'tuiiii  an  f.x traction  of  U^f  p^-r  '-ent.  of  iL*- 
copper.  with  sulphur  'iioxhhr,  by  I'-achiusf  thf.-  <*Tf'  4  ho-jrs.  Th*r  ]'«w 
copper  content  of  thf-  H:»]ut ions  was  due  to  the  rmall  ext^-irs  of  «uj]'liur 
'E-  P.  J«Qiiiii«v  A    cf^  M.  J.,  JaL    IS.  1908. 
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dioxide.  In  later  experiments*  Mr.  Jennings  succeeded  in  getting  as 
high  as  2  per  cent,  copper  in  the  solutions. 

It  is  evident  that,  so  far  as  the  operations  at  Coconino  are  concerned, 
it  leaves  the  process  where  it  was  before  the  plant  was  erected.  It 
demonstrated  neither  technical  failure  nor  success. 

Neill,  the  inventor  of  the  process,  in  experiments  carried  out  in  Salt 
Lake  City*  succeeded  in  getting  a  complete  extraction  of  Coconino  ore, 
having  11  per  cent,  copper,  in  6  hours.  He  readily  obtained  a  solution 
carrying  2.5  per  cent,  copper,  and  so  long  as  the  solution  remained  cool 
no  difficulty  was  experienced  with  the  copper  separating  out  in  the  sands, 
or  in  washing  the  sands. 

An  experimental  plant,  installed  at  the  smelter  of  the  Montana  Ore 
Purchasing  Company  at  Butte,  by  Neill,  gave  interesting  results.  The 
material  was  roasted  to  about  2  per  cent,  sulphur  content.  It  was  then 
placed  in  a  wooden  barrel  6  ft.  in  diameter  and  12  ft.  long,  and  SO2  gas 
from  the  roasting  furnace  was  blown  through  the  hollow  trunions  and 
brought  into  more  intimate  contact  with  the  pulp  by  means  of  wooden 
paddles  arranged  on  the  sides  and  periphery  of  the  barrel.  Two  tons  of 
roasted  ore  were  charged  with  5  tons  of  water,  and  after  passing  the 
dilute  roasting  gases  through  the  barrel  for  6  or  8  hours  the  copper  was 
successfully  extracted.  The  barrel  was  dumped  into  a  settling  tank,  the 
solution  drawn  off  by  percolation,  and  the  sands  washed  in  the  same  way. 
This  washing  was  difficult  on  account  of  the  ferric  oxide,  which  being 
flocculent,  remained  in  suspension  and  formed  a  layer  upon  the  top  of 
the  sands  which  it  was  difficult  to  percolate.  The  sands  after  this  incom- 
plete wash  averaged  0.8  per  cent,  copper,  but  average  samples  taken  from 
the  tank  and  washed  by  agitation  and  decantation,  gave  final  tails  of 
0.31  per  cent,  copper.  The  heads  averaged  3.15  per  cent.,  showing  an 
extraction  of  90  per  cent.  The  solution  was  heated  in  a  wooden  tank  by 
a  steam  coil,  and  the  precipitates,  which  were  slightly  contaminated  with 
alumina,  on  account  of  the  poor  filtration,  amounted  to  64  per  cent,  of  the 
copper  extracted.  The  remainder  was  precipitated  upon  iron  in  a  splash 
tank  and  the  final  solution  turned  to  waste  carried  only  traces  of  copper. 

The  amount  of  iron  consumed  was  exceedingly  small  and  the  reaction 
very  quick,  owing  to  the  fact  that  the  solution  came  from  the  steam 
tanks  at  nearly  the  boiling  point. 

There  were  35  tons  of  material  treated,  and  the  figured  cost  of  the 
operation  compared  favorably  with  anything  being  done  at  that  time  or 
now  in  the  Butte  district.  The  process  was  not  adopted  because  at  that 
time  the  silver  content  of  the  company^s  ore  was  high  and  could  not  be 
saved  by  this  method,  and  the  space  necessary  for  the  plant  was  not 
available. 

^E,  and  Af .  /.,  April  18.  1908. 
*E.  and  M,  J.,  March  14,  1908. 
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Van  Arsdale  Process.' — The  vou  Arsilule  process  consists  in  precipitat- 
ing copper  from  cupric  sulphate  golutiona  and  sinniltaneously  producing 
sulphuric  acid,  by  adding  to  solutions  of  cupric  sulphate,  sulphur  dioxide 
and  heating  with  or  without  pressure.  The  copper  is  thrown  down  in 
solid  form  which  may  be  subsequently  treatud,  while  the  regenerated 
acid  is  applied  to  the  ore  for  the  extraction  of  more  copper. 

kThe  ore  must  contain  the  copper  as  oxide  or  carbonate.     The  original 
lution  for  leaching  must  contain  cupric  sulphate  and  should  contain 
tT0U8  sulphate.     The  precipitation  will  proceed  with  cupric  sulphate 
alone,  resulting  in  the  formation  of  a.  salt  of  copper  and  the  formation  of 
sulphuric  acid;  by  the  addition  of  ferrous  sulphate  the  reaction  proceeds 
better,  and  by  the  use  of  a  proper  proportion  of  ferrous  sulphate  there  is 
obtained  a  precipitate  of  metallic  copper.     In  practice   the   solutions 
will  always  contain  more  or  less  ferrous  sulphate  dissolved  from  the  ores 
__tPeatcd.     Good  results  are  obtained  from  a  solution  containing  approxi- 
pately  10  per  cent,  each  of  cupric  sulphate  and  ferrous  sulphate.     To 
pecipitate  the  copper,  sulphur  dioxide  is  applied  to  the  solution  to 
bearly  saturation.     The  solution  is  then  heated  to  nearly  the  boiling 
mpcrature,  whereupon  a  reaction  takes  place,  resulting  in  the  precipita- 
ion  of  a  part  of  the  copper  contained  in  the  solution  either  as  metallic 
topper  or  compounds  of  copper,  or  both,  together  with  the  formation  of 
ulphuric  acid.     The  amount  of  copper  precipitated  will  vary  with  the 
imposition  of  the  solution  and  also  with  the  pressure  under  which  it 
l  heated.     When  the  solution  is  heated  under  pressure  an  increased 
recipitation  of  copper  is  obtained,  amounting  to  about  50  per  cent,  of 
B  copper  originally  present,  and  an  amount  of  sulphuric  acid  regener- 
_  ted  amounting  to  about  double  that  necessary  to  redissolve  from  ore 
the  amount  of  copper  precipitated.     The  process  being  cyclic,  there  is 
no  particular  harm  in  returning  to  the  ore  a  solution  containing  a  con- 
nderable  amount  of  unprecipitated  capper  sulphate. 

The  chemical  reactions  involved  in  the  process  may  be  given  as: 

(1)  3CuSO.  +  3SO,  +  4H,0  =  CuSO„Cu,SO,  +  4H^O,. 
1(2)  Cu,S0„CuSO,  +  4HjS0,=Cu  +  2CuSO,  +  2H,SO.  +  2S0,  +  2H,O. 


t  atmospheric  pressure  and  lu  the  cold,  a  solution  of  cupric  sulphate 
■turated  with  sulphur  dioxide,  after  standing  for  some  time,  deposits  a 
pall  amount  of  cupro-cupric  sulphite,  On  heating  such  a  solution  to 
ktfllag  and  at  the  same  time  passing  sulphur  dioxide  through  it,  n  larger 
(nouDt  of  copper  is  precipitated,  resulting  finally  in  a  precipitate  of 
Btallic  copper,  according  to  eiuation  No.  2.  When  the  solution,  how- 
',  is  saturated  with  sulphur  dioxide  and  placed  in  a  closed  vessel  and 
iated  under  pressure,  the  yield  of  precipitated  copper  is  increased  to 
|*X.  wid  M.  J..  June.  1603;  XT.  S.  Patent,  March  31.  1903,  No.  723.949. 
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40  and  50  per  cent,  of  the  copper  originally  present,  and  free  acid  is 
formed  according  to  the  above  equations. 

The  degree  of  heat  and  pressure  required  for  the  second  operation 
are  not  high,  it  being  only  necessary  to  heat  the  saturated  solution  to 
nearly  100°  C,  the  pressure  produced  being  about  30  lb.  to  the  square 
inch.     A  lead  lined  steel  tank  may  be  used  for  this  purpose. 

Jumau  found*  the  following  relations  of  temperature  and  proportion 
of  copper  j)recipitated  from  a  copper  sulphate  solution  saturated  with 
HulphurouH  acid,  having  originally  25  grm.  of  copper  sulphate  per  liter. 

Toinporat  \irc8  Copper  precipitated 
14(P  C.  47  per  cent. 

155°  C,  62  per  cent. 

107°  C,  65  per  cent. 

UH)^  C.,  79  percent. 

SULPHATE  PROCESSES. 

Onlinurily  onlv  oxidized  ores  such  as  the  oxides  and  carbonates,  can 
bc^  treated  so  as  to  dissolve  the  copper  as  sulphate.  Sulphides  are  not- 
iiHually  anuMiablo,  practically,  to  direct  treatment.  Roasting  is  desir- 
able. Aft(M'  the  ore  is  roasted  the  copper  should  be  in  the  form  of  oxide 
and  sulphate,  although  in  improperly  roasted  ore  sulphides  may  still  be 
present .  The  roasted  material  is  then  treated  the  same  as  naturally  oc- 
curring oxidized  ores.     The  copper  may  be  dissolved  as  sulphate  either  by 

Sulphuric  acid,  or 
Metal  sulphates, 

HUch  as  (he  ferric  sulphate.  The  acid,  however,  is  the  solvent  most  uni- 
vcrHiillv  ciMplovetl. 

11'  iron  is  used  as  the  precipitant,  as  it  usually  is,  the  sulphuric  acid 
process  consists  essentially  of  applying  dilute  sulphuric  acid  to  the  oxi- 
<liz('«|  ores  of  eopj)er,  which  reacts  with  the  oxide  of  copper  as  follows: 

(^i()  +  H280,  =  CuSO,4-H20. 

Tile  copper  suipliuti*  thus  formed  is  filtered  from  the  ore  and  precipitated 
with  iron,  tiius: 

CuS0,+Fc-Cu4-FeS0„ 

IJH'  iron  :iikI  tlie  copper  changing  places.  The  copper  is  precipitated 
while  the  iron  ^oes  into  solution  as  ferrous  sulphate.  From  this  reaction 
it  will  l)e  seen  that,  theoretically,  it  takes  08  lb.  of  sulphuric  acid  to 
«li;>s(»l\c  {VAX)  11).  of  copper,  and  .")()  11>.  of  iron  to  precipitate  63.6  lb.  of 
cupper;  !..")(■)  11).  of  sulphuric  acid  to  dissolve  1  lb.  of  copper  and  0.88  lb. 
«il  iron  to  j)recipitate  it.     These  equivalents  are  for  pure  acid  and  pure 

'  I  .  S.  Patent  IKiO.Dtw.  Au^.  10,  1909. 
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oxide,  CujO),  is  not  readily  soluble,  but  if  moistened  with  acid  and  left 
exposed  to  the  air  for  some  time,  it  is  transformed  into  the  cupric  oxide, 
and  is  then  readily  soluble. 

According  to  SchnabeP  at  Stadtberg  in  Westphalia  and  at  Linz  on 
the  Rhine,  ores  containing  1  to  2  per  cent,  of  copper  were  sulphated  by 
means  of  sulphur  dioxide  steam  and  nitrous  gases,  and  then  leached. 
At  Stadtberg  the  ores  were  azurite  and  malachite  disseminated  through 
the  quartzose  shist,  at  Linz,  at  the  Stem  works,  copper  carbonates  and 
phosphates.  The  leaching  vessels  were  tanks  of  brickwork  3  ft.  3  in. 
deep.  Above  the  bottom  proper  these  had  a  false  bottom  of  grating, 
made  of  fire  brick  or  other  acid  proof  material,  supported  by  bricks  on 
edge.  The  ores  were  piled  up  on  this  grating,  the  gases  being  conducted 
underneath  it.  The  gases  were  respectively  generated  by  roasting  iron 
pyrites  in  shaft  furnaces  and  zinc  blende  in  muffle  furnaces,  and  by  treat- 
ing Chili  niter  with  sulphuric  acid.  The  sulphur  dioxide,  nitrous  fumes, 
and  steam  together  formed  sulphuric  acid  which  converted  the  copper 
compounds  into  sulphates.  After  8  to  10  days  the  copper  sulphate  was 
dissolved  out  by  means  of  water  or  of  the  acid  mother  liquor  left  after 
precipitating  the  copper.  The  leaching  was  so  conducted  that  fresh  water 
or  the  copper-free  mother  liquor  was  allowed  to  attack  the  most  com- 
pletely exhausted  ore,  while  the  almost  saturated  solution  was  run  on  to 
fresh  ore  until  is  was  fully  saturated  (22  to  26° B).  The  liquor  that 
drained  away  ran  into  receivers,  whence  it  was  again  pumped  on  to  the 
ores.  This  process,  which  extracted  the  copper  down  to  1/4  per  cent., 
has  long  ago  been  abandoned.  At  Stadtberg  sulphuric  acid  was  re- 
placed by  the  cheaper  hydrochloric  acid  as  long  as  the  supply  of  oxi- 
dized ores  lasted. 

Acid  Plants  at  the  Mine. — Conditions  are  frequently  ideal  for  acid 
manufacture,  for  leaching  purposes,  at  the  mines,  if  suitable  sulphide  ore 
is  available.  If  the  mine  produces  both  sulphide  and  oxide  ores,  the 
sulphides  may  be  roasted  and  the  sulphurous  gases  converted  into  acid 
which  may  then  be  used  to  leach  both  the  oxidized  and  roasted  ores. 
If  the  sulphide  ore  is  low  in  sulphur,  concentration  will  usually  be  neces- 
sary to  get  a  material  sufficiently  high  in  sulphur  to  make  a  gas  suitable 
for  sulphuric  acid  manufacture. 

The  sulphide  ore,  or  concentrates  are  usually  roasted  in  a  furnace  of 
the  McDougal  type,  and  the  sulphur  dioxide  gas  passed  from  the  roasting 
furnace  into  a  series  of  leaden  chambers,  where  coming  in  contact  with 
gaseous  nitric  acid  ahd  steam  it  becomes  converted  into  sulphuric  acid. 
The  nitric  acid  gas  is  produced  by  the  action  of  sulphurc  acid  and  nitrate 
of  soda,  and  passes  along  with  the  sulphurous  gases  into  the  lead  cham- 
bers. The  combined  gases,  together  with  the  seam  and  air,  mix  in  the 
chambers  and  condense  as  sulphuric  acid.     This  is  known  as  chamber 

>  Handbook  of  Metallurgy,  Vol.  I,  p.  200. 
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&cid  aud  lius  a  apcrifiu  gravity  of  about  52''B.  and  toutains  about  65. 
per  cent.  HjSO,.  The  chamber  acid,  in  commertial  plants,  is  then  co5 
centrated  to  66°  B,  containing  93.5  per  cent.  HjSO,,  and  this  is  the 
nnry  acid  of  commerce,  or  oil  of  vitriol. 

In  the  manufacture  of  sulphuric  acid,  for  leaching  purposes,  the  proc« 
will  be  somewhat  cheaper  than  the  manufacture  of  66''B.  arid  for  comj 
merce,  because  no  purification  will  be  required,  and  the  chamber  ach 
may  be  used  without  further  concentration.  On  the  other  hand,  the 
manufacture  of  acid  for  leaching  purposes  will  usually  be  conducted  on  a 
small  Bcale,  and  hence  the  cost  of  operation,  perunitof  acid,  will  be  largely 
increased  over  that  of  the  large  commercial  plants. 

In  the  m.inufacture  of  sulphuric  acid,  a  chamber  ?pace  cf  from  15 
'2'>  cu.  ft.  should  be  provided  per  pound  of  sulphur  burned  in  24  hours,  ai 
uitrate  of  soda  will  be  consumed  in  amounts  varying  from  3  to  5  per  cenl 
of  the  sulphur  burned. 

The  cost  of  manufacturing  the  acid  at  the  mine  will  vary  within  widi 
limits.  The  selling  price  of  66°B.  acid,  f,  o.  b.  works,  in  commerical 
plants,  in  about  J18.00  per  ton,  but  this  cannot  be  made  the  basis  of  costs 
(hff  mine,  for  the  reason  that  such  acid  is  made  under  the  best  possible 
economic  conditions.  On  the  other  hand,  if  acid  is  manufactured  at  Ihej 
mine,  assuming  the  ore  to  be  a  sulphide  or  to  contain  sufficient  sulphidi 
for  acid  manufacture,  there  would  be  no  expense  for  rousting  and  r 
expense  for  .sulphur,  for  In  any  event,  the  suphJdcs  would  have  to  b* 
roasted,  and  the  sulphurous  giist-s  would  otherwise  be  wa-sted. 

Sulphuric  Acid  Leaching  of  Oxidized  Copper  Ores,  at  Clifton,  Arizona. 
— The  Arizona  Copper  Company  have  been  leaching  oxidiaed  surface 
ores  at  Clifton,  on  a  large  scale,  since  1893.  The  following  description 
of  the  work  was  prepared  by  F.  N.  Flynn,  the  Company's  Metallurgist. 

"Four  groups  of  mines,  in  the  Mctcalf  District,  havD  contributed  this  cloa 
of  ore,  but  the  Metcalf  mine  has  furnished  the  principal  part  of  the  tonnage. 
The  occurrence  of  the  ore,  and  the  method  of  mining  have  been  described  bjf 
Mr.  Poter  B.  Scotland,  in  the  Eng.  and  Min.  Jour.,  July  16,  1910. 

"The  ores  are  lowered  down  the  hillside  by  means  of  inclined  tramways  to  the 
railroad  bins  at  Metcalf.  Trains  of  40-ton,  bottom  dump  ears  are  hauled  o' 
the  Coronado  Railway,  3fi-in.  gauge  tracks,  to  Clifton.  6.6  miles  distant.  From 
the  railroad  bins,  which  are  common  to  the  various  departments  of  the  worlca^ 
the  ore  is  conveyed  by  a  30-in.  belt  to  tlie  "  Oxide  Mill "  bin,  located  near  the' 
smelting  plant. 

"The  gnngue  of  the  ore  partakes  of  the  character  of  the  mine  formatii 
lilghly  allcriKl  sedimentary  and  igneous  rocks.  The  granite-porphyry,  quartzite^ 
ahtUr,  and  limestone  have  all  been  more  or  less  altered,  resulting  in  a  mass  of 
quartz  grains,  kaolin,  serecite,  silicions  hematite,  mognetite,  limonite.  garnet  an 

'Private  com  muni  cation  from  Norman  Carmichac),  Geo.  Manager,  Aritona  Co] 
perOo.,  Nov.  1.  IDll. 
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various  other  silicates  of  alumina.     Fortunately  the  limestone  was  completely 
altered,  and  the  calcium  sulphate  almost  completely  removed. 

"The  copper-bearing  minerals,  in  the  order  of  their  importance,  are:  Mala- 
chite, copper-pitch-ore,  azurite,  impure  chrysocolla,  cuprite,  chalcocite,  chalco^ 
pyrite,  native  copper  and  brochantite.  Malachite  occurs  throughout  the  upper 
part  of  the  deposit,  and  is  the  all-important  mineral.  The  impure  chrysocolla  is 
neither  brochantite  nor  pure  chrysocolla.  Specimens  of  this  impure  mineral, 
containing  22  per  cent,  of  copper,  contain,  but  0.05  per  cent,  of  sulphur.  The 
copper  is  readily  soluble  in  very  dilute  sulphuric  acid  without  effervescence. 
Cuprite  occurs  in  the  shale,  usually  unassociated  with  other  copper  minerals, 
ex(  c])t  native  copper  in  small  amounts.  It  occurs  in  very  thin  flakes,  and  in  such 
a  manner  as  to  suggest  its  deposit  direct  from  copper  sulphate  solutions,  tl:e 
latter  having  been  hydrolized  by  absorption.  Chalcocite  is  found  in  the  porphyrj', 
partly  and  completely  replacing  the  pyrites. 

"The  milling  ores  vary  between  2.5  and  3.0  per  cent,  copper,  and  analyze 
about  as  follows : 

SiOj,  59 . 0  per  cent. 

AlaO,,  18.0  per  cent. 

Fe,  9 . 0  per  cent. 

Mn,  0 . 1  per  cent. 

CaO,  0 . 1  per  cent. 

MgO,  0 .  05  per  cent. 

S,  1.0  per  cent. 

Au,  Ag,  Pb,  and  Zn,  truces. 

About  315  tons  of  crude  ore  arc  treated  per  day. 
The  crushing  plant  con.sists  of: 

One  10-in.  by  20-in.  jaw  crusher. 

Two  sets  of  12-in.  by  36-in.  rolls. 

One  belt  elevator. 

One  tronunel,  with  3/4-in.  and  5/8-in.  holes  when  new. 

Water  is  fed  under  the  first  set  of  rolls. 

The  3/4-in.  oversize  goes  to  the  second  set  of  rolls. 

The  3,  4-in.  to  5/8-in.  size  is  finished  proiluct,  also  the  5/8-in.  undersize. 
Nothing  is  rocrushed.     The  crushing  plant  and   jigs  run  17  hours  per  day. 

"  Material  between  3/4-in.  and  5/S-in.  goes  to  one  two-compartment  Hartz  jig, 
making  top  concentrates  and  tails.     The  hutch  product  returns  to  the  ore  stream. 

"The  5  8-in.  undersize,  including  the  crushing  water,  goes  to  one  fivc-ccm- 
partniont  Hancock  jig,  making  concentrates  and  tails. 

*'Thc  concentrates  analvze  about  as  follows: 

SiO.^,  37.0  per  cent. 

Al^^Oj  11.0  per  cent. 

Fo,  22 . 0  per  cent. 

Mn,  0.2  per  cent. 

CaO,  0.04  per  cent. 

MgO,  0.1  por  cent. 

S,  5.0  per  cent. 

Cu,  7 . 0  to  10 . 0  per  cunt. 
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''The  specific  gravity  of  the  minerals  entering  the  concentrate  runs  between 
3.76  and  4.63  on  sizes  larger  than  1/8  in.  Eighty-five  per  cent,  of  the  con- 
centrate is  larger  than  eighth  inch.  From  20  to  25  per  cent,  of  the  values  are 
recovered  as  concentrate,  at  a  ratio  of  about  10  to  1. 

*'A  belt  elevator  lifts  the  concentrates  to  a  bin  on  the  smelter  charge  floor, 
from  which  they  are  wheeled  direct  to  the  blast  furnaces. 

"  The  tails  bin  serves  as  a  dewaterer.  The  slime  water  is  pumped  to  settling 
ponds  three-quarters  of  a  mile  distant.  The  slime  carries  2.4  per  cent,  copper  and 
too  much  soluble  alumina  to  permit  of  leaching  it  with  the  gravel  in  the  present 
plant.  The  tailings  vary  from  1  in.  (due  to  the  wear  of  the  trommel)  down  to  the 
finest  sands;  75  per  cent,  is  larger  than  eighth  inch.  The  tailings  are  hoisted  by 
inclined  skip  to  a  receiving  bin,  centrally  located  over  the  top  of  the  leaching 
tanks. 

"The  Joy  Mine  at  Morenci  furnishes  the  pyrite  for  the  manufacture  of  sul- 
phuric acid.     The  pyrite  analyses: 

SiOa,  9 . 0  per  cent. 

AljOj  4 . 0  per  cent. 

Fe,  38.0  per  cent. 

S,  38 . 0  per  cent. 
Zn, 
Cu, 


2 . 0  per  cent. 
Variable;  usually  under  1.5  per  cent 


The  pyrite  is  crushed  to  2  in.  The  fines  are  roasted  in  a  Herreshofif  five-deck 
furnace.  The  coarse  material  goes  to  the  lump  burners.  The  cinder  goes  to  the 
blast  furnaces. 

"The  resulting  acid  is  52°  Baume.  The  capacity  of  the  acid  plant  is  10  tons 
per  day. 

"In  the  leaching  department,  small  circular  wooden  tanks  are  used.  There 
are  twelve  ore  tanks  of  13  tons  capacity  each,  or  156  tons  total  capacity.  These 
have  an  inner  lining  of  lighter  staves.  Between  the  outer  and  inner  staves  an 
acid  proof  cement  preparation  is  used.  The  tops  of  the  staves  are  covered  with 
sheet  lead.  A  false  bottom  of  plank,  slightly  inclined  toward  the  center,  and 
perforated  with  hocls.  serves  as  a  filter  bottom. 

"The  ore  (jig  tails)  is  charged  to  the  tank  by  means  of  fixed  launders  over- 
head, connected  with  the  ore  supply  bin  at  the  top  of  the  mill. 

"The  leached  tailings  are  discharged  through  a  circular  opening  in  the  bottom 
of  t^.e  tank  at  the  center.  The  opening  is  closed  by  means  of  a  wooden  plug, 
extending  up  through  the  ore  charge,  and  suspended  from  chain  blocks.  The 
tails  are  flushed  from  the  ore  tanks  and  hoisted  to  the  railroad  bins,  from  which 
they  are  hauled  away  in  50-ton  bottom  dump  cars.  Each  ore  tank  is  provided 
with  a  belted  centrifugal  pump  for  circulating  li(iuors  from  bottom  to  top  of 
tank,  or  to  any  other  tank  in  the  series. 

"Ordinary  circular  wooden  tanks  are  used  in  the  precipitating  room.  Two 
s(]uare  tanks  are  used  for  final  precipitation.  In  each  of  these  tanks  is  a  revolving 
drum  or  trommel  made  of  cast  copper.  The  circumference  is  perforated  with 
holes  like  a  trommel.  The  ends  are  closed  and  support  the  axles.  A  small  door 
permits  charging  the  trommel  with  small  picK'cs  of  wrought  iron.  The  drum  is 
submerged  in  the  solution  up  to  the  bearings,  and  revolves  slowly. 
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The  department  is  arranged  on  three  floors.  The  top  floor  for  the  ore  tanks, 
the  middle  floor  for  the  precipitating  tanks  and  trommels,  and  the  ground  floor 
for  cement  copper. 

"The  ore  charge  (jig  tails)  analyze: 

SiOa,  60 . 0  per  cent. 

AljOj,  16.0  per  cent. 
Fe,  8 . 0  per  cent. 

Mn,  0 . 1  per  cent. 

CaO,  0.06  per  cent. 

MgO,  0 .  03  per  cent. 

S,  0.4  per  cent. 

Cu,  2 . 0  to  2.6  per  cent. 

*'In  practice  three  tanks  are  leached  as  a  unit  as  regards  solutions,  although 
the  tanks  are  charged  and  discharged  singly  and  at  intervals. 

"A  charge  of  the  solution  circulates  in  each  of  the  three  tanks  for  4  hours,  or 
12  hours  total  time,  more  or  less.  In  this  manner  a  charge  of  ore  is  leached  with 
three  strengths  of  liquor,  approximately  as  follows : 

4  hours  with  'Strong  Liquor.'     High  in  copper  and  low  in  acid. 

4  hours  with  '  Weak  Liquor.'     Lower  in  copper  and  higher  in  acid. 

4  hours  with  'Acid  Solution.' 

0 . 5  hours  with  Water. 

0.5  hours  Charging  and  Discharging. 


13  hour  cycle. 

"Sulphuric  acid  is  added  to  the  resulting  wash  water,  to  make  the  'Acid 
Solution,'  which  in  turn  makes  'Weak  Liquor/  'Strong  Liquor'  and  'Copper 
Liquor.' 

"The  'Copper  Liquor'  goes  to  the  precipitating  tanks  with  a  very  small 
fraction  of  a  per  cent,  of  free  acid.  Usually  the  free  acid  is  too  small  to 
determine. 

"The  acid  consumed  in  leaching,  per  pound  of  pure  copper  recovered,  amounts 
to  2.6  lb.  of  52°  B.  acid. 

"The  'Copper  Liquor'  from  the  various  tanks  is  collected  in  a  distributing 
tank,  from  which  it  flows  continuously  in  a  small  regulated  stream  to  the  pre- 
cipitating tanks.  The  precipitating  tanks  are  connected  in  series,  and  use  scrap 
iron  of  all  descriptions — all  of  which  comes  from  the  works. 

"From  the  last  tank  in  the  series  the  liquor,  low  in  copper,  goes  to  the  'trom- 
mel tank '  in  '  charges.'  Small  pieces  of  wrought  iron  are  charged  to  the  trom- 
mel. Usually  this  consists  of  ties  from  cotton  bales,  cut  in  strips  of  a  foot  in 
length. 

"A  'charge'  of  li(iuor  requires  from  10  to  30  minutes  in  contact  with  the 
revolving  trommel  to  complete  the  copper  precipitation.  The  finished  charge 
containing  its  cement  copper  is  flushed  to  settling  tanks. 

"The  decanted  liquor,  practically  free  from  copper,  either  in  solution  or  as 
precipitate,  is  passed  through  another  set  of  overflow  tanks,  containing  tin  cans, 
before  going  to  waste. 

"The  resulting  'Iron  Liquor'  is  pumped  to  an  earthen  reservoir,  where  it 
soaks  into  the  ground. 
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"  The  cement  copper,  after  settling  to  separate  the  solution,  is  accumulated  in 
the  patio,  and,  when  sufficiently  dry,  is  moulded  into  large  bricks,  by  hand. 
After  sun  dr>ang  for  a  month,  they  are  sufficiently  dry  to  be  fed  to  the  copper 
converters.     The  cement  copper  averages  72  per  cent,  copper. 

"The  plant  is  handled  by  a  superintendent  and  two  white  foremen  with 
Mexican  laborers.  The  foremen  make  frequent  mill  tests  for  copper,  impurities 
and  free  acid.  The  working  strength  of  all  solutions  is  governed  by  Baume 
readings. 

'*No  general  rule  can  be  followed  for  the  strength  of  the  various  solutions, 
because  the  ore  is  quite  variable  in  composition,  both  as  regards  copper  and  other 
soluble  salts.  When  ores  are  met  with  which  show  a  readily  soluble  gangue,  the 
acid  strength  of  the  solution  is  reduced  from  that  used  or  on  more  silicious 


ores." 


Leaching  Plant  at  the  Snowstorm  Mine. — At  the  Snowstorm  mine, 
Larson,  Idaho,  there  has  been  in  operation  for  some  years  a  leachmg 
plant  of  250  tons  daily  capacity.  The  ore  deposit  of  the  Snowstorai 
mine  consists  of  disseminations  of  bornite,  chacolcite,  and  chalcopyrite 
in  certain  beds  of  Revett  quartzite.  The  greater  part  of  the  sulphide 
has  however,  been  oxidized  to  cuprite,  malachite,  and  chrysocolla.  The 
various  prospects  are  on  metasomatic  fissure  veins  carrying  chalcopy- 
rite, chalcocite  or  bornite,  with  quartz,  dolomite,  or  siderite.  In  the 
lower  workings  of  the  mine  the  ore  occurs  as  sulphide,  containing  only  a 
very  small  portion  of  the  copper  in  the  oxidized  condition,  but  no  attempt 
has  been  made  to  leach  the  sulphide  ore. 

The  oxidized  ores  average  from  21/2  to  31/2  per  cent,  copper,  7  oz. 
in  silver,  and  $1.00  in  gold,  per  ton.  The  ore  is  crushed  and  run  into  three 
agitators,  where  it  is  treated  with  bleaching  powder  and  a  10  per  cent, 
solution  of  sulphuric  acid.  By  this  method  chlorine  is  slowly  released, 
which  chlorinates  the  gold  and  silver,  and  to  some  extent  attacks  the 
small  quantities  of  sulphide  in  the  oxidized  ores. 

The  copper  solution  goes  from  the  agitators  through  a  series  of  six 
settling  tanks,  after  which  it  is  precipitated  with  scrap  iron.  The  resi- 
dues, containing  the  silver  chloride,  are  treated  with  sodium  thiosulphate 
(hyposulphite)  to  dissolve  the  silver,  and  the  solution  so  obtained  is  passed 
through  settling  tanks  and  the  silver  precipitated  from  the  clear  solution 
with  sodium  sulphide.  The  silver  sulphide  precipitate  is  filtered  and 
shipped  for  refinement.  The  process  is  said  to  save  90  per  cent,  of  the 
assay  value  of  the  ore. 

Copper  Leaching  Plant  at  the  Gtuneshevsky  Mine,  Russia.^ — The 
Sissert  property,  of  which  the  Gumeshevsky  copper  mine  is  a  part,  is  one 
of  the  largest  concessions  in  the  Urals  and  was  originally  obtained  for 
working  iron  ore  deposits.     As  early  as  1727  two  important  copper  de- 

^nst.  of  Min.  and  Met,  Bull.,  No.  65;  Trans.  I.  M.  M.,  XIX,  212;  Min.  Ind., 
1910.  210. 
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posits  were  discovered  on  the  property.     These  were  worked  intermit- 
tentlv  for  more  than  100  vears. 

The  Gumeshevesky  mine  was  shut  down  in  1871.  From  old  data 
available  it  appears  that  the  mine  is  a  contact  between  limestone  and 
cliorito.  Oxidized  copper  ore  occurs  in  a  clay  formation  along  the  con- 
tact where  there  are  old  workings,  extending  about  2  miles  in  length 
and  possibly  1000  ft.  wide.  The  mine  was  worked  for  the  oxidized  ores 
Diily.  The  deepest  shaft  is  500  ft.  The  material  raised  from  tHe  shaft 
was  evidently  hand  picked  and  only  the  large  lumps  of  oxidized  ore 
saved. 

The  dump  c<)nsists  of  clay  material  with  the  fine  ore  that  escaped 
hand  i)ickinjj:.  It  covei*s  an  area  of  about  20  acres,  with  an  average 
depth  of  17  ft.  This  was  thoroughly  sampled  and  estimated  to  contain 
r^\\\  ,000  cu.  yd.  of  material  carrying  23  lb.  of  copper  per  cubic  yard  (about 
0.70  iMM"  cent). 

In  brief,  the  process  of  treatment  consists  of  leaching  the  crushed 
material  with  dilute  sulphuric  acid,  then  precipitating  the  copper  from 
solution  with  pig  iron. 

Thi»  owners  of  the  property  contracted  with  manufacturers  of  acid  to 
«»n»ct  a  plant  to  use  iron  pyrite  from  a  deposit  about  4  miles  from  the 
diiinps,  and  to  sell  to  them,  during  a  period  of  10  years,  53°B.  acid  at 
%\.\V1  per  lonu:  ton  U^l*^  cents  per  pound).  The  contractors  were  to  ex- 
tract tin*  copper  from  the  pyrite  paying  the  estate  a  royalty  of  $145  to 
.1|il7r)  per  ton  i»f  roj)per  produced,  and  were  bound  to  burn  4000  to  4800 
lohH  i>r  pyrite  annually.  The  pyrite  was  estimated  to  contain  3.5  to  8.0 
|iri'  cent,  Cu,  and  the  contractors  were  required  to  leach  it  so  as  to  leave 
no  moir  llian  0.2  to  0.3  per  cent,  copper  in  the  tailings. 

The  method  usetl  for  the  extraction  of  the  copper  from  the  burned 
|iyrilr  consists  in  roasting  it  in  a  muffle  with  the  addition  of  sulphuric 
nritl  al  a  (eniperat  ure  of  450  to  550^  C.  This  brings  the  copper  into  soluble 
rondition.  The  ])rothict  is  then  leached  in  lead-lined  wooden  tanks, 
IiimI  willi  water,  tlien  with  barren  acid  solution  left  after  precipitating 
(lie  copper  on  iron  j)lates,  and  finally  with  dilute  acid.  The  copper  ia 
|ireci|)iljit(Ml  from  the  soluton  at  boiling  temperature,  on  cast  iron  plates. 
1  n  1  his  work  2  lb.  of  acid  and  from  1  to  2  lb.  of  iron  are  used  per  pound  of 
(M)|)|)(»r  e\t ractiMl. 

The  ()\i(liz(Ml  dump  material  is  compo.«?ed  of  one-third  large  pieces 
needin*;  ^rindin^ir  and  two-thirds  of  fines.  It  is  of  the  following  average 
composition:  SiO,,  \M A)  ])er  cent.;  Fe,  19.G;  AKOs,  20;  CaO,  0.25;  Cu, 
0.7.")  pel"  cent . 

Tli(»  ore  is  slioveled  into  side  dump  cars  and  hauled  by  horses  to  the 
end  of  nn  inclined  trough(Ml  belt  conveyor  which  raises  it  to  the  top  of 
I  he  crushing  plant.  Here  it  is  wet  crushed  in  a  breaker  and  Chili  mills 
tt)  yield  a  pulp  containing  3^3  per  cent,  dry  solids  and  having  50  per  cent. 


CHEMICAL  PROCESSES 


189 


material  fine  enough  to  pass  through  a  136-mesh  screen.  This  pulp  is 
conducted  by  wooden  launders  to  the  leaching  vats.  Fig.  45  represents 
a  general  plan  and  section  of  the  leaching  and  precipitating  plant.  This 
consists  first  of  10  leaching  tanks  184x42x6  1/2  ft.  deep.  These  tanks 
are  erected  on  a  rock  foundation,  and  have  masonry  walls,  covered  with 
4  in.  of  concrete,  then  1  in.  of  reinforced  asphalt.  The  asphalt  covering 
has  lasted  successfully  for  2  years  and  has  been  subjected  to  temperatures 
from  — 40  to  102°  F.  The  plant  is  operated  in  the  warmer  months  only. 
Each  leaching  tank  13  charged  in  8  hours  with  pulp  containing  200 
tons  dry  material.     The  pulp  during  this  time  receives  13,2  tons  of  SS^B. 
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Fia.  45. — Copper  leaching  plant  at  the  Giimrslicvcsky  Miii 
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sulphuric  acid  which  is  run  into  the  tank,  after  which  the  stirring  arms  of 
an  agitator  are  lowered  into  it.  This  machine  is  furnished  with  five 
vertical  shafts,  each  having  a  stirring  arm  at  its  lower  end.  The  agitator 
is  moved  from  end  to  end  of  the  tank  and  stirs  the  pulp  for  0  hours. 
The  material  in  the  tank  is  then  allowed  to  settle,  the  clear  solution  is 
decanted  through  the  launders  to  the  precipitation  tanks.  Wash  water  is 
run  in  to  fill  the  tank,  the  pulp  is  again  agitated  for  4  hours,  allowed  to 
settle,  and  the  solution  decanted  as  before.  Four  washes  and  decant ations 
are  thus  made.  The  tank  is  provided  with  a  side  door  through  which  the 
tailings  are  discharged,  while  they  are  kept  in  suspension  by  means  of 
the  agitator.  Care  must  be  taken  to  add  sufficient  water  to  make  at 
least  2  1/2  parts  of  water  to  1  of  tailings.  The  tailings  go  to  a  centrifugal 
pump  which  raises  them  to  the  elevated  tailings  discharge.  It  takcw 
;i  1/2  hours  to  disrhargc  a  tank.  The  agitator  is  then  transferred  by  a 
crane  to  another  tank.  The  cycle  of  the  leaching  operation  requires 
■5  days,  two  tanks  being  charged  and  two  discharged  daily. 
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The  quantity  of  solution  decanted  at  one  time  is  660  tons.  The 
copper  content  of  the  solution  varies  from  0.121  per  cent.  Cu  at  the  first 
decantation  to  0.015  per  cent,  in  the  last  wash.  About  50  per  cent,  of  the 
copper  is  extracted  by  these  leaching  operations,  the  insoluble  balance 
consisting  of  copper  silicate  and  native  copper. 

The  accompanying  table  shows  the  actual  consumption  of  acid  as 
compared  with  laboratory  tests. 


CONSUMPTION  OF  ACID 


Acid  consumed  by 


Laboratory  tests, 
per  cent. 


Actual  practice, 
per  cent. 


Copper 

Alumina 

Iron  oxides 

Lime 

Organic  matter,  etc 


22.5 
49.9 
12.4 
4.2 
11.0 


25.0 
50.0 
15.0 

10.0 


There  are  20  asphalt  lined  concrete  precipitating  tanks  arranged  in 
five  rows  with  four  tanks  per  row.  Each  tank  is  43  ft.  long,  19  ft.  wide, 
and  2  ft.  7  in.  deep.  The  upper  tank  of  each  row  is  filled  with  110  to  120 
tons  of  cast-iron  plates.  The  other  four  have  inclined  false  bottoms, 
each  covered  with  about  3  tons  of  granulated  cast  iron  in  a  layer  4 
in.  thick.  Thus  there  are  in  all  the  tanks  460  tons  of  plates  and  200  tons 
of  granulated  iron.  The  solution  flows  through  the  system  at  the  rate  of 
nearly  200  tons  per  hour.  The  average  entering  solution  contains  0.04 
to  0.07  per  cent.  Cu,  and  when  leaving  it  contains  0.002  per  cent.,  indicat- 
ing a  precipitation  of  95  per  cent,  of  the  copper.  The  tanks  containing 
the  plates  are  charged  at  intervals  of  3  weeks;  the  other  tanks  every 
4  to  8  days.  The  plates  are  cleaned  by  scraping  and  washing  ofif  the 
loosely  adherent  copper.  The  cast  iron  granules  are  washed  with  water  in 
a  trommel  perforated  with  1/8-in.  holes.  The  under  size  of  the  trommel, 
consisting  of  cement  copper  and  small  grains  of  iron,  goes  to  a  magnetic 
separator  where  the  iron  is  removed.  The  oversize  of  the  trommel  is 
returned  to  the  tanks.  Granulated  cast  iron  is  in  every  respect  a  more 
convenient  precipitant  than  cast  iron  plates,  bars,  or  scrap  iron. 
Twelve  tons  of  granules  have  the  same  precipitating  capacity  as  120  tons 
of  plates.  It  takes  eight  men  45  hours  to  clean  120  tons  of  plates,  as  com- 
pared with  six  men  taking  care  of  12  tons  of  granules  in  8  hours. 

The  iron  consumed  is  1.8  to  2.0  tons  per  ton  of  copper  recovered. 
The  cement  copper,  containing  60  to  75  per  cent,  of  the  metal,  is  treated 
by  melting  in  a  reverberatory  furnace,  adding  to  it  a  small  quantity  of 
matte  of  the  grade  of  white-metal  4;o  remove  impurities.    The  resultant 
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blister  copper  is  then  rabbled  and  poled  in  the  usual  way  to  produce  a 
brand  of  best-selected  metal. 

The  accqpipanying  table,  based  on  operations  for  13  days  in  June, 
1909,  gives  an  idea  of  working  costs  under  normal  conditions. 

OPER.\TING  COSTS  OF  COPPER  LEACHING  PLANT  IN  THE  URALS 

-^  ,  Total  cost      Cost  i>er  ton  of        Cost  per  lb.  of 

Item  of  expense  j  .     .  i 

dump  matonal  copper 


Woses  and  superintendence 91813. 14 

Supplies 289.65 

Assay  office  expense 51.51 

Repairs  and  renewals 736.06 

Power 210.56 

Acid,  351  tons  at  $4.32 1516.32 

Pig  iron,  62.45  tons  at  $10.48 676.95 

Refining,  33  tons  at  $12.50 412.50 

Tax  on  33  tons  at  $15.96 526.68 

Depreciation  and  general  expenses 2218.32 


$0,238 

$0,024 

0.037 

0.004 

0.007 

0.001 

0.099 

0.010 

0.027 

0.003 

0.196 

0.020 

0.088 

0.009 

0.0.53 

0.006 

0.068 

0.007 

0.290 

o.asi 

Total $8481 .69  $1 .103  $0,115 

From  7735  tons  of  crushed  dump  material,  33  tons,  or  0.43  per  cent. 
of  copper,  was  recovered,  using  341.1  tons  of  53° B.  sulphuric  acid  and 
62.45  tons  of  pig  iron.  The  cost  of  the  plant,  not  including  the  acid 
works,  was  $128,700. 

Ferric  Sulphate,  ¥e2{S0^2, — If  cupriferous  pyrites  is  treated  with  a 
solution  of  ferric  sulphate,  copper  goes  into  solution  in  proportion  to  the 
quantity  of  iron  that  has  been  reduced  from  the  ferric  to  the  ferrous  condi- 
tion. If  ferric  sulphate  is  applied  to  a  fresh  lot  of  cupriferous  pyrites  it  is 
at  first  quite  rapidly  reduced,  and  the  richer  the  mineral  in  copper,  the 
quicker  and  more  perfect  will  be  the  reduction.  As  the  copper  content  in 
the  ore  is  diminished,  the  reducing  action  becomes  slower,  and  in  the  later 
stages  of  treatment,  if  the  ferric  sulphate  solution  is  allowed  to  remain  in 
contact  with  the  partially  exhausted  ore  until  reduction  has  taken  place,  it 
will  be  found,  (1)  that  the  free  sulphuric  acid  is  on  the  increase,  and  (2)  that 
the  copper  content  of  the  solution  does  not  increase  in  proportion  to  the 
quantity  of  ferric  sulphate  reduced,  as  is  the  case  when  it  is  first  applied 
to  untreated  ore.  On  continuing  the  treatment  until  the  reduced  liquor 
shows  no  furthur  increase  in  its  copper  content,  the  proportion  of  free  acid 
rapidly  increases,  due  to  the  action  of  ferric  sulphate  on  iron  pyrites. 
At  a  slightly  elevated  temperature  the  leaching  action  of  the  mineral  is 
more  rapid. 

Before  the  copper  is  precipitated  with  iron,  precautions  should  be 
taken  to  insure  as  far  as  possible  the  reduction  of  the  ferric  sulphate,  or 
the  consumption  of  iron  will  be  excessive  and  the  precipitation  retarded. 
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The  quantity  of  solution  decanted  at  one  time 
copper  content  of  the  solution  varies  from  0.121  per 
decantation  to  0.015  per  cent,  in  the  last  wash.  Aboi 
copper  is  extracted  by  these  leaching  operations,  tl 
consisting  of  copper  silicate  and  native  copper. 

The  accompanying  table  shows  the  actual  cone 
compared  with  laboratory  tests. 

CONSUMPTION  OF  ACID 


.    .J  J  ,  Laboratory  tests, 

Acid  consumed  by  x 

per  cent. 


Copper 22.5 

Alumina 49 . 9 

Iron  oxides 12.4 

Lime 4.2 

Organic  matter,  etc 11.0 


There  are  20  asphalt  lined  concrete  precipitatin 
five  rows  with  four  tanks  per  row.    Each  tank  is  43 
and  2  ft.  7  in.  deep.     The  upper  tank  of  each  row  is  i 
tons  of  cast-iron  plates.     The  other  four  have  inc 
each  covered  with  about  3  tons  of  granulated  ca. 
in.  thick.     Thus  there  are  in  all  the  tanks  460  tons  c 
of  granulated  iron.     The  solution  flows  through  the 
nearly  200  tons  per  hour.     The  average  entering  s* 
to  0.07  per  cent.  Cu,  and  when  leaving  it  contains  O.l. 
ing  a  precipitation  of  95  per  cent,  of  the  copper, 
the  plates  are  charged  at  intervals  of  3  weeks;  t 
4  to  8  days.     The  plates  are  cleaned  by  scraping 
loosely  adherent  copper.     The  cast  iron  granules  art 
a  trommel  perforated  with  1/8-in.  holes.     The  imdt 
consisting  of  cement  copper  and  small  grains  of  ire 
separator  where  the  iron  is  removed.     The  overs. 
returned  to  the  tanks.     Granulated  cast  iron  is  in 
convenient    precipitant    than   cast    iron    plates, 
Twelve  tons  of  granules  have  the  same  precipitatin. 
of  plates.   It  takes  eight  men  45  hours  to  clean  120 
pared  with  six  men  taking  care  of  12  tons  of  granult 

The  iron  consumed  is  1.8  to  2.0  tons  per  toii 
The  cement  copper,  containing  60  to  75  per  cent.  • 
by  melting  in  a  reverberatory  furnace,  adding  to_ 
matte  of  the  grade  of  white-metal  to  remove  imp 
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to  determine  the  chemical  action  that  was  taking  place.  To  determine  the 
action  of  ferric  sulphate  on  cuprous  sulphide,  20  grm.  of  pure  copper  glance 
(CujS)  crushed  to  a  fine  powder,  was  treated  with  an  excess  of  the  ferric  solution. 
On  filtering  off  the  liquor,  well  washing  the  insoluble  residue,  etc.,  it  was  found 
on  analysis  that  15.39  grm.  of  copper  had  been  dissolved,  27.43  grm.  iron  has 
been  reduced  from  the  ferric  to  the  ferrous  condition,  and  3.83  grm.  of  free 
sulphur  had  been  produced.  Based  on  these  results  it  will  be  seen  that  the  fol- 
lowing equation  represents  the  reaction  that  has  taken  place : 

(1)  Cu,S  +  2Fe,(SO,),  =  2CuSO,  +  4FeSO,+S, 

but  having  noticed  on  every  occasion  when  carrying  out  experiments  on  the 
above  lines,  that  the  first  50  per  cent,  of  the  copper  is  more  easily  extracted,  it  is 
probable  that  the  reaction  is  more  correctly  shown  as  taking  place  in  two  stages, 
thus: 

(a)  Cu  ^S  +  Fe,  (SO,) ,  =  CuS  4-  CuSO,  +  2FeS0,. 

(b)  CuS  +  Fo,(SOJ,  =  CuSO,-h2FeSO,  +  S.  * 

"With  a  view  to  determine  the  action  of  ferric  sulphate  on  iron  pyrites 
FeS,,  100  grm.  low  grade  ore  which  had  been  previously  ground  to  a  fine  powder, 
sampled  and  analyzed,  was  washed  with  a  strong  solution  of  ferric  sulphate 
(2  per  cent.  Fe)  until  the  analysis  of  the  liquor  drawn  off  from  time  to  time  showed 
that  practically  all  the  copper  had  been  removed.  The  washed  mineral  was  then 
treated  for  63  days  with  the  ferric  solution,  and  at  the  end  of  this  period  it  was 
noticed  that  the  reduction  of  the  ferric  iron  was  taking  place  almost  as  rapidly 
as  at  the  commencement  of  the  experiment.  From  the  analysis  of  the  washings, 
which  were  drawn  off  when  the  color  indicated  that  reduction  had  taken  place, 
it  was  noted  that  each  successive  wash  showed  a  slight  increase  in  its  free  acid 
content  until  the  copper  contained  by  the  mineral  had  been  practically  exhausted ; 
at  this  stage  the  free  acid  appeared  to  have  reached  its  maximum,  and  from  thence 
was  always  found  present  in  quantity,  directly  proportional  to  the  amount  of 
ferric  sulphate  that  had  been  reduced  by  the  mineral. 

The  mineral  at  the  conclusion  of  the  experiment  was  well  washed  with  dis- 
tilled water,  and  dried  at  100®  C.  The  following  are  the  analyses  before  and 
after  treatment : 


('oinpontMits 


Before 


After 


Cr)p[)i'r 
Sulphur. 
Iron. 

Arsenic .  .    . 
Antimony 
Bismuth. . 
I^ad. . 

Zinc 

Silica 

Total 

Frw;  .sulphur. 


0.64 
5 1.20 
4.T.82 
O.-W 
0.0.1 
0.003 
0.97 
2.00 
0.39 


per  cent, 

per  cent, 

per  cent, 

per  cent, 

per  cent. 

I>er  cent, 

per  cent, 

per  cent, 

per  cent. 


0.07 
33.09 
44.60 
0.21 
0.02 
0.002 
1.10 
0.12 
0.46 


per  cent, 
per  cent, 
per  cent, 
per  cent, 
per  cent, 
per  cent, 
per  cent, 
per  cent, 
per  cent. 


99.613  per  cent. 
Nil 


99.672  per  cent. 
2.51  per  cent. 
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"The  above  analyses  show  that  the  copper  and  zinc  originally  contained  by 
the  pyrites  are  almost  totally  extracted  by  ferric  sulphate,  the  arsenic  to  a  lesser 
extent  in  the  same  time,  while  all  the  lead  remains  in  the  washed  material, 
probably  as  insoluble  sulphate.  It  is  well  to  note  that  there  is  free  sulphur  pres- 
ent in  the  material  after  treatment. 

"The  results  of  the  analyses  of  the  liquors  obtained  by  washing  the  mineral 
for  63  days,  after  the  copper  had  been  extracted,  were  as  follows:  During  this 
trial  the  liquors  were  kept  at  a  slightly  elevated  temperature;  45.2  grm.  of  ferric 
iron  reduced  to  the  ferrous  state;  44  grm.  free  sulphuric  acid  formed,  and  4.2 
grm.  of  iron  (from  the  pyrites)  dissolved.  Based  on  these  results  it  is  probable 
that  the  following  equation  represents  the  action  of  ferric  sulphate  on  iron  pyrites : 

(2)  llFe,(SO,),  +  2FeS,  +  12H,0  =  24FeSO,  +  12H,SO,  +  S. 

"The  amount  of  pyrites  required  to  effect  the  reduction  is  very  small,  but  the 
reaction  in  the  cold  is  slow  in  taking  place,  unless  a  large  excess  of  mineral  is 
exposed  in  proportion  to  the  quantity  of  ferric  sulphate  to  be  reduced;  at  a 
temperature  of  from  50  to  60°  C.  the  reaction  takes  place  much  quicker  than  at 
ordinary  temperatures." 

Ferric  sulphate  also  reacts  with  cupric  oxide,  according  to  the  equation: 

(3)  3Cu04-Fe3(SO,)3  =  3CuSO,4-Fe203, 

and  somewhat  similarly  on  the  carbonate,  with  the  liberation  of  CO,. 
Zinc  in  its  sulphide  combination  is  readily  soluble  in  a  solution  of 
ferric  sulphate,  according  to  the  equation: 

(4)  ZnS  +Fe2(S0,) 3  =  ZnSO,  +  2FeS04  +  S. 

From  equations  1,  3,  and  4,  it  is  readily  estimated  that  theoretically, 
6.3  lb.  of  anhydrous  ferric  sulphate  are  required  to  dissolve  1  lb.  of  copper 
from  its  cuprous  sulphide  combination,  and  2.1  lb.  from  the  cupric  oxide: 
6.1  lb.  of  ferric  sulphate  is  destroyed  in  dissolving  1  lb.  of  zinc  from 
sphalerite,  and  as  zinc  is  more  electropositive  than  iron,  it  will  not  be 
precipitated  by  it,  but  will  accumulate  indefinitely  unless  some  means  is 
provided  to  remove  the  zinc  sulphate,  or  at  intervals  renew  the  solution. 

Experiments  with  Ferric  Sulphate  at  Cananea. — W.  L.  Austin  gives  an 
account*  of  experiments  carried  out  at  Cananea,  State  of  Sonora,  Mexico, 
by  the  Cananea  Consolidated  Copper  Co.,  from  the  original  notes  furn- 
ished by  David  Cole,  assistant  general  manager  of  the  company,  with  a 
view  to  ascertaining  the  leaching  qualities  of  local  material.  While  these 
experiments  did  not  lead  to  the  adoption  at  Cananea  of  the  method  ad- 
vocated, the  results  obtained  are  instructive  and  of  practical  value  to 
any  one  contemplating  similar  experimental  work. 

"The  material  treated  at  Cananea  consisted  of  mill-tailing  sands  and  of  flue 
dust  from  the  furnaces.  The  leaching  was  done  by  simple  percolation  without 
agitation.     The  copper  was  precipitated  from  the  cuprous  liquors  by  moans  of 
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metallic  iron.  The  spent  solutions  were  regenerated  by  forcing  heated  air 
through  them.  The  principal  difficulties  encountered  arose  in  the  regeneration 
of  the  licjuors. 

''There  is  from  0.27  to  0.66  per  cent,  zinc  in  the  mill-tailing  sands  at  Cananea 
and  the  copper  varies  from  0.54  to  0.S9  per  cent.  It  was  found  that  the  zinc 
minerals  were  more  readily  attacked  than  those  carrying  the  copper,  for  in  the 
same  time  that  approximately  65  per  cent,  of  the  copper  was  extracted  72  per 
cent,  of  the  zinc  went  into  solution.  It  was  thought  at  Cananea  that  dilution 
of  the  solutions  by  wash  water  introduced  to  remove  the  soluble  copper  salts 
from  the  tails  before  allowing  them  to  go  to  waste  would  suffice  to  keep  the  zinc 
content  in  the  solution  low  enough  to  prevent  serious  fouling.  A  certain  propor- 
tion of  the  zinc  salts  would  be  removed  in  this  manner  because  the  wash  water 
after  flowing  over  iron  to  deposit  the  copper  would  be  allowed  to  escape,  but  the 
effect  of  zinc  salts  in  the  application  of  the  process  in  any  particular  case  can  only 
be  determined  by  experimenting  with  the  ore  in  question  on  a  considerable  scale. 
In  using  2  lb.  solution  to  1  lb.  of  ore  it  was  found  that  94  per  cent,  of  the  soluble 
matter  is  extracted  without  increasing  the  bulk  of  solution  with  w^ash  water. 

"  Only  very  small  amounts  of  alkalis  went  into  solution  in  treating  the  sand 
taiUngs — about  0.1  per  cent. — and  the  quantities  of  alumina  and  lime  were 
negligible.  The  pyrites  in  the  ore  was  found  to  reduce  the  ferric  salts,  causing  a 
waste  of  the  solvent. 

"It  was  found  that  the  average  loss  of  ferric  sulphate  per  pound  of  copper 
extracted  was  4.37  lb.  This  figure  was  derived  by  crediting  the  gain  in  ferrous 
sulphate  from  both  the  action  of  the  ore  and  from  the  precipitation  of  the  iron, 
and  *  calculating  the  oxidation  in  the  tower.' 

"It  was  found  at  Cananea  that  a  ferric  sulphate  solution  accomplished  a  very 
complete  extraction  of  the  copper  from  material  containing  the  oxides  and 
carbonates,  but  that  it  acted  more  slowly  upon  those  carrying  the  metal  in  the 
form  of  chalcocite.  Chalcopyrite  was  hardly  attacked  at  all.  The  content  of 
the  solution  in  ferric  sulphate  was  found  to  be  of  comparatively  small  importance 
provided  base  salts  were  absent.  It  worked  when  it  carried  as  small  an  amount 
of  ferric  salt  as  1  per  cent.,  and  the  extractions  were  nearly  as  complete  when 
using  2  per  cent,  solution  of  ferric  sulphate  as  when  using  7  per  cent.  A  freshly 
precipitated  solution  acted  more  energetically  than  an  old  one,  even  though 
relatively  weaker.  The  presence  of  much  basic  sulphate  was  found  to  greatly 
retard  the  leaching,  *  clogging'  the  action.  For  this  reason  the  solution  was 
settled  in  the  oxidizer  before  using.  About  65  per  cent,  of  the  copper  contents 
of  the  mill-tailing  sands  could  be  extracted  in  about  three  hours  when  the  liquor 
was  boiled,  or  in  about  7  hours  when  it  was  kept  at  a  temperature  of  70°. 

"Concentrates  gave  about  40  per  cent,  extraction. 

"After  the  liquors  were  thought  to  contain  a  sufficient  quantity  of  copper  in 
the  sulphate  form  they  were  conveyed  to  the  precipitating  tanks  where  the 
metal  was  removed  by  being  brought  in  contact  with  metallic  iron :  ' 

(5)  CuSO,+Fe  =  FeSO,  +  Cu. 

"The  consumption  was  light  because  when  the  solution  is  hot  the  precipita- 
tion is  very  rapid  and  complete. 

"After  the  liquors  had  passed  through  the  precipitating  boxes  the  iron  was 
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"The  above  analyses  show  that  the  copper  and 
the  pyrites  are  almost  totally  extracted  by  ferric  su** 
extent  in  the  same  time,  while  all  the  lead  rema^" 
probably  as  insoluble  sulphate.     It  is  well  to  note  tl 
ent  in  the  material  after  treatment. 

"The  results  of  the  analyses  of  the  liquors  obta* 

!] !  for  63  days,  after  the  copper  had  been  extracted,  ■»*"" 

i  trial  the  liquors  were  kept  at  a  slightly  elevated  teir" 

I  iron  reduced  to  the  ferrous  state;  44  grm.  free  sul»n 

j  grm.  of  iron  (from  the  pyrites)  dissolved.     Based  o«- 

j  that  the  following  equation  represents  the  action  of  fp^ 
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(2)  1  IFe,  (SO,) ,  +  2FeS,  +  12H,0  =  24FeS' " 

"The  amount  of  pyrites  required  to  effect  the  red^ 
reaction  in  the  cold  is  slow  in  taking  place,  unless 
exposed  in  proportion  to  the  quantity  of  ferric  sui- 
temperature  of  from  50  to  60°  C.  the  reaction  takes 
ordinary  temperatures." 

Ferric  sulphate  also  reacts  with  cupric  oxide, : 

(3)  3Cu04-Fe2(SO,)3  =  3CuSO/ 

and  somewhat  similarly  on  the  carbonate,  wi: 
Zinc  in  its  sulphide  combination  is  readily 
ferric  sulphate,  according  to  the  eciuation: 

(4)  ZnS+Fe2(SO,)3  =  ZnSO,4-l' 

From  equations  1,  3,  and  4,  it  is  readily  esti' 

6.3  lb.  of  anhydrous  ferric  sulphate  arc  required  ' 

from  its  cuprous  sulphide  combination,  and  2.1  I 

■  :|  6.1  lb.   of  ferric  sulphate  is  destroyed  in  dissi* 

sphalerite,  and  as  zinc  is  more  electropositive  i 
precipitated  by  it,  but  will  accumulate  indefinitt 
provided  to  remove  the  zinc  sulphate,  or  at  intei 

Experiments  with  Ferric  Sulphate  at  Cananea. 
;  account*  of  experiments  carried  out  at  Cananea, 

by  the  Cananea  Consolidated  Copper  Co.,  from 
ished  by  David  Cole,  assistant  general  manager 
view  to  ascertaining  the  leaching  qualities  of  locn 
experiments  did  not  load  to  the  adoption  at  Can 
vocated,  the  results  obtained  are  instructive  aii 
any  one  contemplating  similar  experimental  wor 

"The  material  treated  at  Cananea  consisted  of  mi 
dust  from  the  furnaces.  The  leaching  was  done  by  ^ 
agitation.     The  copper  was  precipitated  from  the  cu 
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sulphate  are  required  to  carry  out  a  certain  leaching  operation,  4  lb.  will  be  lost 
in  the  process  of  regeneration  by  aeration,  unless  2  lb.  of  concentrated  (66°  B.) 
sulphuric  acid  is  added  to  the  solution  to  prevent  the  iron  from  taking  the  form 
of  a  basic  salt.  Therefore,  in  estimating  the  cost  of  leaching  a  given  ore,  the 
relative  expense  in  providing  free  acid,  as  against  that  for  ferrous  sulphate,  has 
to  be  considered. 

"From  the  above  remarks,  it  is  apparent  that  the  reactions  which  take  place 
in  the  regeneration  of  the  spent  solutions  by  the  methods  used  at  Cananea  are  too 
complicated  to  be  written  down  in  formulse;  the  actual  figures  disclosing  results 
obtained  are  more  illuminating. 

"In  making  the  ferric  solution  employed  at  Cananea  the  ferrous  sulphate 
used  contained  sulphide  impurities  which  caused  some  irregularities  during  the 
oxidation,  the  ferric  sulphate  being  destroyed.  The  sulphides  might  have  been 
removed  by  dissolving  the  sulphate  in  a  separate  tank  and  decanting  the  clear 
solution.  The  ferrous  salt  was  added  to  hot  water  into  which  had  been  pumped 
some  ferrous  solution  and  the  wl]ole  was  heated  by  means  of  a  steam  coil  near  the 
bottom  of  the  oxidizing  tank.  Air  was  forced  in  by  a  compressor  after  passing 
through  a  heater  where  is  attained  a  temperature  of  from  200  to  400°  F.  and 
served  to  agitate  and  oxidize  the  solution. 

"After  it  was  apparent  that  the  ferrous  salt  had  gone  into  solution,  samples 
of  the  licjuor  were  taken  which  gave  the  following  results: 


Sample 
No. 

1 
•■> 

3 

Hours 

0 

1 

2 

4 

5 

6 

8 
24 
26 
28 
30 
32 

Ferrous 
sulphate 
per  cent. 

12.1 

11.7 

11.3 

10.9 

10.5 

10.5 

9.4 

6.5 

6.1 

5.8 

5.5 

5.1 

Ferric 
sulphate 
per  cent. 

1.6 
2.1 

Ferrous 

sulphate 

pounds 

3630 
3510 
3390 
3270 
3150 
3150 
2820 
1950 
1830 
1740 
1650 
1530 

Ferric 

sulphate 

poimds 

480 
620 

Tempera 
degrees 

76.0 
79.0 
79.5 

4 

80.5 

5 

80.5 

6 

81.5 

7 

81.0 

8 
9 

5.6 

1580 

79.0 
79.0 

10 

79.0 

11 
12 

6.6 
7.0 

1980 
2100 

77.0 
77.5 

Total  ferric  sulphate  formed  in  32  hours  was  2100—480—1620  lb.     Average  ferric  sulphate 
formed  in  1  hour  =  50.6  lb. 


<<T'l 


The  table  shows  no  oxidation  in  the  solution  between  the  fifth  and  sixth 
sarnj)les.  A  j)os.sible  explanation  of  this  feature  is  that  ferric  sulphate  attacked 
tho  sulphide  of  iron  already  referred  to  as  an  impurity  in  the  ferrous  salt  fed  to 
the  oxidizing  tank. 

"A  basic  sulphate  which  formed  in  the  tank  during  the  process  of  oxidation 
is  said  to  have  interfered  to  a  great  extent  with  the  operation. 

"In  the  test  from  which  the  above  results  were  obtained,  300  lb.  sulphuric 
acid  were  ad<I(Mi  after  the  solution  had  been  oxidizing  for  28  hours.  Four  hours 
later  a  valve  h^aked  and  the  solution  in  the  tank  had  to  be  drawn  off,  so  that  it 
was  thought  that  the  basic  sulphate  may  not  have  received  the  full  benefit  of 
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the  acid.  The  iron  sulphides  in  the  solution  werq  considered  to  have  retarded 
oxidation  to  a  marked  extent. 

*' At  Cananea  the  oxidation  of  the  ferrous  to  the  ferric  sulphate  was  found  to 
be  a  serious  problem  as  the  transformation  was  very  slow,  and  it  was  thought 
that  a  successful  application  of  the  process  will  depend  more  on  a  satisfactory 
solution  of  this  feature  than  on  any  other. 

"In  an  experiment  made  previous  to  the  one  mentioned,  before  alterations 
had  been  made  in  the  oxidizing  tank,  6.4  tons  of  solution  were  treated  for  2  days. 
During  that  interval  1,500,000  cu.  ft.  of  air  at  a  temperature  of  about  140®  C. 
(equivalent  to  about  100,000  lb.)  were  forced  through  the  solution  with  the  follow- 
ing results: 


Ferrous  sulphate 


Ferric  sulphate 


Before  blowing. 
After  blowing.  . 


Per  cent. 


6.80 
5.40 


Pounds 


870.4 
691.2 


Per  cent. 


0.82 
1.80 


Pounds 


104.9 
2.30.4 


"It  is  stated  that  only  125.44  lb.  of  ferric  sulphate  were  formed,  Avhich  also 
included  the  precipitated  basic  salts.  If  all  the  oxygen  in  the  air  had  been  util- 
ized, nearly  200,000  lb.  ferric  sulphate  might  have  been  produced  had  the 
necessary  amount  of  ferrous  solution  been  available.  It  took  1200  times  more 
air  than  was  theoretically  necessary  to  produce  the  results  desired. 

"In  order  to  increase  the  efficiency  of  the  oxidizer,  perforated  discs  were 
submerged  in  the  solution  and  heated  air  from  the  compressor  was  forced  in  at 
the  bottom.  The  improved  oxidizer  gave  much  better  results  than  were  obtained 
with  the  former  one. 

In  making  an  estimate  of  the  expense  of  converting  the  ferrous  solution  at 
Cananea,  no  account  appears  to  have  been  kept  of  the  ferrous  salt,  nor  of  labor 
and  repairs;  only  the  following  items  are  given: 


Steam  for  heating  the  solution  through  lead  coil, 
Power  used  for  compressor. 
Coal  to  heat  the  air,  262  lb. 
Sulphuric  acid,  300  lb.. 

Total, 


S3. 80 
0.85 
1.05 
2.00 

$7.70 


"These  figures  are  for  24  hours'  run.  The  sulphuric  acid  is  taken  at  $0.0066 
per  pound,  at  which  price  it  was  thought  that  probably  it  could  be  manufactured 
at  (-ananea. 

"As  the  average  amount  of  ferric  sulphate  formed  in  the  oxidizer  was  50.6  lb. 
per  hour,  dividing  the  $7.70  by  24  to  obtain  the  cost  per  hour,  and  dividing  this 
result  by  50.6  to  get  the  cost  per  pound,  gives  $0.0063  as  the  cost  of  1  lb.  of  ferric 
sulphate  produced  in  the  manner  described. 

''An  estimate  made  by  the  engineers  who  conducted  the  tests  at  Cananea  is 
given  below.    These  figures  are  said  to  represent  the  actual  results  obtained  in 
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'Creatine  k  l*>u«n  ]oi  of  Cobre  Grande  ore.     This  ore  contained  3  |>er cent. copper, 
and  the  exir^eiion  is  said  to  have  been  96  per  cent. 


Per  ton 

Per  cent. 

Cr".:*-'rTr.c  lo  *i\  mesh. 

$0.50 

13  4 

RokFtinc, 

0.50 

13.4 

r^ri.-lirinp 

0.95 

25.5 

Acid.  16  1b.  at  1  2  cent. 

O.OS 

2.1 

C-cia]  to  evaporate  wash  water. 

1.00 

26.8 

Iron  to  precipitate  copper. 

0  30 

8.0 

Heating  i<)iution. 

0.20 

5.4 

hak}»C*r. 

0.20 

5.4 

Tutal  $3.73  100.00 

ex  "This  is  equivalent  to  $0,064  j>er  (K)iind  of  copj>er.     It  was  found  in  this 
perimeiital  work  that  the  best  leaching  re^sults  were  obtained  when  the  copper 
was  in  the  oxidized  condition.     A  test  made  on  1735  lb.  of  flue  dust  containing 
5.63  per  cent.  copi>er  was  satisfactory,  as  shown  below. 

**The  dust  was  fiist  calcineil  to  oxidize  the  sulphides  and  then  leached  with 
a  hot  solution  of  ferric  sulphate.  The  leaching  proceeileii  rapidly:  two  applica- 
tions of  the  solution  left  practically  no  copj>er  in  the  tailings.  The  following 
table  shows  the  consumption  of  ferric  sulphate  in  this  operation: 

Pound 

Ferric  sulphate  (FcjCSO^),)  in  feed  solution.  440 

Ferric  sulphate  (Fe,(SOJ,)  in  tail  solution.  190 

Ferric  sulphate  (Fej(SOJ,)  used  to  leach.  250 

Copper  in  charge,  97 . 5 

Copper  n  solution,  95  per  cent,  extraction.  92.6 

Ferric  sulphate  consumed  per  pound  of  copper  extracteil.  2.7 

The  time  factor  was  ignored  in  this  test,  the  jx^rfection  of  the  leach  alone  Iwng 
considered.  The  dust  contained  about  30  per  cent,  iron  so  that  an  excess  of 
ferrous  sulphate  was  found  in  the  tail  solution.  No  attempt  was  made  at  esti- 
mating the  cost  in  these  tests  because  the  ex|>ense  for  calcining,  lal>or,  steam  to 
heat  the  solutions,  repairs,  etc.,  could  not  be  accurately  obtained. 

**  Another  test  said  to  have  been  made  on  a  10-ton  lot  of  tiue  dust  assaying 
7.5  per  cent,  copper,  resulted  in  an  extraction  of  94  to  96  per  cent.  The  cost 
items  were  given  as  follows: 

Per  ton    Per  cent. 
Calcining, 
Oxidizing, 

Acid,  16  lb.  at  1/2  cent, 
Iron  for  precipitating  the  copper. 
Steam  for  heating  solut'on 
Coal  for  evaporating  the  wash  water, 
Labor, 

Total,  $4.17         100.0 

Cost  per  pound  of  copper,  $0,029. 


$0.50 

12.0 

1.44 

34.5 

0.08 

1.9 

0.75 

ISO 

0.20 

4.8 

1.00 

24.0 

0.20 

4.8 

200 


HYDROMETALLURGY  OF  COPPER 


"The  Cananea  tests  appear  to  have  come  to  a  sudden  termination  through  the 
breaking  down  of  the  oxidizer,  without  the  cost  of  the  solvent  having  been  con- 
clusively established.     The  extraction  was  apparently  satisfactory. 

"The  figures  given  in  the  foregoing,  relative  to  the  cost  of  producing  the  ferric 
sulphate  are  either  based  upon  what  might  have  been  accomplished  with  a  per- 
fect oxidizer,  or  are  incomplete,  or  are  theoretical  deductions  from  imperfect 
results.     They  are  not  conclusive. 

"It  is  to  be  regretted  that  having  carried  the  work  along  to  the  point  reached, 
an  effort  was  not  made  to  definitely  ascertain  the  cost  of  producing  the  solvent, 
or  what  is  the  same  thing,  the  expense  of  regenerating  the  solutions. 

"An  estimate  made  by  an  engineer  in  the  early  stages  of  the  experiments  as 
to  the  probable  cost  of  producing  copper  by  this  method  is  given  belpw.  This 
estimate  was  figured  before  improvements  in  the  oxidizer  were  made.  No 
charges  are  included  for  mining,  transportation,  crushing,  calcining,  general 
expenses,  etc. 

COST  OF  TREATING  SANDS  YIELDING  EIGHT  POUNDS  OF  COPPER  PER 

TON 


Per  ton  sandB 


Per  pound 
copper 


Per  cent. 


Coal  to  heat  air $0.57 

Power,  at  $0.65  per  horse-power  day  for  blowing  air 0. 12 

Acid — if  made  on  ground — 2  lb.  acid  per  1  lb.  Cu 0.08 

Iron,  12  lb.  at  1  cent,  per  pound I  0. 12 

Labor  and  maintenance I  0 .  60 

Shipping  and  refining  at  $0.05  per  i>ound  copper J  0.40 

Added  for  waste  of  material,  20  per  cent,  of  $0.89 0.18 


$2.o: 


$0.0713 
0.0150 
0.0100 
0.0150 
0.07to 
0.0500 
0.0225 

$0.2588 


27.6 
5.8 
3.0 
5.8 
28.9 
19.3 
8.7 


100.0 


"A  summary  of  the  cost  of  producing  the  ferric  sulphate  used  in  the  experi- 
ments at  Cananea,  derived  from  independent  sources,  is  given  below.  The 
figures  include  only  steam  heat,  heat  for  air,  power  for  compressor,  and  acid. 


COST  OF  FERRIC  SULPHATE 


Ll).  ferric  Rulphatc  conMuniod 
per  pound  of  copper 


Ferric  sulphate  cof^t        Ferric  sulphate  coat  per  pound 
of  1  lb.  of  copper 


I 

II 
III 


Oxides 


2.5 
2.7 


Sulphides 
3.3 

4.37 


$0,004 
0.0064 
0.0226 


Oxides 
$0.01 
0.017 


Sulphides 
$0,013 

0.099 


"The  cost  j)cr  pound  of  ferric  sulphate  in  No.  II  is  probably  the  closest 
approximation  to  the  actual  cost  of  the  pound  of  ferric  sulphate  made  at 
Cananea,  but  does  not  include  original  cost  of  the  ferrous  sulphate,  losses  in 
handling,  basic  salts,  nor  losses  from  presence  of  impurities." 
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Thomas'  Experiments  with  Ferric  Sulphate  on  Sulphide  Ore.* — F. 

Thomas  experimented  with  ore  of  the  following  composition: 

SiOj,  ganguc,  44 . 7     per  cent. 

CUjS  (10.5  per  cent.  Cu),  13.5    per  cent. 

FejSj,  25 .  25  per  cent. 

lefii,  5 .  76  per  cent. 

MnO,  0. 18  per  cent. 

AljOj,  7 . 5     per  cent. 

«     PjOft,  0.34  percent. 

CaO,  2 .  83  per  cent. 
Traces,  Sb,   Sr,  Mg,  and  K. 

•  The  principal  results  of  his  experiments  are  as  follows:  The  double 
sulphides  of  copper,  which  occur  in  nature,  require  for  their  complete 
transformation  by  means  of  ferric  sulphate  such  a  long  treatment  and 
so  fine  crushing,  that  a  commercial  application  of  this  method  of  leaching 
does  not  pay  under  the  conditions  existing  in  most  copper  producing 
countries.  Copper-iron  sulphides,  artificially  prepared,  also  resist  the 
action  of  ferric  sulphate  in  the  same  way  as  the  natural  ones.  Free 
copper  sulphides  and  oxides  react  with  ferric  sulphate  in  aqueous  solution 
easily  and  quickly.  The  reason  to  which  the  diificulty  of  the  action  of 
ferric  sulphate  in  the  former  cases  is  due  must,  therefore,  lie  in  the  chem- 
ical affinity  between  the  ingredients  of  the  natural  and  artificial  sulphur 
ores  in  copper.  The  presence  of  a  larger  quantity  of  ferrous  sulphate  in 
the  solution  impairs  the  solution  of  copper  from  cuprous  sulphide  by 
means  of  ferric  sulphate.  The  method  suggested  in  the  Siemens-Halske 
process  for  roasting  copper  ore,  so  that  the  main  quantity  of  the  iron  is 
transformed  into  oxide  while  the  main  quantity  of  copper  remains  as 
cuprous  sulphide,  is  practically  impossible.  Neither  can  satisfactory 
results  be  obtained  by  means  of  dead-roasting  of  sulphide  ores,  for  the 
reason  that  at  the  temperature  required  for  this  purpose  basic  silicates 
are  formed  by  means  of  combination  of  the  copper  oxide  with  the 
silicates  of  the  .gangue^  and  that  perhaps  also  salts  of  the  FogO^  type  are 
formed  by  the  combination  of  the  oxides  of  copper  and  iron;  such  salts 
are  acted  upon  very  slowly  by  ferric  sulphate.  The  double  sulphides 
must  therefore  be  destroyed  by  oxidizing  roasting  at  so  low  a  temperature 
that  the  formation  of  the  compounds  just  mentioned  is  impossible.  This 
temperature  is  about  450  to  480^  C.  The  product  thus  obtained  contains 
the  copper  essentially  in  the  form  of  sulphate.  The  low  temperature  of 
roasting  permits  the  use  of  simple  furnaces,  and  a  crushing  of  the  ore 
is  sujficient,  corresponding  to  484  meshes  per  square  centimeter.  The 
leaching  can  be  so  conducted  that  a  solution  of  copper  sulphate  is  obtained 
with  only  small  quantities  of  iron. 

'  MeiaUurgie,  Jan.  15,  Feb.  8,  and  22,  1904. 
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Experiments  in  Southern  Tyrol,  Spain.* — A  copper  plant  was  erected 
in  Southern  Tyrol,  in  which  an  attempt  had  been  made  to  employ  the 
old  Siemens-Halske  process,  the  first  stage  of  which  is  leaching  with 
ferric  sulphate  solution.  This  preliminary  leaching  was  a  failure,  so 
that  the  subsequent  electrolytic  precipitation  of  the  copper  was  never 
attempted.  The  reason  was  that  the  ore  contained  the  copper  in  the 
form  of  the  compound  Cu2S,FeS,FeS2;  this  was  roasted  at  such  a  high 
temperature  that  the  copper  oxide  combined  with  other  oxides  and 
formed  combinations  like  CuO,Fe203  and  silicates,  which  are  not  amen- 
able to  leaching.  The  ore  was  afterward  roasted  at  a  low  temperature, 
which  was  then  easily  leached,  and  it  was  decided  to  work  the  copper 
ore  simply  for  copper  sulphate. 

Copper  Extraction  at  Kedabeg,  Russia.^ — The  rich  ores  at  Kedabeg 
are  smelted.  The  lean  ores,  containing  less  than  5  per  cent,  copper, 
say  3  per  cent.,  and  which  consequently  would  not  bear  the  cost  of 
direct  smelting,  are  treated  by  leaching.  The  process  is  very  simple 
and  well  adapted  to  the  local  conditions  which  scarcely  permit  of  the 
use  of  salt  or  other  decomposing  reagents.  The  ore  is  cheaply  roasted 
in  kilns  or  Gerstenhofer  furnaces  without  fuel,  the  copper  being  thus 
brought  into  soluble  form  for  leaching.  This  presents  no  great  diffi- 
culty, as  the  copper,  originally  existing  as  sulphide,  is  oxidized  par- 
tially to  sulphate  in  the  furnace,  the  sulphatization  being  completed 
to  a  certain  extent  later  during  the  leaching  by  the  ferric  sulphate 
formed  in  the  roasting  and  also  present  in  the  residual  solutions 
from  the  electrolytic  precipitation,  the  latter  being  run  into  leaching 
ponds.  A  comparatively  long  time  is  required  to  obtain  a  practically 
complete  change  of  the  copper  to  sulphate,  several  years'  leaching  being 
necessary  to  reduce  the  copper  contents  to  0.5  or  0.7  per  cent,  copper. 
However,  from  50  to  70  per  cent,  is  obtained  at  a  very  small  cost  in  the 
first  year.  The  whole  plant  is  in  the  open,  without  covering  or  roofing, 
and  on  sloping  ground.  The  ground,  very  impermeable  to  begin  with,  is 
completely  hardened  by  the  decomposition  of  basic  salts  of  iron. 

The  copper  is  precipitated  in  wooden  tanks  by  means  of  scrap  iron,  a 
rapid  circulation  being  kept  up  all  the  time.  In  this  w^ay  409.5  metric 
tons  of  cement  copper,  with  65  to  75  per  cent.  Cu,  are  produced  per 
annum. 

The  Millberg  Process.' — Well  roasted  copper  pyrites  or  copper  cinders 
contain  copper  as: 

1.  Copper  sulphate,  soluble  in  water. 

2.  Copper  oxide,  soluble  in  ferric  sulphate. 

» W.  Borchere.  MekUlurgie,  Aug.  8,  1909. 
»Gustave  Kolle,  Min.  Ind^  VoL  VI. 
*Chemicker  ZeUung,  XXX.,  511. 
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3.  Cuprous  oxide,  capable  of  being  oxidized  by  ferric  sulphate  which 
will  then  dissolve  it. 

4.  Copper  sulphide,  oxidizable  by  ferric  sulphate  which  will  then 
dissolve  it. 

Millberg's  method  consists  in  leaching  the  roasted  ore  or  cinders  with 
a  solution  of  ferric  sulphate  by  which  the  copper  is  salts  are  dissolved 
out  and  pass  into  the  filtrate.  This  filtrate  will  then  contain  ferric 
sulphate,  ferrous  sulphate,  copper  sulphate  and  sulphate  of  other  metals 
when  present,  such  as  zinc,  manganese,  cobalt,  nickel,  and  aluminum. 
Ferric  sulphate  is  very  effective  in  bringing  the  copper  salts  into  solution 
so  that  in  burnt  pyrites  containing  0.8  per  cent,  to  4.0  per  cent,  copper, 
there  is  left  in  the  residues  0.05  per  cent,  to  0.2  per  cent.  only. 

The  filtrate  contained  in  a  tank  is  brought  to  the  temperature  of  60°  C. 
and  to  it  is  added  a  little  ferric  sulphate  solution  till  by  testing  with 
f errocyanide  solution  the  end  point  is  reached.  This  may  be,  for  example, 
0.66  per  cent,  of  a  ferric  sulphate  solution  of  25°  B.  This  oxidizing 
action  will  not  exceed  2  days,  and  for  some  kind  of  cinders  but  a  few 
hours.  Air  is  then  blown  into  the  solution  in  presence  of  an  alkali  base, 
such  as  milk  of  lime.  The  ferric  sulphate  is  precipitated  as  an  insoluble 
basic  sulphate.  This  is  filtered  or  decanted  off  and  there  remains  in  the 
filtrate  the  sulphates  of  copper  and  other  metals. 

The  solution  is  heated  to  the  boiling  point,  and  to  it  is  slowly  added 
dilute  milk  of  lime,  which  precipitates  the  copper  as  an  insoluble  basic 
sulphate  of  a  light  green  color  and  leaves  the  other  sulphates  in  solution. 
The  precipitation  must  be  watched  and  the  treatment  stopped  as  soon  as 
the  copper  has  been  precipitated. 

The  Elliott  Process.* — The  Elliott  process  consists,  essentially,  in 
leaching  the  ore  with  a  hot  non-acid  solution  of  ferrous  sulphate,  passing 
air  through  the  solution  during  the  operation  of  leaching,  precipitating 
the  copper  from  the  solution  with  iron,  thereby  regenerating  the  ferrous 
sulphate  for  a  repetition  of  the  process. 

The  process  is  applicable  to  oxidized  ores;  if  the  ore  to  be  treated  is  a 
sulphide,  it  has  to  be  given  a  preliminary  roasting  to  convert  the  sulphide 
into  the  oxide  or  sulphate.  The  air,  preferably  heated,  converts  the 
ferrous  sulphate  to  the  ferric  sulphate,  which  then  acts  on  the  copper 
oxide.  The  oxidation  of  the  ferrous  sulphate  to  ferric  sulphate  may  be 
expressed : 

6FeSO,  +  03  =2Fe2(SO0s+Fe2O3 

the  leaching  operation: 

3CuO  4-Fe2(SO,)  3  =  3CuS0, 4-Fe303 

and  the  precipitation: 

CuS044-Fe  =  Cu4-FeSO,       . 
»U.  S.  Patent  814,836.  March,  1906. 
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so  that  the  leaching  solution,  is  therefore  regenerated  by  the  precipitation 
of  the  copper  with  iron.  The  ferrous  sulphate  solution  is  then  again 
applied  to  the  ore,  and  while  hot,  air  is  passed  through  it,  thereby  re- 
generating the  ferric  sulphate,  which  attacks  the  copper  and  makes  it 
soluble,  thus  repeating  the  cycle.  It  is  claimed  that  tEe  process  is 
applicable  to  ores  containing  too   much  lime  for  acid  treatment. 

The  Laist  Process. — This  process  is  based  on  the  use  of  sulphuric  acid 
as  the  solvent,  and  hydrogen  sulphide  as  the  precipitant. 

The  steps  in  the  process  may  be  summarized  as  follows: 

1.  Dissolving  copper  from  the  ore  with  dilute  sulphuric   acid. 

2.  Precipitating  the  copper  from  its  solution  as  copper  sulphide  by 
hydrogen  sulphide,  accompanied  by  the  regeneration  of  acid. 

3.  Manufacture  of  the  hydrogen  sulphide  gas:  o.  Reduction  of 
gyi)Huni  to  calcium  sulphide  with  coal;  b.  Decomposition  of  the  calcium 
Hulj)hi(le  by  carbon  dioxide  and  water  to  hydrogen  sulphide  and  calcium 
carboiuite. 

4.  (/on version  of  the  copper  precipitate  to  metallic  copper. 
Tli(^  l)r()C0Hs  is  bused  on  the  following  reactions: 

(1)  CuC03  +  H2SO,  =  CuSO,4-C02  4-H20. 

(2)  CuSO,4-H2S  =  H2SO,4-CuS. 

(3)  CaS04  +  4C  =  CaS+4CO. 

(4)  CaS  +  H20+C02=CaC03  4-H2S. 

'I'Ik^  lir.st,  well-known  reaction  shows  what  takes  place  when  copper 
rjirliniiHli^  or  oxides  is  dissolved  with  sulphuric  acid.  Reaction  2  shows 
tlicclTiMt  of  the  hydrogen  sulphide  on  the  copper  sulphate,  by  which  the  cop- 
pii  is  pn-ripitutrd  as  suli)hide  and  an  equivalent  amount  of  sulphuric  acid 
n'^MMicijitiMJ.  The  tliird  reaction,  is  the  first  step  in  making  the  hydrogen 
hulpiiide  K«iH-  Calcium  sulphate  (gypsum)  is  reduced  with  coal.  This 
reliction  takes  place  at  a  bright  red  heat,  or  about  1800°  F.  The  reaction 
iri  aecMinpMiiied  l)y  tlic!  formation  of  both  carbon  dioxide  and  carbon 
iiM»iM»\ide,  but  IIm^  monoxide  largely  predominates.  In  the  reaction  it  is 
ahriiiiiMMJ  tiiat  <'arl)oii  nionoxldo  only  is  formed.  From  the  fourth  reaction 
it  is  seen  tluit  wii(?n  calcium  sulphide  is  treated  \rith  water  and  carbon 
dioxide,  it  decomposes,  and  calcium  carbonate  and  hydrogen  sulphide  are 

lolliied. 

Imoim  \\w,  reactions  it  is  clear  that  168  parts  of  gysum  will  furnish 
I'lioiiiiii  liy«lroK''"-^idplu'de  to  precipitate  03  parts  of  copper.  Forthereduc- 
jjnii  ol  tliisKypsuiiilSpartsofcarbonis  required.  In  practice  there  is  used 
:\  parts  of  coal  to  7  parts  of  anhydrous  calcium  sulphate,  that  is  to  about 
H  parts  of  gypsum.  TJiis  slight  excess  of  coal  is  necessary  to  effect  a 
,|,,„htitative  reduction.  Hence  about  4  lb.  of  the  mixture  of  coal  and 
^•spniMn  are  used  in  i)recipitating  1  lb.  of  copper,  or  about  2  2/3  lb.  of 
j'Np'Uni,   or   1    1/4   Ih.   of  calcium  suli>hide  precipitate  1  lb.  of  copper. 
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The  copper  sulphide  precipitate  is  readily  converted  into  metallic 
copper,  while  sulphur  dioxide  is  released. 

Most  copper  ores  contain  substances  besides  copper  which  consume 
acid.  Acid  lost  in  this  way  is  not  recovered  in  the  precipitating  tanks, 
but  is  recovered  by  allowing  the  acid  solution  itself  to  flow  down  con- 
densers up  which  sulphur  dioxide  mixed  with  air  from  the  copper 
sulphide  furnace,  is  passed.  The  hot  air  in  conjunction  with  iron  salts  in 
the  solution  oxidize  a  large  part  of  the  sulphurous  acid  to  sulphuric 
acid. 

Method  of  Extracting  Copper  at  Rio  Tinto,  Spain. ^ — The  ore  treated  at 
Kio  Tinto  is  massive  iron  pyrite  containing  up  to  3  per  cent,  of  copper, 
which  has  been  disseminated  through  the  mass  by  a  secondary  en- 
richment. 

The  well-known  method  adopted  for  the  extraction  of  the  copper,  and 
in  use  at  the  present  time,  consists  in  allowing  huge  heaps  of  the  mineral 
to  oxidize  under  the  influence  of  moisture  and  air,  and  subsequently 
washing  out  the  copper  sulphate  as  soon  as  it  is  formed,  by  running  water 
through  the  heap. 

The  application  of  this  system  depends  largely  on  the  state  in  which 
the  copper  occurs  in  the  mineral.  If  it  exists  as  chalcopyrite — CuFeSg — 
the  copper  will  not  oxidize  by  simple  exposure  to  the  air,  in  one  case  it 
having  taken  many  years  to  oxidize  10  per  cent,  of  the  copper  originally 
present  in  the  ore.  If  the  copper  is  in  the  form  of  CuS,  the  oxidation 
proceeds  very  slowly.  The  best  form  for  solution  is  CujS,  or  copper 
glance,  which  constitutes  the  bulk  of  the  copper  in  Rio  Tinto  pyrite. 
These  statements  may  be  made  clearer  from  the  following  account  of 
the  reactions  that  take  place  during  the  oxidation. 

When  the  mineral  is  exposed  to  free  access  of  air  and  moisture,  some 
ferrous  sulphate  is  formed  in  accordance  with  the  following  reaction: 

• 

(1)  FeS2  +  70  +  H2O=FeSO,  +  H2SO, 

This  ferrous  sulphate  becomes  readily  oxidized  by  the  air  to  ferric 
sulphate, 

(2)  2FeSO,  +  H2SO,4-0=Fe2(SO,)3  +  H20, 

and  it  is  due  to  the  reaction  of  this  ferric  sulphate  on  the  copper  sulphides 
that  the  copper  is  rendered  soluble,  as  is  shown  by  the  following  chemical 
etjuations: 

(3)  Fe2(SO,)3  +  Cu2S  =  CuS04  +  2FeSO,4-CuS. 

(4)  Fe2(SO,)3  +  CuS+034-H20  =  CuSO,  +  2FeS04  +  H2SO, 

The  reaction  No.  3  takes  place  fairly  rapidly  and  causes  half  the  copper 
to  go  into  solution  within  a  few  months,  while  reaction  No.  4  proceeds 

'C.  H.  Jones,  Trans.  Am.  Inst.  Min.  Kngs.,  Vol.  XXXV,  1905. 


•JOI 


.  I'ER 


so  lliai  ' 

appli«''l 
genera* " 
.solul.»l«-. 
apj)!  !'■:'. 

The 
as  iJii- 

T'h- 

1. 


•  » 


livdr- 


suli" 


■».    \ 


"'   lavurai'Ie  ('(>ii«.liTiiin=, 
.  ■  ■.•f'liiainiiii:  iiali'  «»i'  tIi^^ 

'•;  in  anv  i-arTiciilar  lui:.- 

.    'he   iii:i:r::i!    mh    va:i":.- 

?i  an«l  t«v:.;'r:-aTun',  ai.-i. 

-iiiiws    \M*h     '•oii>iiIi.i-;tii- 

..I-  i'«i])|)cr  t'xisTs.  ami  cni.-.- 

.•    •^xiraett^l  l>v   washini:  ::. 

• 

»  iiliout  tlie  (lesinM.l  t»\iila:I.>:, 

::*ioii  of  tJie  heap  wluTr  ri.r 

>  -1.)  enable  the  copper  li-iui": 

!•'  l)ase  of  I  hi'  hea]>.      ( >n  rh*.- 

•:<.'<,  made  oi  r«.»u;L:h  >tono^  aiid 

:-ii'al  chinincvs,  ."tO  ft.  ili>Tan- 

■'.laiiner  and  oonnect   with  rhf 

.::<  of  the  ground  Hues  aro  kr].: 

■:d.  tlie  liini])  portion  oi  which 

'  t>  rediicecl  to  pieces  not  lari:(i' 

li  from  sidi'-tij)  wa^irons  at  tin- 

•  ;t:onnd  the  stone  flues.  Lump 
.  hfiirlit  of  the  mass  at  the  <Mli:r 
.'.t'raMu'in.^:  k(^])t  h'V(^L     Aheap 

I   'UMI  tons  of  oi'c. 

:  rhi*st(>ne  chimni'vs  keeps  j^acr. 

•  ^p  of  the  heap.     'I'iie  surface  oi 

.•ys  of  rid,ires  of  I  lie  mineral,  tiie 

•■.^:'!»sitv  of  the  heai).      Tlie  fum- 

Wk-v  to  he  run  (Hi  loeallv  over  tin- 

•'lat  all  ]>arts  art^  e«pudly  waslu'd 

".:i:h  the  heaj).-   in   cliannels.      A 

.i:  rho  watiM'  can  lu*  run  on  to  all 

:.  :\»rmed.  wat«M'  i>  run  on  and  the 

■;•.!  is  e\tracte«l:   al>o,   the  water 

\y^  lake  ))lace  \\\  accordaiu't^  with 
\\.  in  the  heap  i-  then  alh>wtMl  tn 
.  ixidelicecl  hy  the  heat  producetl. 
■  :»i  from  17(l  h>  iM)  V.  As  the 
■v'r.imis  (»f  the  chimnev  mav  he 
^  >:^vea<l  through  tiie  heap.  The 
::ition.  due  to  the  'lehy«h'at i()n  «)f 
'•!ns  on  toj)  (if  tlie  ma.>s,  and  its 


CHEMICAL  PROCESSES  207 

gradual  heating  up  may  be  noted  by  this  drying  action.  The  greatest 
care  must  be  taken  not  to  allow  the  heaps  to  fire,  for  if  once  started  it  is 
very  difficult  to  extinguish.  When  the  oxidation  has  proceeded  as  far  as 
it  is  safe  to  allow  it,  water  is  run  on  at  the  rate  of  about  50  cubic  meters 
per  hour,  until  the  soluble  copper  is  leached  out.  The  heap  is  then  allowed 
to  reoxidize  and  the  washing  is  repeated.  After  about  a  year  has  elapsed 
the  surface  requires  *'retilling,''  and  the  squares  are  rearranged  so  that 
the  places  where  the  ridges  were  before  are  now  the  middle  of  the  squares. 
The  gutters  also  are  shifted.  At  the  edge  of  the  heap  for  a  distance  of 
some  yards  the  mineral,  which  has  become  cemented,  holds  a  consider- 
able quantity  of  copper  salts  and  is  dug  down  into  terraces  in  order  that 
this  copper  may  be  extracted  by  washing.  , 

When  the  copper  is  reduced  to  0.3  per  cent,  the  heap  is  considered 
washed  and  the  mineral,  containing  49.5  per  cent,  of  sulphur,  is  removed 
and  exported  as  ''washed  sulphur  ore''  and  used  for  the  manufacture  of 
sulphuric  acid. 

Successful  heap  washing  depends  on  the  efficient  ventilation  of  the 
mass,  the  trouble  usually  being  a  too  great  excess  of  fines  produced  in 
mining  the  ore,  which  cement  hard  and  clog  up  the  air  passages. 

The  copper  liquor  as  it  runs  from  the  heap  contains  some  ferric  iron 
in  6olution,which  as  will  be  shown  later,  is  very  objectionable.  In  order 
to  remove  the  ferric  iron  the  liquor  is  run  over  a  smaller  heap  of  fresh 
mineral  known  as  a  "filter  bed,"  which  reduces  the  ferric  iron.  This 
"  bed"  is  laid  inside  a  reservoir  formed  by  a  masonry  dam  across  a  small 
ravine,  and  the  liquor  after  percolating  through  the  mineral  remains  in 
contact  with  it  until  it  is  required  to  be  drawn  off  to  the  precipitating 
tanks.  W^hen  the  mineral  is  fresh  the  reduction  of  the  ferric  iron  takes 
place  rapidly,  due  to  the  CujS,  as  shown  by  equation  3,  but  the  iron 
pyrite  itself  has  an  effective  reducing  action  on  ferric  iron  in  solution 
according  to  the  following  equation: 

(5)  7Fe2(SOj3+FeS2  +  8H20  =  15FeSO,  +  8H2SO,. 

The  principal  constituents  of  the  liquor  as  it  enters  the  cementation 
tanks  are  as  follows,  the  figures  given  representing  the  grams  per  cubic 
meter  or  units  per  million  parts:  Copper  4000,  ferric  iron  1000,  ferrous 
iron  20,000,  free  sulphuric  acid  10,000,  and  arsenic  300.  The  large 
quantities  of  ferrous  iron  and  free  sulphuric  acid  present  are  due  to  the 
fact  that  the  waste  liquor  from  the  cementation  tanks  after  the  copper 
has  been  precipitated,  is  pumped  back  and  used  for  washing  the  heaps  in 
addition  to  fresh  water,  and  consequently  these  solutions  tend  to  become 
concentrated.  The  liquor  is  then  run  from  the  reservoirs  at  about  300 
cubic  meters  per  hour  through  the  precipitation  tanks  over  pig  iron  in 
order  to  precipitate  the  copper  in  the  form  of  "cement  copper."  These 
cementation  tanks  are  arranged  in  series  on  the  slope  of  a  hill,  the  liquor 
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issiDg  backward  and  forward  until  it  is  discharged  from  the  lowest  tank 

eries  free  from  copper. 

Each  aeries  consists  of  three  tanks  in  parallel  arranged  so  that  the 

quor  can  be  divided  and  passed  aJong  as  many  tanks  as  necessary, 

depending  on  the  quantity  of  liquor  that  is  being  run  through  and  iin  the 

varying  temperotum  of  the  liquor  with  different  spasons,  the  hotter  the 

^ution,  which  in  summer  reaches  100°  F,,  the  faster  the  rate  of  precipita- 

Each  tank  is  about  320  ft.  long,  5,5  ft.  wide  by  2.25  ft.  deep,  and 

slope  varying  from  2  per  1000  in  the  first  series  to  11  per  1000  in 

i  last,  the  reason  for  the  increase  in  slope  being,  that  as  the  liquor 

i  impoverished  in  copper  the  free  acid  present  is  more  aclivo  in 

festefnlly  diwsolviiig   the  pij;   iron-iui   action   which   is   considerably 


r  dam,  and  precipitating  tanks. 


ishod  by  increasing  the  Velocity  of  tho  liquor  by  means  of  the  in- 

1  altipo  nf  the  tanks.     The  tanks  themselves  are  made  of  9x3  in. 

I  Bttnched  to  wooden  frames  set  in  cement,  the  space  between 

1  tanks  beinj;  filled  with  stone  and  cement,  constituling  a  wall 

^porting  llie  sides  of  tho  tankH.     Fig,  46  shows  the  method  of  removing 

)  cement  copper  and   Fig.  47  a  general  view  of  the  mineral  heaps, 

hper  liquor  dam  and  precipitating  tanks. 

"  >  metal  is  used  in  the  tank  construction,  hard  wood  pegs  being  em- 

i  to  Mtach  the  boards  to  the  frames.     The  spaces  between  the  boards 
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are  carefully  caulked  with  oakum  and  pitch  in  order  to  render  the  tank 
water-tight.  At  each  end  of  the  tank  is  an  arrangement  by  which  a  door 
can  be  dropped  in  and  luted  so  as  to  cut  out  that  particular  tank,  and  there 
are  also  wooden  plugs  that  can  be  removed  so  that  the  liquor  from  that 
tank  can  be  run  off,  thus  allowing  for  the  removal  of  the  precipitated 
copper.  A  few  old  boards  are  placed  on  the  bottom  of  the  tanks  for 
their  protection  and  on  these  are  piled  up  the  pigs  of  iron  which  are  laid 
across  the  tank  at  the  bottom,  the  next  layer  being  at  right  angles  to  the 
first,  and  so  on  until  the  tank  is  filled;  each  foot-length  of  the  tank  con- 
tains about  one  ton  of  iron.  The  liquor  is  allowed  to  run  through  the 
system  of  tanks  and  needs  no  attention  except  to  remove  the  precipitated 
copper  and  to  add  fresh  iron.  The  "salida"  liquor  containing  from  15 
to  20  grm.  of  copper  per  cubic  meter  is  allowed  to  run  to  waste,  for  the 
reason  that  about  this  copper  content  the  amount  of  iron  required  to 
precipitate  the  copper  equals  the  value  of  the  copper  recovered.  Daily 
some  of  the  tanks  are  cleaned  out  by  being  closed  as  described  above,  the 
liquor  meanwhile  passing  down  the  other  tanks  of  the  series;  the  liquor 
is  run  off  into  settling  tanks,  any  copper  in  suspension  being  recovered; 
all  of  the  iron  is  removed  from  the  tank  and  piled  on  to  the  dividing  wall, 
at  the  same  time  the  copper  adhering  to  the  iron  is  knocked  off  and-thrown 
back  into  the  tank.  The  dirty-looking  precipitate  is  then  transferred  to 
the  cleaning  and  concentrating  plant,  the  iron  is  replaced  in  the  tank 
and  the  liquor  again  allowed  to  run  through  it.  This  crude  precipitate, 
containing  about  70  per  cent,  copper,  is  thrown,  a  little  at  a  time,  on  a 
perforated  copper  plate  at.  the  head  of  a  long  launder  or  tank  and  is 
washed  through  the  plate  by  a  strong  stream  of  water  from  a  small 
nozzle.  The  material  that  does  not  pass  through  the  screen  consists  of 
leaf-copper  and  small  pieces  of  iron;  this  material  is  thrown  into  a  heap 
and  afterward  sorted  over  by  girls  who  remove  the  pieces  of  iron.  The 
precipitate  that  passes  into  the  launder  is  repeatedly  turned  over  against 
the  stream  of  water  and  by  this  simple  means  a  concentration  is  effected. 
The  first  few  yards  of  the  launder  contain  a  red  precipitate  known  as 
**No.  1  precipitate'',  containing  94  per  cent,  copper  and  less  than  0.3 
per  cent,  arsenic;  following  this  is  "No.  2  precipitate''  containing  92 
p(»r  cent,  copper  and  between  0.3  per  cent,  and  0.75  per  cent,  arsenic, 
while  below  is  the  ''No.  3  precipitate";. this  is  in  a  state  of  very  fine 
division  and  contains  on  an  average  50  per  cent,  copper  and  5  per  cent. 
arsenic.  Tliis  last  named  portion,  which  carries  all  the  graphite  from 
the  j)ig  iron,  contains  tlie  bulk  of  th(»  antimony  and  ])isniuth  that  is  also 
precipitated  from  the  li(iU()rs.  Classes  No.  1  and  No.  2  are  removed  to  the 
drying  sheds  and  ha^^rod  for  shi})nient  to  the  refinery;  the*  No.  3  precipi- 
tate is  removed,  moistened  witli  acid  licjuors,  made  into  balls  by  hand  and 
dried  in  the  sun.  Tliese  })alls  become  cemented  hard  and  can  be  readily 
transferred  to  th(^  smelter,  where  they  form  part  of  the  charge  for  the 
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blast  furnaces  and  are  run  down  to  matte  to  be  subsequently  bessermerized, 
thus  effectively  removing  the  arsenic,  antimony,  and  bismuth  they  con- 
tain. The  reactions  that  take  place  in  the  cementation  tanks  are  given  in 
equations  5,  6,  and  7. 

The  first  reaction  that  occurs  in  the  liquor  running  over  metallic  iron 
is  the  reduction  of  the  ferric  sulphate  to  ferrous  sulphate,  the  final  result 
being  in  accordance  with  the  equation: 

(5)  Fe,(S0J,+Fe  =  3FeS0,. 

This  action  causes  the  consumption  of  the  pig  iron  without  any  cor- 
responding yield  in  copper,  and  consequently  should  be  avoided  as  far  as 
possible  by  having  all  the  iron  in  the  ferrous  condition.  The  second 
reaction  is  the  precipitation  of  the  metallic  copper,  brought  about  by 
galvanic  action.  The  iron  becomes  coated  with  copper,  and  thus  the  iron 
and  copper  in  the  acid  liquor  constitute  a  galvanic  couple  with  a  consider- 
able difference  of  potential.  It  is  due  to  the  electrolytic  action  that  the 
copper  and  all  other  metals  present  that  are  electro-negative  to  iron  will 
be  precipitated.  The  ultimate  action  of  the  precipitation  may  be  chemi- 
cally expressed  by  the  following  equation: 

(6)  CuSO,+Fe=FeSO,  +  Cu. 

Besides  the  reactions  above  mentioned  there  is  one  which  causes  the 
liberation  of  hydrogen,  as  evidenced  by  the  bubbles  of  gas  that  may  be 
observed  to  arise  in  the  tank  liquor.  This  action,  which  causes  a  waste- 
ful consumption  of  iron,  may  be  expressed  as  a  final  result  by  the  follow- 
ing equation: 

(7)  Fe  +  HjS0,=FeS0,  +  2H. 

These  three  equations  constitute  the  main  reactions  that  take  place  in  the 
precipitating  tanks. 

While  the  liquor  is  fairly  strong  in  copper,  the  copper  is  mostly 
precipitated  in  a  coherent  form,  but  in  the  later  stages,  as  the  liquor 
becomes  impoverished  it  is  precipitated  in  a  powdery  state — a  condition 
which  is  more  effective  in  its  galvanic  action  with  the  iron,  and  thus 
unfortunately  causes  a  larger  precipitation  of  arsenic  and  other  impuri- 
ties than  in  the  earlier  stages.  In  the  later  stages  also  the  ''solution 
reaction,"  of  iron  and  sulphuric  acid  as  given  in  equation  No.  7  goes  on  to 
a  proportionately  greater  extent  than  does  the  precipitation  of  the  copper, 
and  consequently  the  cost  of  pig  iron  in  precipitating  the  copper  varies 
inversely  as  the  quantity  of  copper  in  the  liquor. 

By  keeping  careful  watch  on  the  reduction,  as  far  as  possible,  of  the 
ferric  iron  before  the  liquor  enters  the  tanks,  and  by  giving  it  sufficient 
velocity  through  the  tanks,  a  strongly  acid  liquor  such  as  given  above 
during  a  years'  working  will  not  consume  more  than  1.4  units  of  pig  iron 
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(containing  92  per  cent,  iron)  to  1  unit  of  copper  precipitated.  A  valu- 
able check  on  the  iron  being  consumed  can  easily  be  kept  by  the  labor- 
atory, by  analyzing  the  liquors  before  entering  and  after  leaving  the 
tanks,  and  from  these  analyses  the  quantity  of  iron  that  is  being  con- 
sumed can  be  calculated. 

The  following  table  ^  gives  the  analysis  (in  grams  per  cubic  meter)  of 
the  entering  and  outgoing  liquors  of  the  precipitation  plant  at  Rio 
Tinto: 

Entering  Lea\dng  Entering  Leaving 


Copper 2,710  19  2,780  19 

Ferrous  iron 13,908  17,202  14,030  17,934 

Ferric  iron 610            732        

Free  acid 4,874  4,129  4,991  4,349 

Total  solids 70,872  69,662  71,980  72,834 

Specific  gravity 105.818  105.718  105.901  105.972 

Consumed  iron 1.26  to  1  Cu     1.26  to  1  Cu     


The  best  results  are  obtained  when  the  solution  is  slightly  acid,  as  it 
tends  to  accelerate  precipitation  and  prevents  a  falling  out  of  basic  salts 
of  iron  while  the  precipitation  is  going  on. 

At  Tharsis  the  inclination  of  the  precipitating  tanks  is  as  follows: 

P'or  the  first  40  per  cent,  of  the  copper,  1  in  200 

For  the  next  30  per  cent,  of  the  copper,  1  in  150 

For  the  next  20  per  cent,  of  the  copper,  1  in  100 

For  the  remainder,  1  in     50 

At  Rio  Tinto  and  Tharsis,  1.4  units  of  pig  iron  containing  92  per  cent, 
iron  arc  consumed  on  an  average,  per  unit  of  copper  obtained.  Both  at 
Rio  Tinto  and  Tharsis  the  liquor  traverses  about  3  kilometers  before  all 
the  copper  is  precipitated.  Sixty  per  cent,  of  the  copper  in  the  liquors 
is  precipitated  within  the  first  700  meters  of  the  tanks.  Over  70  per  cent. 
of  the  j)recipitate  contains  more  than  94  per  cent,  copper. 

The  following  points  have  been  established  by  the  practice  at  Rio 
Tiiito: 

1.  Th(^  coinj)lote  analysis  of  the  solutions  both  before  and  after 
troatmcnt  is  essential  to  prevent  undue  consumption  of  iron. 

li.  Free  acid  to  be  eliminated  as  much  as  possible. 

3.  Meclumical  contrivances  will,  in  a  measure,  overcome  these  difii- 
cultics.  The  inclination  of  precipitating  tanks  and  consequent  velocity 
of  current  sliould  be  in  inverse  ratio  to  the  amount  of  copper  present; 
the  loss  the  copper  and  the  greater  the  free  acid  and  ferric  iron,  the 
^•eater  inclination  necessary. 

*F.  II.  Probert,  Mining  and  Scientific  Prcss^  Januar}'  4,  1908. 
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4.  As  large  a  surface  of  iron  should  be  exposed  to  the  liquors  as 
possible. 

5.  Aeration  of  the  liquor  by  tumbling  through  the  air  is  objectionable, 
since  it  has  an  oxidizing  effect  and  so  increases  the  consumption  of  iron. 

6.  In  the  course  of  the  flow  of  the  liquor  through  the  precipitating 
tanks  there  is  a  place  where  the  cpst  of  iron  exceeds  that  of  the  value  of 
the  copper  obtained. 

7.  The  warmer  the  liquors,  within  certain  limits,  the  faster  is  the 
precipitation  of  the  copper. 

M.  P.  Truchot,  chief  chemist,  Huelva,*  estimates  that  to  extract  cop- 
])er  by  natural  weathering  alone,  20  years  would  be  necessary;  roasting 
destroys  the  vegetation  of  the  country;  there  therefore  remains  the  wet 
methods  where  the  reactions  may  be  hastened  by  the  use  of  a  regulated 
supply  of  air  and  water.  In  preparing  the  heaps  for  oxidizing  leaching 
of  the  copper,  the  fines  amount  to  80  per  cent. ;  the  lumps,  20  per  cent. 
The  two  grades  are  placed  in  alternate  layers  and  the  top  of  the  heap 
finished  with  fines,  to  prevent  too  rapid  filtration.  Practice  varies  as  to 
the  temperature  of  the  heap,  which  may  be  as  high  as  82  to  90°  C.  where 
it  is  sought  to  promote  oxidation  and  to  increase  the  rate  of  leaching, 
while  in  other  cases,  the  temperature  is  not  allowed  to  exceed  30  to 
32°  C.  Since  the  higher  temperature  is  dangerous,  one  of  no  more  than 
45  to  60°  C.  is  recommended. 

It  takes  6  to  7  years  to  exhaust  one  of  these  heaps  of  100,000  tons;  the 
exhausted  ore  then  contains  0.25  to  0.30  per  cent,  of  copper.  The  more 
permeable  copper  schists  leach  more  rapidly,  however,  taking  but  three 
or  four  years.  While  the  oxidation  of  chalcopyrite  proceeds  but  slowly, 
the  rate  can  be  increased  by  finely  pulverizing  it  and  distributing  it 
throughout  the  pile. 

The  copper  solution  from  the  heaps  varies  from  0.015  to  0.5  or  even 
0.6  per  cent.  Cu.  It  is  of  a  reddish-green  color  containing  ferric  and 
ferrous  sulphates,  free  sulphuric  acid,  copper  sulphate,  and  other  salts. 

When  the  water  supply  is  abundant,  and  the  free  acid  is  conse- 
quently low,  the  consumption  of  pig  iron  varies  from  1.3  to,  1.5  tons  per 
ton  of  copper  precipitated.  This  seldom  occurs,  however,  and  generally 
there  is  needed  1.75  to  2  tons  per  ton  of  copper  extracted;  that  is  more 
than  double  the  theoretical  quantity. 

Treatment  by  Heap  Roasting  and  Leaching. — Instead  of  extracting 
or  treating  all  the  material  by  weathering,  the  extraction  of  the  copper 
may  be  expedited  by  first  giving  the  heaps  a  slow  roast,  by  which  process 
much  of  the  copper  in  the  cupriferous  pyrites  is  converted  into  sulphate 
and  can  readily  be  leached.  The  production  of  sulphate  of  copper  by 
slow  heap  roasting  can  only  be  used  on  ores  that  contain  proportionately 
large  amounts  of  iron  pyrites  and  small  amounts  of  copper  pyrites  or 
*L'  Echo  des  Mines  et  de  la  Metallurgies  1006,  p.  482. 
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other  copper  sulphides.  In  the  slow  and  imperfect  roasting  in  heaps  or 
stalls  not  all  of  the  copper  sulphide  will  be  converted  into  sulphate; 
a  part  will  always  remain  unaffected,  and  another  part  will  be  trans- 
formed into  oxides.  In  order  to  extract  as  much  copper  as  possible  from 
the  ores,  after  the  roasting  has  been  finished  and  the  sulphate  of  copper 
leached  out,  the  ores  are  allowed  to  weather,  as  for  the  fresh  or  unroasted 
ores,  already  described,  whereby  in  the  course  of  time  the  copper  is  con- 
verted into  sulphate,  by  natural  weathering. 

The  production  of  sulphate  of  copper  by  roasting,  followed  by  weath- 
ering of  the  leached  roasted  ore,  was  used  for  a  long  time  at  Rio  Tinto, 
in  Spain.  According  to  Schnabel,^  the  ores  thus  treated  were  cuprifer- 
ous pyrites  with  1  1/2  to  2  percent,  copper;  these  were  slowly  roasted  in 
heaps  of  200  to  1500  tons  upon  a  bed  of  brushwood,  firewood  or  coals. 
The  200  ton  heaps  were  hemispherical,  26  ft.  in  diameter  at  the  base  and 
11  ft.  6  in.  high.  The  larger,  1500  ton  heaps  were  elliptical  in  plan,  the 
longer  axis  of  the  ellipse  being  55  ft.  9  in.,  and  the  shorter  axis  32  ft. 
10  in.;  their  height  was  also  11  ft.  6  in.  Air  was  admitted  by  means  of  a 
system  of  channels  traversing  the  heaps.  The  smaller  heaps  burned  for 
two  months,  the  larger  ones  for  six.  To  roast  100  tons  of  ore  required  in 
the  small  heaps  27  cu.  ft.  of  wood  and  in  the  larger  ones  9  cu.  ft.  The 
yield  of  copper  was  greater  in  the  small  heaps  than  in  the  larger  ones. 
The  roasted  ores  were  leached  for  50  hours  by  which  means  the  copper 
present  as  sulphate  was  washed  out  of  them.  The  exhausted  residues 
still  contained  0.4  to  0.5  per  cent,  of  copper,  chiefly  as  sulphide,  to  extract 
which  the  ores  were  allowed  to  weather.  With  this  object  they  were  piled 
on  a  system  of  horizontal  flues  built  of  dry  stone,  that  air  could  circulate 
through  the  pile  of  ore.  The  vertical  flues  were  continued  in  proportion  as 
the  heaps  got  higher  by  the  piling  on  of  additional  ore.  As  soon  as  the 
damp  heap  had  reached  a  certain  height,  the  sulphides  began  to  de- 
compose, as  was  shown  by  the  rising  temperature.  By  checking  the  air 
supply  it  was  kept,  if  possiiJe,  from  rising  so  high  that  the  heap  took  fire. 
From  time  to  time,  the  heap,  or  a  portion  of  it,  if  it  was  a  large  one,  was 
leached  out,  and  the  liquor  conducted  to  the  precipitating  tanks.  The  ex- 
haustion of  the  heaps,  which  were  continually  being  increased,  and  which 
may  reach  500,000  tons,  will  not  be  completed  in  measurable  time,  as,  in 
spite  of  frequent  leaching,  the  weathering  proceeds  very  slowly.  It  is 
even  held  tliat  these  huge  heaps  will  still  be  producing  sulphate  of 
copper  long  after  the  mines  shall  have  been  worked  out. 

The  cost  of  producing  copper  at  Rio  Tinto,  Spain,  by  heap  roasting 
and  leaching,  is  stated  to  be  about  $1.55  per  ton,  divided  as  follows: 
Mining  89  cents,  roasting  about  18  cents,  including  labor  in  building 
heaps,  etc.,  j)recipitating  and  collecting  a])out  56. G  cents.  Sixty-six  tons 
of  ore  were  reciuired  to  j)roduce  one  ton  of  metallic  copper. 

'  Handbook  of  Metallurgy,  \'ol.  I,  p.  212. 
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The  cost  of  producing  one  ton  of  metallic  copper  by  the  cementation 
process  as  carried  out  there  is  about  $144.00. 

The  first  cement  copper  was  produced  in  Spain  at  Rio  Tinto,  in  1752 
from  heaps  of  low-grade  sulphide  ore  that  had  undergone  decomposition 
through  natural  processes.  The  copper  was  leached  out  by  water,  the 
metal  being  precipitated  on  iron.  It  was  first  thought  to  be  merely  a 
coating  of  copper  on  the  iron,  but  it  was  found  if  left  long  enough,  the 
replacement  became  complete. 

ELIMINATION  OF  ARSENIC,  ANTIMONY,  AND  BISMUTH. 

Atmospheric  Oxidation,  Without  Burning,^ — In  atmospheric  oxidation 
of  cupriferous  pyrites,  and  subsequent  extraction  of  copper  by  leaching, 
as  carried  on  in  Portugal  and  Spain,  arsenic  and  antimony  are  to  some 
extent  dissolved  and  precipitated  with  the  copper.  The  proportion  in 
Avhich  they  are  separated  and  precipitated  is  only  a  fraction  of  the 
amount  contained  in  the  ores,  as  shown  by  the  following  tables  by 
Allen  Gibb: 


Pyrites 


Precipitate 


Per  cent, 
actual 


Per  cent,  relative 

Cu-100  per 

cent. 


Per  cent, 
actual 


Per  cent,  relative 

Cu-100  per 

cent. 


Total  per  cent, 
of  elimination 


Copper. . . 
Arsenic  . . . 
Antimony 
Bismuth. . 


2.00 
0.40 
0.03 
0.016 


100.0 
20  0 
1.5* 
0.8 


62.0 
3.6 
0.06 
0.06 


100.0 
564 
0.129 
0.097 


71.8 
91  4 
87.9 


Burning  and  Subsequent  Washing, — In  this  process  largely  used  in 
Spain  and  to  some  extent  in  Portugal,  for  the  extraction  of  copper  from 
cupriferous  iron  pyrites,  there  is  a  considerable  elimination  of  arsenic, 
antimony,  and  bismuth  in  burning.  The  following  table,  by  Gibb,  may 
be  taken  as  fairly  typical  of  heap  roasting,  preparatory  to  leaching,  as 
conducted  in  Spain. 


Raw  Pyrites 


Burnt  Pyrites 


Per  cent, 
actual 


Per  cent,  relative 

Cu-100  per 

cent. 


Per  cent, 
actual 


I  Total  per  cent. 
Per  cent,  relative      of  elimination 
Cu-100  per 
cent. 


Copper 

Arsenic 

Antimony j 

Bicmuth 


2.45 
0.43 
0.029 
0.015 


I 


100.0 
17.55 
1.18 
0.61 


3..T2 
0.1.33 
0.030 
0.017 


100.0 
4.08 
0.92 
0.52 


76.8 
22.0 
14.8 


» Allen  Gibb,  Trans.  A.  I.  M.  E.,  Vol.  XXXIII,  p.  667 
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CHLORIDE  PROCESSES 

The  chloride  processes  have  been  widely  applied  to  the  extraction  of 
copper  from  its  various  ores.  Hydrochloric  acid,  ferric  and  ferrous 
chlorides,  are  the  solvents  usually  employed. 

Hydrochloric  acid  presents  certain  advantages  over  sulphuric  acid  in 
the  technical  operation,  but  is  usually  more  expensive,  especially  in 
copper  mining  districts.  Sulphuric  acid,  in  the  process  of  operation, 
forms  ferric  sulphate,  which  when  exposed  to  the  air  is  decomposed  into 
basic  sulphate  of  iron  and  free  sulphuric  acid,  consequently  consum- 
ing more  iron  in  the  precipitation  of  the  copper.  Hydrochloric  acid  is 
less  apt  to  form  basic  salts  and  therefore  yield  solutions  that  contain  but 
little  free  acid,  and  which,  accordingly,  require  less  iron  for  the  precipita- 
tion of  the  copper,  than  do  solutions  containing  ferric  sulphate.  On 
the  other  hand  it  attacks  oxide  of  iron  more  energetically  than  does 
sulphuric  acid,  but  the  ferric  or  ferrous  chloride  so  formed  is  more  likely 
to  be  precipitated  out  of  the  solution  as  the  insoluble  ferric  oxide,  than 
from  a  sulphate  solution. 

Ordinarily  only  oxidized  ores  are  applicable  to  treatment  by  a  chloride 
process.     The  copper  may  be  dissolved  either  by 

Hydrochloric  acid,  or 
Metal  chloride. 

The  acid,  however,  is  the  solvent  usually  employed.  The  chlorides 
have  been  used  as  solvents  on  both  oxide  and  sulphide  ores  but  on 
sulphide  ores  the  action  has  been  too  slow  for  profitable  application, 
although  both  ferric  and  ferrous  chlorides  were  quite  extensively  used  at 
one  time. 

Hydrochloric  Acid. — If  iron  is  used  as  the  precipitant,  as  it  usually 
is,  the  hydrochloric  acid  process  consists  essentially  of  applying  dilute 
hydro(;hloric  acid  to  the  oxidized  ores  of  copper,  which  reacts  with  the 
copper  oxide  thus: 

CuO  +  2HCl  =  CuCl,  +  H20 

to  form  cupric  chloride.     Some  cuprous  chloride  may  also  be  formed: 
The  cupric  (chloride  thus  formed  is  filtered  from  the  ore  and  pre- 
cipitated with  iron,  thus: 

CuCl2  +  Fe  =  FeCl,  +  Cu 

the  iron  and  copj)er  changing  j)laces.  The  copper  is  precipitated  while 
the  iron  pioes  into  solution  as  ferrous  chloride.  Theoretically  the  same 
amount  of  iron  is  nMjuired  to  precipitate*  a  j)oun(l  of  copper  from  cupric 
chloride  solutions  us  from  cupric  sulj)hate  solutions  i.e.,  oO  Ih.  of  iron  to 
precipitate  03. (>  lb.  of  copper.  In  j)ractice,  however,  it  will  usually  take 
less  for  chloride  than  for  sulphate  solutions.  If  the  copper  in  solution 
is  in  the  form  of  cuprous  chloride,  only  half  the  amount  of  iron  is  required 
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as  that  used  when  the  copper  is  in  the  form  of  either  cupric  chloride  or 
cupric  sulphate. 

If  hydrochloric  acid  is  used  as  the  solvent  is  takes  theoretically 
approximately  0.6  lb.  of  acid  to  extract  1  lb.  of  copper  as  cuprous  chloride, 
and  1.1  lb.  as  cupric  chloride. 

In  practical  operation,  much  more  acid  is  required,  the  amount 
depending  largely  on  the  nature  of  the  ore.  The  theoretical  amount  of 
acid  given  to  react  with  the  copper,  is  supposed  to  be  the  pure  acid,  free 
from  waier.  Commercial  hydrochloric  acid,  is  the  HCl  dissolved  in 
water,  so  that  in  estimating  the  commercial  acid  required,  it  will  be 
necessary  to  first  know  the  acid  content,  which  can  be  determined  from 
its  specific  gravity. 

Concentrated  HCl+Aq  loses  HCl,  and  dilute  HCl+Aq  loses  water 
on  warming,  until  an  acid  of  constant  composition  is  formed,  containing 
20.18  per  cent.  HCl  with  a  specific  gravity  of  1.101  at  15°  C,  which  can 
be  distilled  unchanged  at  110®  C.  Concentrated  HCl+Aq  gradually 
gives  off  HCl  on  the  air  until  it  has  a  specific  gravity  of  1.128  at  15*^  C, 
and  contains  15.2  per  cent.  HCl.  In  leaching  copper  ores,  only  very 
dilute  solutions  of  hydrochloric  acid  are  usually  employed,  rarely  exceed- 
ing 5  per  cent.  HCl. 

In  Stadtberg,  Westphalia,  hydrochloric  acid  was  formerly  used  to 
extract  copper  from  ores  containing  from  1  to  2  per  cent,  copper.  ^  The 
leaching  vessels  w^ere  rectangular  tanks  of  wood  4  ft.  11/2  in.  high, 
packed  in  a  bed  of  clay  1  ft.  3  in.  thick,  then  fitted  with  a  grating  of 
w^ooden  bars,  upon  which  the  ore  was  piled.  The  first  tanks  held  29  tons 
of  ore,  but  those  erected  afterward  had  a  capacity  of  90  tons.  All  the 
tanks  were  situated  on  a  level.  The  leaching  was  methodical;  ores 
nearly  free  from  copper  being  treated  with  fresh  hydrochloric  acid  of  12 
to  13*^  B.,  as  obtained  from  soda  works,  while  freih  ore  was  treated 
with  partially  saturated  solution  until  the  latter  was  fully  saturated, 
which  took  place  at  19  to  20®  B.  The  various  solutions  were  allowed 
to  remain  12  hours  in  each  tank,  the  saturation  point  being  reached  in 
10  to  12  days.  The  solution  was  circulated  by  means  of  pumps  and 
bucket  wheels.  After  the  solution  had  percolated  through  the  ores,  it 
ran  out  through  a  plug  hole  to  which  the  bottom  of  the  tank  w^as  in- 
clined, into  receivers,  whence  it  was  again  lifted  to  its  proper  tank. 
The  exhausted  ore  was  allow^ed  to  lie  for  another  12  to  15  hours  in  water 
and  was  then  washed  for  12  hours  more.  Fresh  acid  was  diluted  with  a 
portion  of  the  mother-liquor.  For  each  100  parts  by  weight  of  copper, 
550  to  700  parts  of  hydrochloric  acid  12  to  15®  B.,  were  employed. 
This  process  replaced  the  sulphuric  acid  leaching,  previously  employed 
but  was  later  abandoned  when  the  carbonates  of  the  ore  were  replaced 
with  sulphides  in  depth. 

»Schnabel  Handbook  of  Metallurgy,  Vol.  I,  p.  200. 
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At  Twiste,  in  Waldeck,  attempts  were  made  to  leach  malachite  and 
azurite  copper  ores  occurring  in  the  Bunter  Sandstein  (Lower  Trias)  and 
containing  1/2  to  1  per  cent,  of  copper,  by  means  of  hydrochloric  acid, 
but  had  to  be  abandoned  because  the  ores  contained  from  1/2  to  1  per 
cent,  of  lime  which  was  dissolved  by  the  acid  before  it  attacked  the  copper. 

Ferric  Chloride,  FeClj. — Ferric  chloride,  like  ferric  sulphate,  has  the 
property  of  dissolving  copper  from  its  oxide,  carbonate,  and  sulphide 
combinations.  If  the  sulphides  of  iron,  copper,  lead,  zinc,  arsenic  and 
antimony  are  treated  with  a  hot  solution  of  ferric  chloride,  the  minerals 
are  more  or  less  decomposed,  and  the  respective  metdls  go  into  solution 
as  chlorides,  usually  with  the  liberation  of  sulphur.  Hydrochloric  or 
sulphuric  acid,  added  to  the  solution,  aids  the  reactions.  Silver  is  eon- 
verted  into  chloride  by  the  action  of  ferric  chloride.  Gold  remains 
unaffected. 

If  ferric  chloride  is  used  as  a  solvent  for  ore  containing  the  copper  as 
cupric  sulphide  (CuS),  cupric  chloride  is  produced  and  the  ferric  chloride 
is  reduced  to  the  ferrous  chloride: 

CuS  +  2FeCl3  =  CuCl,  +  2FeCl,  +  S. 

If  the  copper  mineral  contains  the  copper  as  cuprous  sulphide  the 
reaction  will  result  in  the  formation  of  cupric  and  cuprous  chlorides: 

CujS  +  2FeCl3  =  2CuCl  +  2FeCl2  +  S 
CujS  +  4FeCl3  =  2CuCl2  +  4FeCl ,  4-  S. 

With  a  neutral  solution  of  ferric  chloride,  the  reaction  with  copper 
oxide  is: 

3CuO  +  2FeCl3  =  SCuCl^  +  Fe203 

although  some  cuprous  chloride  may  also  be  formed  by  the  reduction  of 
the  ferric  to  the  ferrous  chloride,  and  the  subsequent  reaction  of  the 
ferrous  chloride  on  the  copper  oxide.  If  the  solution  is  somewhat  acid, 
the  ferric  chloride  will  be  reduced,  but  the  ferrous  chloride  will  not  be 
precipitated  to  any  great  extent.  With  copper  carbonates  the  reaction 
is  much  the  same  as  for  oxides,  except  that  carbon  dioxide  is  liberated 
in  the  reaction. 

In  reacting  with  sulphide  ores,  the  ferric  chloride  is  reduced  to  the 
ferrous  chloride,  but  the  ferrous  chloride  does  not  further  react  with 
the  copper  sulphides.  In  any  event,  the  sum  total  of  the  reactions  may 
be  considered  to  l)e  the  reduction  of  the  ferric  to  the  ferrous  chloride, 
w^th  the  formation  of  cupric  and  cuprous  chlorides. 

The  copper  may  be  precipitated  with  iron: 

Cu  'I2  +Fe  =Cu  +FeCl,, 
2CuCH-Fe  =2Cu+FeClj, 
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ferrous  chloride  being  formed.  If  ferric  chhirifle  exists  in  the  sohition 
during  precipitation  with  iron,  it  will  be  reduced  to  ferrous  chloride  at  the 
expense  of  the  iron. 

The  ferrous  chloride,  after  precipitation  of  the  copper,  may  l»e  re- 
generated back  to  ferric  chloride  by  the  action  of  air.  clilorino,  or  hydro- 
chloric acid.  If  the  neutral  ferrous  chloride  is  re^renerated  by  agitation 
with  air,  some  of  the  iron  is  brought  into  the  condition  of  basic  salts,  and 
much  is  precipitated  as  the  ferric  oxide. 

GFeClj  +  O,  =  4FeCl3  -h  FcjO,. 

From  this  equation  it  is  apparent  that  one-third  of  the  iron  is  i)re- 
cipitated  from  the  solution  as  the  insoluble  ferric  oxitle  in  order  to  raise 
the  remaining  two-thirds  to  the  ferric  condition.  In  addition  to  the 
precipitated  fenic  oxide  there  may  be  formed,  in  nctural  solutions,  in- 
soluble oxychlorides,  and  these  necessitate  a  further  lo.ss,  l)oth  of  iron  and 
chlorine.  If,  however,  iron  is  used  as  the  precipitant,  large  amounts  of 
ferrous  chloride  are  produced  which  may  then  be  brought  to  the  ferric 
condition  for  reuse  as  a  solvent,  and  the  loss  of  iron  as  ferric  oxide  or 
oxychloride,  is  not  a  serious  matter;  in  fact  an  elimination  of  a  certain 
amount  of  the  iron  is  an  absolute  necessity. 

If  the  ferrous  chloride  solution  is  reg(»nerated  with  chlorine,  oxy- 
chlorides are  not  formed,  although  some  iron  may  i)e  pnH'ipitated  as  fer- 
ric oxide.  The  chlorine  may  be  produced  either  chemically  or  elec- 
trolytically,  by  any  of  the  well-known  methods.  Tlie  chlorine  combines 
directly  with   the  ferrous   chloride   to  ])roduce   the   ferric   chloride; 

FeCl.  +  Cl  =  lV('l,. 

The  solubility  of  copper  from  sulphide  ores  with  fcM-ric  chloride  solu- 
tions, depends  much  on  the  way  the  copper  is  mineralogically  comi)ined. 
The  copper  in  the  form  of  chalcocite  is  much  more  readily  soluble  than 
in  the  form  of  chalcopyrite,  while  gray  copper  remains  (piite  unaffected. 
Careful  roasting  at  a  low  temperature  makes  the*  copper,  in  any  of  its 
sulphide  combinations,  readily  soluble,  but  when  roasted  at  a  high 
temperature,  the  copper  is  (juite  insoluble  either  in  acids  or  solutions  of 
ferric  salts.  This  is  doubtless  due  to  the  formation  of  silicates  and  of 
ferrites. 

Doetsch  Process. — Ferric  chloride  acts  on  cupric  and  cu])rous  sul- 
phides to  form  cupric  and  cuprous  chlorides,  while  the  ferric  cliloriclc*  is 
reduced  to  the  ferrous  condition.     The  reactions  may  l>e  expn\ssed  thus: 

CuS  +  2FeCl3  =   ( Ui( 'I.,  I- 2Fe(M ..  h S 
CUjS  +  ^FeClj  =  2CuCr  f  2Fe(n,' -f  S. 

On  these  reactions  are  based  the  Doetsch  Proc(»ss,  formerly  uscmI  (^x- 
tensively  at  Rio  Tinto  in  Spain.     The  ore  there  treated  contained  on  an 
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average  of  2.7  per  cent,  copper.  The  copper  passed  into  solution  while 
the  pyrite  was  practically  unaffected  in  the  leaching  operation.  The 
process  has  the  advantage  of  reducing  the  waste  of  iron  in  the  precipitating 
tanks  by  avoiding  the  formation  of  ferric  sulphate.  In  this  way  one  ton 
of  copper  precipitate  was  obtained  with  an  expenditure  of  about  an 
equal  weight  of  iron. 

In  the  process  as  carri(»d  out  at  Rio  Tinto  the  ore  was  crushed  to 
about  1/2  in.,  mixed  with  0.5  p(»r  cent,  common  salt  and  a  like  amount  of 
ferrous  sulphate,  and  built  into  large  heaps.  These  heaps  were  from  12 
to  16  ft.  high  and  50  ft.  Hc^uare  at  the  base.  A  solution  of  ferric  chloride 
was  nm  in  a  continuous  steam  upon  these  heaps. 

It  took  about  four  months  to  extract  1.34  per  cent,  of  the  copper,  or 
50  per  cent,  of  the  total  copper  content.  After  two  years  2.20  per  cent. 
was  extracted  or  80  per  cent,  of  the  contained  copper.  The  final  loss 
was  about  0.48  per  cent. 

The  solutions  leached  through  the  heaps,  containing  cupric  and  cup- 
rous chlorides  as  also  ferric  and  ferrous  chlorides,  were  precipitated  with 
iron: 

CuCl2+Fe  =  Cu   +FeCl2 
2Cu(n-f-re  =  2Cu+FeCl2 

ferruos  chloride  being  formed.  The  ferric  chloride,  by  its  action  on  the 
ore,  is  changed  to  ferrous  chloride;  small  amounts  of  ferric  chloride 
nuiy  remain  unchanged  in  the  solution,  but  this  reacts  with  the  iron  in  the 
])recipitating  tanks  and  may  Ix^  n^duced  there  to  the  ferrous  condition. 

To  make  the  process  continuous,  the  ferrous  chloride  is  regenerated 
i)ack  to  ferric  chloride,  which  is  accomplished  by  bringing  the  ferrous 
chloride  solution  in  contact  with  chlorine,  in  scrubbing  towers. 

The  solution  which  ran  from  the  ore  heaps  contained  5  to  7  kilogrm. 
of  co])per  per  1000  kilogrm.,  or  1  cubic  meter. 

The  chlorine  gas,  for  the  njgeneration  of  the  ferrous  chloride  to  ferric 
(•liloriil(»,  was  produced  by  h(»ating  salt  with  ferrous  sulphate  in  a  re- 
verberatory  furnace,  holding  500  lb.  An  abundance  of  air  was  admitted 
tlir(»u>;li  tlio  working  doors.  The  ferrous  sulphate  reacting  with  salt  in 
the  presence  of  air,  produces  chlorine,  sodium  sulphate,  and  ferric  oxide. 

L>F(^SO ,  +  4Xa( '1  +  ( ).,  --  Fe/),  +  2Na2SO ,  +  4C1. 

'I'lu'  lerrous  sulphate  used  is  found  in  large  (juantities  on  the  shores 
oi  the  Kio  Tiiito  river.  The  immiMise  heaps  of  low-grade  ore,  "Toreros" 
ln'in^  Icarlunl  by  natural  cemcMitation,  also  furnish  salts  of  ferric  and 
IriroUh  sulphate.  During  tlie  nMiction  in  the  reverberatory  furnace, 
some  h\ »lro('hh>rii*  acid  is  fornuHl;  this  is  converted  into  chlorine  bv  the 
action  <»t  iuangaiu\se  dioxide  of  which  there  was  a  certain  amount  placed 
near  the  Hues  of  the  furnace. 
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The  gases  from  the  furnace,  consisting  largely  of  chlorine  with  pos- 
sibly some  hydrochloric  acid,  were  conducted  to  scrubbing  towers,  where 
they  came  in  contact  with  the  ferrous  chloride  solution  from  the  precipi- 
tating tanks,  and  the  ferrous  chloride  reconverted  to  the  ferric  chloride. 

The  Doetsch  process  was  used  both  for  raw  and  roasted  ore.  When 
roasted,  the  roasting  was  performed  in  heaps  of  truncated  pyramidal 
form,  10  ft.  high,  with  a  base  20X26.5  ft.  for  those  containing  800  tons, 
and  30X26.6  ft.  for  those  containing  1200  tons. 

At  the  bottom  of  the  heaps,  one  transverse  and  three  longitudinal 
flues,  about  20  in.  square,  were  formed  by  the  larger  blocks  of  mineral. 
Those  were  the  firing  passages,  and  communicated  with  vertical  chimneys, 
of  which  there  were  two  in  the  800-ton,  and  three  in  the  1200-ton  heaps. 
The  mass  of  the  heaps  was  made  of  lumps  a  little  above  nut  size.  Salt 
w  as  added  in  the  proporiton  of  14  tons  to  800  tons  of  pyrites  ore.  When 
the  fire  was  started  with  a  little  wood,  it  was  kept  up  by  the  heat  of  the 
burning  sulphur.  It  was  essential  that  no  rich  ore  was  included,  as,  on 
account  of  the  action  of  kernel  roasting,  lumps  of  rich  sulphide  of  copper 
were  formed  which  could  not  subsequently  be  dissolved.  Some  of  the 
roasted  ore  was  at  times  mixed  with  the  unroasted  ore,  for  the  extraction 
of  the  copper  with  the  ferric  chloride  solution.  The  reactions  between 
the  salt  and  ferrous  and  ferric  sulphates  in  the  heaps  may  be  expressed 
as  follows: 

2FeSO,  +  4NaCl  +  Os  =  Fe20sH-2Na2SO,4-4Cl. 
Fe2(SO03  +  6NaCl  +  O3=Fe2O3+3Na2SO,4-6Cl. 

The  chlorine  liberated,  acting  on  the  iron  and  copper  sulphides,  pro- 
duces ferric  and  cupric  chlorides.  There  are  therefore  present,  FeSO^, 
FezCSOJs,  CuSO^,  FeClj,  and  CuClj,  with  an  excess  of  salt,  which  changes 
the  ferric  sulphate  into  the  ierric  chloride. 

An  interesting  modification  of  the  Doetsch  process  was  for  some  time 
carried  out  on  a  very  extensive  scale  at  Naya,  close  to  Rio  Tinto.     In 
this  method,  the  heaps,  made  in  the  ordinary  way,  as  soon  as  they  began 
to  give  off  sulphurous  fumes,  were  covered  up  with  a  fresh  quantity  of 
mineral,  partly  raw,  and  partly  roasted,  to  which  2  to  3  per  cent,  of  salt 
and  a  similar  proportion  of  manganese  dioxide  has  been  added.     The 
whole  was  formed  into  heaps  26  ft.  high  with  a  flat  top,  which  was  divided 
by  gutters  into  squares  of  25  ft.     The  remaining  operations  were  effected 
in  the  usual  way,  the  heaps  being  watered  at  intervals  for  months  and 
years,  the  copper  being  slowly  dissolved,  and  collected  at  the  ])ottom  of 
the  heaps.     It  was  necessary  to  break  up  the  surface  with  a  pick  at  inter- 
vals, to  prevent  it  from  becoming  impermeable  to  water.     The  sulphur- 
ous acid  gas  in  this  modification  of  the  process,  in  the  presence  of  steam 
formed  by  the  heat  developed  in  the  heaps,  produces  sulphuric  acid, 
which  acts  upon  the  oxides  in  the  crust  of  the  roasted  material.     The 
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salt  and  manganese  dioxide  may,  jointly  with  the  sulphuric  acid,  evolve 
chlorine,  forming  ferric  chloride,  which  decomposes  the  sulphides  of 
copper  and  silver.  It  is  also  possible  that,  under  the  action  of  heat  and 
sulphuric  acid,  oxygen  is  evolved  which  acts  directly  upon  the  pyrites. 

The  precipitation  of  the  copper,  in  the  Doetsch  process,  was  effected 
in  a  series  of  tanks,  330  ft.  long  and  33  ft.  wide,  divided  into  10  parallel 
series,  receiving  a  uniform  supply  of  copper  solution.  The  total  length 
was  about  1300  ft.  with  a  difference  of  level  of  13  ft.,  which  gave  a 
sufficiently  rapid  flow.  Pig  iron,  as  run  from  the  furnace,  and  scrap  iron, 
were  used;  the  scrap  iron  was  put  into  baskets.  Every  10  days  the  iron 
was  removed,  and  after  scraping  to  collect  the  deposited  copper,  it  was 
returned  to  the  tanks.  The  consumption  of  iron  was  a  little  more  than 
one  ton  of  pig  iron  per  ton  of  copper  produced. 

The  precipitate,  as  collected,  was  very  impure,  containing  only 
65  per  cent,  to  70  per  cent,  copper,  the  remainder  being  ferric  oxide 
more  or  less  arsenical,  graphite  from  the  pig  iron,  silica,  etc.  After 
treatment  with  water  acidulated  with  sulphuric  acid  which  dissolved 
the  basic  ferric  arsenates  without  touching  the  copper,  it  was  passed 
over  4/10  in.  mesh  sieves  to  separate  pieces  of  cast  iron.  The  precipitate 
passed  through  the  sieves  was  washed  in  a  current  of  water,  where  it 
separated,  according  to  the  order  of  density,  into  ''Cascara,"  or  copper; 
**Graphita,"  or  particles  of  coal  and  graphite;  and  **Pucha,"  a  fine  black 
sand.  The  copper  was  smelted  to  blister  copper;  the  graphita  was 
smelted  with  rich  ore,  and  the  Pucha  was  made  into  balls,  dried,  and 
also  smelted  with  the  ore. 

The  cost  of  producing  copper  by  the  Doetsch  process  has  been  esti- 
mated by  Cumenge,  according  to  the  results  which  he  accomplished  after 
a  campaign  of  four  months,  during  which  he  obtained  224  tons  of  cement 
copper.  * 

Frances 
Cost  of  leaching,  83.81 

Precipitation,  181 .  16 

General  expenses,  28 .  04 


Total  per  ton  of  cement  copper,  293.01 

Or  per  ton  of  pure  copper,  345. f ranees, 

or  $67.93 

The  extraction  at  the  expiration  of  four  months  amounted  to  1.34 
per  cent,  of  the  2.7  per  cent,  copper  contents.  1.12  ton  of  iron  was  re- 
(juired  to  precipitate  one  ton  of  cement  copper  which  is  equal  to  1.3  tons 
of  iron  to  one  ton  of  pure  copper. 

Dr.  O.  Froclich-  made  some  experiments  in  dissolving  copper  from 

*  Notes  sur  le  Rio  Tinto  by  M.  E.  Cumenge,  Annalea  des  mines,  Vol.  XVCI. 
«  "  Metallurgie,"  1908,  p.  206. 
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various  sulphide  ores  by  agitation  with  a  hot  solution  of  ferric  chloride, 
the  results  of  which  are  given  in  the  following  table: 


Character  of 
material 


Extent  of 
comminution 


Chalcocite Powder.  . 

Chalcocite 19-32  in . 

Chalcocite 13-32  in . 

Chalcocite 5-32  .in 

Chalcopyrite Powder.  . 

Chalcopyrite '■  Powder.  . 

Gray  copper j  Powder.  . 


Time  leached 
hours 


15  1/2 

24 

M  1/2 

0 
24  1/2 
36 

9 


Copper  cont. 

of  ore, 

per  cent. 


0.94 
0.52 
7.6 
7.8 
7.8 
16.7 
22.7 


Copper  cont. 

of  tails, 

per  cent. 


0.02 
0.13 
0.51 
1.09 
small 
0.53 
15.1 


Per  cent,  of 
extract 


99 
76 
93 
86 
100 
97 
34 


In  these  experiments  the  chalcopyrite  was  first  subjected  to  a  tem- 
perature of  about  200°  C.  without  the  admission  of  air.  The  chalcocite 
was  treated  without  heating. 

The  Froelich  Process.* — In  this  process  the  ore  is  first  subjected 
in  the  absence  of  air  to  a  temperature  between  150  and  800°  C, 
whereby  the  loose  sulphur  is  driven  ofif.  The  pyrite  is  changed  by 
this  operation  in  its  chemical  composition  and  can  then  be  chlorinated 
much  quicker  and  better.  As  chlorinating  gases,  chlorine,  vapor  of 
hydrochloric  acid  and  of  ferric  chloride,  are  used.  The  chlorine  and 
ferric  chloride  attack  the  sulphur  compounds  of  copper,  the  hydro- 
chloric acid  and  the  ferric  chloride  attack  the  ox'des  of  the  copper. 
The  proportion  of  the  gases  and  vapors  in  the  mixture  are  adjusted 
to  the  composition  of  the  copper  ore.  Steam  may  also  be  added 
to  the  chlorinating  mixture.  It  is  preferable  to  make  the  temper- 
ature of  the  chlorination  somewhat  higher  than  the  boiling  point  of  the 
ferric  chloride,  about  300°  C,  but  it  can  be  lower  if  the  copper  in  the  ore 
occurs  in  combination  with  sulphur.  In  this  case  only  chlorine  gas  is 
used.  If  iron  is  present  in  the  ore  it  is  chlorinated  together  with  the 
copper,  but  more  slowly,  and  the  process  is  facilitated  by  a  higher  tem- 
perature. In  order  to  regain  the  chlorine  combined  with  the  iron,  the 
ore  is  heated  to  about  300°  C.  or  more  after  chlorination,  and  a  certain 
(quantity  of  air  is  introduced  during  this  operation. 

The  ferric  chloride  is  then  evaporated,  and  by  the  air  separated  into 
oxide  of  iron  and  chlorine  gas,  both  of  which  are  collected.  The  chloride 
of  copper  is  not  changed  by  this  operation.  Then  the  ore  is  treated 
with  hot  water,  and  the  chloride  of  copper  and,  perhaps,  a  residue  of 
ferric  chloride  are  extracted.  The  solution  is  then  introduced  into  a 
revolving  apparatus  containing  pieces  of  iron,  and  the  metallic  copper 
is  deposited  in  the  form  of  cement  copper.  The  solution  now  contains 
mainly  ferrous  chloride,  and  in  order  to  regain  the  chlorine  from  it  the 
»  U.  S.  Patent,  846,657,  March  12,  1907. 
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solution  is  oxidized  in  a  rotating  drum  to  ferric  chloride  by  mean 
of  an  air  blast.  Then  the .  water,  and  the  water  of  crystallizatio 
are  driven  ofif  by  heating,  and  by  increasing  the  temperature  over  th 
boiling  point  of  ferric  chloride  and  introducing  a  certain  quantity  ( 
air,  chlorine  gas  and  ferrous  chloride  are  obtained. 

W.  L.  Austin^  suggests  the  following  method  for  treating  with  ferri 
chloride  pyritic  copper  ores,  containing  the  copper  largely  as  chalcocit< 
The  results  obtained  in  the  laboratory  have  been  very  satisfactory 
The  novel  features  introduced  are  (1)  causing  the  lixiviant  to  rise  throug 
the  ore  and  removing  in  an  apparatus  placed  outside  of  the  leaching  va 
any  slimes  which  may  be  carried  over;  (2)  causing  the  lixiviant  to  cji 
culate  rapidly  through  the  material  treated  without  employing  movin 
parts  within  the  leaching  vat;  (3)  regeneration  of  the  lixiviant  b 
treating  it  with  chlorine  gas  produced  by  the  electrolysis  of  commo 
salt  in  an  apparatus  specially  provided  for  that  purpose;  and  (4 
cementation  with  the  aid  of  the  coke-iron  couple.  These  features  mak 
it  possible  to  have  each  succeeding  stage  in  the  process  under  direc 
supervision,  and  avoids  complications  caused  by  attempting  to  carry  ou 
two  distinct  operations  concurrently  in  the  same  apparatus.  It  als 
avoids  the  use  of  moving  parts  submerged  in  a  gritty  and  corrosiv 
material. 

On  the  basis  of  a  plant  treating  100  tons  of  ore  in  24  hours,  an< 
assuming  a  2  per  cent,  ore  (40  lb.  copper  to  the  ton) ,  chlorine  at  $0.0 
per  pound,  and  a  90  per  cent,  extraction,  the  following  estimated  cost  o 
producing  one  pound  of  refined  copper  by  this  method  is  derived: 

Cost 
per  lb. 
copper 
Milling  operations,  comminution  of  the  ore  to  ten-mesh,    charging 
and  discharging  the  tafiks,  elevating  liquors,  etc.,  total  $0.50 
per  ton  of  ore  treated,  $0,014 

Chlorine,  at  $0.02  per  lb.,  0.015 

Iron,  at  $30.02  per  ton  for  pig  delivered  at  works,  0.015 

Melting  the  precipitate  into  bars,  at  .S8.00  per  ton  of  precipitate,         0.005 
Freight,  refining  charges,  and  selling  expenses,  0.014 

Repairs  and  renewals,  office  expenses,  etc.,  0.013 


$0 . 076 
Mining  operations — open  pit  work,  at  $0.50  per  ton  of  ore,  0.014 

Tola!  operating  expenses,  ."JO.CHM) 

In  this  estimate  no  item  has  been  inserted  representing  interest  o 
cost  of  plant,  nor  amortization;  on  the  other  hand,  no  allowance  is  mad 
for  precious  metals  recovered,  nor  for  possible  commercially  valuabl 

*  Mines  and  Methods,  January  1911. 
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— ^X>X"oduct8.     The  figures  given  for  costs  of  reagents  consumed   are 
^^^^Tal  estimates. 

ferrous  Chloride  Process. — Tlie  action  of  ferrous  chloride  on  copper 
^•^loonate  was  demonstrated  by  experiments  of  Schafifner  and  linger 
^  1862.  Some  years  later  Hunt  and  Douglas  based  a  process  on  the 
^•^^'tion  of  ferrous  chloride  on  copper  oxide  and  carbonate,  which  was 
some  time  working  on  a  commercial  scale  at  Ore  Knob,  North  Caro- 
a,  and  at  Phoenixville,  Pa. 
Cupric  oxide  and  cupric  carbonate  are  acted  upon  by  solutions  of 
us  chloride,  forming  cupric  and  cuprous  chlorides  and  oxide  of  iron, 
d  in  the  case  of  carbonates,  there  is  also  set  free  carbon  dioxide, 
cording  to  the  following  equations: 

3CuO  +  2FeCl2  =  CuCl,  +  2CuCl  4-Fe203. 
3CUCO3  +  2FeCl2  =  CuCl^  +  2CuCl  +  Fe^O,  +  SCO^. 

The  ferric  oxide  is  precipitated,  while  the  chlorides  of  copper  go 
Into  solution.  Cuprous  chloride,  being  insoluble  in  water,  is  dissolved 
by  excess  of  other  metal  chlorides. 

If  the  ore  to  be  treated  is  a  sulphide,  or  a  matte,  the  copper  must 
first  be  converted  into  the  oxide  by  roasting.  Roasting  is  unnecessary 
with  oxidized  ores. 

The  ferrous  chloride  used  in  the  process,  may  be  produced  from 
common  salt  and  ferrous  sulphate,  which  by  double  decomposition  forms 
ferrous  chloride  and  sodium  sulphate.  After  the  solution  was  separated 
from  the  sodium  sulphate,  which  crystallized  out,  if  was  ready  for  use. 

When  copper  is  precipitated  from  a  cuprous  chloride  solution  by 
iron,  ferrous  chloride  is  formed;  when  both  cupric  and  cuprous  chlorides 
are  present,  ferric  chloride  is  first  formed, 

2CuCl,  +  2CuCl  4-  2Fe  =  2FeCl3  4-  4Cu. 

Ferric  chloride,  however,  reacts  with  iron  to  produce  ferrous  chloride 

2FeCl3H-Fe  =  3FeCl2. 

The  silver  in  the  ore  is  converted  into  chloride  of  silver  by  the  cupric 
chloride,  and  is  dissolved  in  the  excess  of  other  metal  chlorides. 

As  some  of  the  copper  is  in  the  cuprous  condition,  relatively  less 
iron  is  required  to  precipitate  the  copper,  than  is  required  in  precipi- 
tating from  a  sulphate  solution.  The  objections  to  the  process  was  the 
formation  of  basic  salts,  and  the  diflSculty  of  separating  the  solution 
from  the  residue,  on  account  of  the  precipitated  oxide  of  iron,  which 
clogged  the  filters.  Heat  is  not  necessary  in  dissolving  the  copper,  but 
it  hastens  the  process,  and  makes  the  extraction  more  thorough. 

The  silver,  in  solution  as  silver  chloride,  may  be  precipitated  with 
the  copper,  or  separately  if  desired,  by  metallic  copper.  The  precipi- 
tation of  the  silver  by  metallic  copper  in  the  presence  of  chlorides  re- 

15 
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quires  that  the  whole  of  the  dissolved  copper  should  be  in  the  cuprous 
condition.  The  clear  solution  containing  the  cupric  and  cuprous  chlo- 
rides and  the  silver  chloride  may  be  treated  with  sulphur  dioxide  to 
convert  the  cupric  chloride  into  the  cuprous  chloride,  and  with  liberation 
of  free  acid.  From  such  an  acid  solution  any  silver  present  is  readily 
and  completely  precipitated  by  metallic  copper,  after  which  the  whole 
of  the  dissolved  copper  maybe  precipitated  with  metallic  iron,  care 
being  taken  to  arrest  the  process  before  the  free  acid  begins  to  act  on 
the  iron.  In  this  way  a  solution  is  obtained  containing,  besides  the 
regenerated  ferrous  chloride,  a  considerable  amount  of  free  acid. 

When  copper  ores  containing  lime  are  being  treated,  there  is  the 
difficulty  to  contend  with  that  the  ferrous  chloride  and  calcium  carbonate, 
in  the  presence  of  air,  are  decomposed  into  calcium  chloride  and  ferric 
hydroxide. 

According  to  Hunt^  the  hydrous  silicate  of  copper  (chrysocoUa)  is, 
like  carbonate  of  copper,  completely  decomposed  by  a  hot  solution  of 
ferrous  chloride  with  common  salt. 

The  Ferrous  Chloride  Process  as  Carried  out  at  Ore  Knob,  Ashe  Co., 

N.  C — At  Ore  Knob,  in  North  Carolina,  the  ore  was  crushed  to  40  mesh 

and  roasted.     The  average  composition  of  the  crude  ore,  as  taken  from 

the  two  shafts,  was  as  follows: 

No.  1  Xo.  2 

Chalcopyrite,  1 1 .  33  per  cent.     13 .  30  per  cent. 

Pyrhotite,  37 .  46  35 .  74 

Ferric  oxide,  8.14  16.34 

Alumina,  1.84  1.49 

Manganese,  0.16  0 .  50 

Lime,  5.32  7.84 

Magnesia,  0 .  35  0 .  94 

Carbonic  acid,  4 .  76  7.19 

Zinc,  0.67  0.66  ' 

Cobalt,  0 .  09  0 .  09 

Nickel,  0.71  0.92 

Silicious  residue,  29.10  13.57 


99 .  93  98 .  58 

Metallic  copper,  3 .  92  4 .  60 

This  ore  was  sorted  to  bring  the  average  copper  content  up  to  about 
12.0  per  cent.  The  average  composition  of  the  copper  in  the  roasted 
ore  is  represented  by  the  following  analysis: 

Copper  as  sulphate,  3 .  76  pvr  cent. 

Copper  as  oxide,  7 .  75  per  cent. 

Copper  as  sulphide,  0 .  39  per  cent. 


1 1 .  90  per  cent. 


»  Trans.  A.  I.  M.  K..  Vol.  X,  p.  12. 

'  T.  A.  I.  M.  E.,  Vol.  II,  p.  394,  E.  E.  Olcott. 


\ 


CHEMICAL  PROCESSES  227 

The  roasted  ore  was  conveyed  to  agitating  tanks,  which  were  eight 
in  number,  8  ft.  in  diameter,  and  5  ft.  deep,  with  raised  conical  bottoms. 
These  tanks  were  each  charged,  once  in  24  hours,  with  3000  lb.  of  roasted 
ore  and  1500  gallons  of  the  solution  of  ferrous  sulphate  and  common 
salt,  making  about  22°  B.,  and  heated  by  steam  to  160°  F.  This  mixture 
was  kept  in  agitation  for  eight  hours  by  means  of  suspended  stirrers, 
consisting  of  a  vertical  shaft  with  a  horizontal  blade  at  the  lower  extremity, 
while  at  the  top  was  attached  a  bevel  gear  which  gave  to  the  stirrers  a 
speed  of  25  revolutions  per  minute.  After  eight  hours  the  stirrers  were 
stopped,  and  the  contents  of  the  tank  allowed  to  settle  for  four  hours, 
when  the  clear  liquor  was  drawn  off  into  the  precipitating  tai^s,  and  the 
remaining  portion  holding  in  suspension  ferric  oxide  and  particles  of 
gangue,  was  drawn  into  settling  tanks.  The  sands,  remaining,  were 
then  washed,  first  with  hot  strong  solution,  and  then  with  weaker  solu- 
tion. These  washing  liquors  were  allowed  to  settle  in  the  settling  tanks, 
when  the  clear  portion  was  drawn  off  into  precipitating  tanks  containing 
iron.  The  wet  sands  were  then  removed  from  the  agitators  to  leaching 
tanks  where  a  portion  of  the  adhering  solution,  containing  copper,  was 
recovered. 

The  slimes  were  allowed  to  accumulate  in  the  settling  tanks  till  they 
were  about  half  full,  when  they  were  washed  with  solution  and  water  till 
they  contained  about  1/2  of  1  per  cent,  of  copper.  They  were  then 
washed.  The  settling  tanks  were  20  in  number,  10  ft.  in  diameter  and 
5  ft.  deep. 

The  strong  liquors  from  the  agitators  were  capable  of  holding  50  lb. 
of  copper  in  solution  per  100  gallons,  but  weaker  solutions  were  desired 
as  they  lessened  the  risk  of  the  deposition  of  cuprous  chloride  by  cooling. 
30  lb.  of  copper  per  100  gallons  was  found  a  convenient  strength. 

The  hot  and  strongly  colored  liquors  were  run  through  launders  into 
the  precipitating  tanks.  These  were  12  in  number,  12  ft.  in  diameter 
and  5  ft.  deep,  containing  each,  12,000  lb.  of  scrap  iron.  The 
temperature  of  the  precipitating  tanks  was  maintained  at  160°  F.  by  the 
injection  of  steam.  From  12  to  18  hours  sufficed  to  precipitate  all  but  a 
trace  of  the  copper  from  the  liquors,  which  were  then  drawn  off  into  a 
lower  tank  and  from  there  pumped  into  the  stock  tanks  to  be  again 
used  on  a  fresh  portion  of  the  ore. 

For  the  precipitation  of  the  copper  wrought  iron  was  used.  The 
copper  was  removed  from  the  precipitating  tanks  when  they  contained 
from  4  to  5  tons  each.  The  consumption  of  iron  was  70  per  cent,  of  the 
pure  copper  produced.  The  cement  copper,  after  being  washed  and 
dried,  contained  generally  from  75  to  85  per  cent,  copper.  The  impuri- 
ties were  chiefly  ferric  oxide  and  earthy  gangue  matter. 

The  cement  copper  produced  at  Ore  Knob  costs  a  little  less  than 
8  cents  per  pound  of  copper,  including  all  expenses  for  mining,  treating 
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and  packing.  Of  this  sum  nearly  two  cents  was  for  metallic  iron.  These 
costs  were  based  on  a  production  of  400,000  pounds  of  copper. 

Hunt  and  Douglas  Process.* — In  the  Hunt  and  Douglas  process  the 
copper  is  dissolved  as  sulphate  and  precipitated  as  the  insoluble  cuprous 
chloride.  The  cuprous  chloride  is  then  converted  into  metallic  copper  by 
replacement  with  iron. 

The  process  is  based  on  the  reaction  described  by  Wohler  between 
sulphur  dioxide  and  a  solution  of  cupric  chloride,  in  which  one  half  of 
the  chloride  is  eliminated  to  form  hydrochloric  acid,  and  with  the  simul- 
taneous formation  of  sulphuric  acid.     The  reaction  may  be  expressed: 

-  2CuCl2  +  SO,  +  2H20  =  2CuCl+2HCl  +  HjS04. 

The  Hunt  and  Douglas  process  consists  of  the  following  essential 
steps : 

1 .  Roasting,  if  the  ore  is  a  sulphide. 

2.  Extracting  the  copper  from  the  oxidized  ore  with  dilute  sulphuric 
acid,  regenerated  in  the  operation  of  the  process. 

3.  Conversion  of  the  cupric  sulphate  into  cupric  chloride,  by  the 
addition  of  some  soluble  chloride,  such  as  sodium,  calcium  or  ferric 
chloride. 

4.  Conversion  of  the  soluble  cupric  chloride  into  the  insoluble  cuprous 
chloride  by  the  addition  of  sulphur  dioxide,  and  with  the  simultaneous 
regeneration  of  acid.  The  acid  being  used  in  the  second  step  to  dis- 
solve more  copper. 

5.  Conversion  of  the  precipitated  cuprous  chloride  into  cupric  oxide 
or  metallic  copper  on  the  addition  of  milk  of  lime  or  replacement  with 
iron. 

In  practically  carrying  out  the  process,  the  matte,  or  ore  if  a  sulphide, 
is  roasted.  With  care  in  roasting  one  third  of  the  copper  should*  be 
converted  into  the  sulphate,  which  is  soluble  in  water.  The  ore  is  then 
leached  with  dilute  sulphuric  acid,  regenerated  in  a  later  stage  in  the 
process.  The  copper  content  of  the  ore  is  therefore  dissolved  as  the 
cupric  sulphate,  CuSO^.  To  the  neutral  solution  of  cupric  sulphate  is 
then  added  enough  common  salt,  or  other  soluble  chloride,  to  convert  the 
copper  sulphate  in  the  solution  into  that  of  cupric  chloride.  The 
amount  of  copper  sulphate  being  determined,  salt  is  added  in  the  pro- 
portion of  58.5  parts  of  sodium  chloride  to  63.6  parts  of  copper  contained 
in  the  sulphate  solution.  The  salt  reacts  with  the  cupric  sulphate  to 
form  cupric  chloride  and  sodium  sulphate: 

CuS04+2NaCl  =  CuCl,  +  Na,SO„ 

so  that  the  copper  in  the  solution,  after  the  application  of  the  sodium 
chloride  will  be  in  the  form  of  cupric  chloride,  containing  possibly  a 
little  cupric  sulphate. 

» Trans.  A.  I.  M.  E.,  Vols.  X  and  XVI. 
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Through  the  clear  hot  solution  of  cupric  chloride  is  then  driven  sul- 
phur dioxide,  derived  from  roasting  the  sulphide  ore.  The  sulphur 
dioxide  serves  to  convert  the  dissolved  copper  into  the  form  of  cuprous 
chloride,  with  the  liberation  of  the  amount  of  acid  which  was  previously 
combined  with  the  copper,  and  the  liberation  of  one  half  as  much  more 
acid  due  to  the  oxidation  of  the  absorbed  sulphur  dioxide. 

The  combined  reaction  between  the  copper  sulphate,  salt,  and  sul- 
phur dioxide  may  be  represented  by  the  equation : 

CuS04H-2NaCl+2SO,  +  2H,0  =  2CuCl  +  Na,S04+2H,S04. 

It  is  reasonably  certain,  however,  that  the  following  reaction  also  takes 
place,  whereby  a  certain  amount  of  hydrochloric  acid  is  also  produced: 

2CuCl2H-SOj  +  2H20  =  2CuCl  +  2HCl4-H2SO,. 

The  cuprous  chloride  thus  obtained,  which  is  insoluble  in  water  or 
in  a  sulphate  solution,  quickly  settles  to  the  bottom  of  the  tank,  as  a 
white  crystalline  powder.  The  clear  acid  solution,  drawn  from  the  pre- 
cipitated cuprous  chloride,  is  again  applied  to  the  ore,  and  the  cycle 
repeated  as  often  as  necessary  to  get  the  desired  extraction. 

The  resulting  cuprous  chloride,  seperated  from  the  solution,  may 
then  be  precipitated  with  metallic  iron,  as  metalic  copper, 

2CuCH-Fe  =  2Cu +FeCl„ 

or  with  milk  of  lime,  as  cuprous  oxide, 

2CuCl+Ca(OH),  =  Cu20+CaCl,H-H20, 

calcium  chloride  being  formed,  which  may  be  used  to  convert  the  sul- 
phate of  copper  into  the  chloride  instead  of  the  salt,  or  ferric  chloride. 

By  the  use  of  a  solvent  containing  only  a  small  portion  of  soluble 
chloride,  any  silver  in  the  ore  is  converted  into  the  chloride,  but  remains 
in  the  residue  and  may  be  extracted  therefrom  by  solution,  amalgama- 
tion, or  smelting. 

The  reaction  between  sulphur  dioxide  and  a  solution  of  cupric  chlo- 
ride goes  on  slowly  at  ordinary  temperatures,  but  is  very  rapid  between 
80  and  90°  C.  (176  to  194°  F.).  Solutions  of  sulphate  of  copper,  mixed 
with  an  equivalent  of  chloride  of  sodium,  and  holding  8  per  cent,  of 
copper,  after  being  treated  at  90  °  C.  with  an  excess  of  sulphur  dioxide, 
retain  less  than  1  per  cent,  of  the  dissolved  copper,  while  in  the  presence 
of  an  excess  of  sulphate  of  copper  and  sulphur  dioxide,  the  precipita- 
tion of  the  chlorine  from  chloride  of  sodium  is  nearly  complete. 

The  sulphur  dioxide,  from  the  roasting  furnace,  is  sufficiently  pure 
for  use.  A  Knowls  pump,  connected  for  the  purpose,  has  proved  an 
efficient  means  of  injecting  the  heated  gas  into  the  liquid. 

The  acid  liquors,  when  the  reaction  with  sulphurous  acid  is  com- 
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pleted,  have  exchanged  their  bright  blue  color  for  a  pale  green,  and  now 
contain  in  solution  an  excess  of  sulphur  dioxide  which  must  be  got  rid  of 
before  using  it  to  dissolve  a  fresh  portion  of  copper.  This  may  be  eflfected 
by  keeping  back  a  small  portion  of  the  chlorinated  copper  solution,  and 
after  the  reduction  of  the  gas  is  complete,  as  may  be  shown  by  the  changed 
color  and  the  sulphurous  odor  of  the  liquid,  adding  the  reserve  portion 
thereto,  by  which  means  the  excess  of  sulphurous  acid  will  be  oxidized. 
The  larger  part  of  the  cuprous  chloride  separates  during  the  passage 
of  the  gas  but  a  furthur  portion  is  deposited  on  the  cooling  of  the 
solution. 

The  excess  of  sulphurous  acid  may  also  be  got  rid  of  by  blowing  a 
current  of  hot  air  through  the  liquid  after  it  has  been  withdrawn  from 
the  precipitated  cuprous  chloride. 

Cuprous  chloride  is  quickly  transferred  into  cupric  oxychloride  by 
atmospheric  oxygen  and  when  dissolved  or  suspended  in  an  acid  liquid 
is  by  this  means  converted  into  a  cupric  salt,  which  may  be  again  reduced 
to  cuprous  chloride  by  the  action  of  sulphur  dioxide. 

If  the  ore  or  roasted  matte  contains  silver,  the  sulphate  of  copper, 
which  in  well-roasted  ore  should  be  about  one-third  of  the  copper  con- 
tent, is  first  dissolved  out  with  water,  taking  care,  however,  to  add  enough 
of  some  soluble  chloride  to  chlorinate  and  render  insoluble  any  sulphate 
of  silver  which  may  be  present.  From  the  clear  solution  thus  obtained, 
after  adding  the  requisite  amount  of  chloride  of  sodium,  the  copper  is 
precipitated  as  already  described,  by  the  action  of  sulphur  dioxide.  The 
resulting  acid  liquor,  freed  from  its  sulphur  dioxide,  is  now  used  to  dis- 
solve the  oxide  of  copper  in  the  ore,  the  process  being  aided  by  heat,  and 
if  the  formation  of  cuprous  chloride  is  feared  a  current  of  heated  air 
may  be  injected  and  made  the  means  of  agitating  the  mixture.  If 
the  ore  contains  the  silver  as  metal  or  oxidized  sulphide,  the  chloride  of 
copper  formed  is  a  good  agent  for  bringing  it  into  the  condition  of  silver 
chloride.  This  vdW  be  found  in  the  residue  after  the  extraction  of  the 
copper,  together  with  any  gold  which  may  be  present;  lead  as  sulphate, 
oxides  of  antimony  and  iron  and  earthy  matters.  Cobalt,  nickel  and 
zinc,  if  present,  will  however  be  dissolved,  and  not  being  precipitated 
by  sulphurous  acid,  will  by  successive  operations,  accumulate  in  the 
solutions  and  may  be  aftenvard  extracted.  From  the  residues,  the 
silver  may  readily  be  extracted  by  brine,  after  which  the  gold,  if  present, 
may  be  recovered  by  chlorination,  or  the  precious  metals  extracted 
together  from  the  residues  l)y  amalgamation. 

Chloride  of  silver  is  soluble  to  some  extent  in  a  solution  of  cupric 
chloride,  and  is  then  in  part  carried  down  with  the  cuprous  chloride  in 
the  precipitation  of  the  latter. 

The  cuprous  chloride  as  obtained  by  the  precipitation  with  sulphur 
dioxide  is  a  white  coarsely  crystalline  powder,  having  a  specific  gravity 
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of  3.376  and  is  nearly  insoluble  in  water.  After  being  washed  from  the 
acid  liquid,  it  may  readily  be  reduced  by  placing  metallic  iron  in 
the  moist  cuprous  chloride,  which  should  be  covered  to  exclude  the  air. 
The  action  spreads  rapidly  through  the  precipitate,  so  that  a  single  mass 
of  iron,  within  a  few  hours,  will  change  a  considerable  volume  of  cuprous 
chloride,  around  it,  into  a  pure  spongy  metallic  copper.  Twice  the 
amount  of  copper  is,  theoretically,  precipitated  by  iron  from  a  cuprous 
than  from  a  cupric  solution.  45  lb.  of  iron  will  suffice  to  reduce  100  lb. 
of  copper  from  cuprous  chloride.  The  ferrous  chloride  which  remains  in 
the  solution  may  with  advantage  be  used  instead  of  sodium  chloride 
for  chlorinating  subsequent  solutions  of  copper  sulphate. 

Another  method  of  treating  the  cuprous  chloride,  consists  in  decom- 
posing it,  preferably  at  a  boiling  heat,  with  a  slight  excess  of  milk  of 
lime.  The  cuprous  chloride  is  by  this  means  converted  into  a  dense 
orange-red  cuprous  oxide,  which  after  being  washed  from  the  chloride  of 
calcium  in  a  filter  press  or  otherwise,  and  dried,  may  be  readily  reduced 
to  metallic  copper,  in  a  reverberatory  furnace.  For  this  reaction,  28.0 
parts  of  quick  lime  are  required  for  63.4  parts  of  copper,  and  the  result- 
ing chloride  of  calcium  may  be  used  instead  of  sodium  chloride  or  iron 
chloride  for  chlorinating  solutions  of  copper  sulphate.  In  this  case  there 
will  be  formed  an  insoluble  sulphate  of  lime,  while  the  free  sulphuric 
acid  of  the  solution  is  replaced  by  hydrochloric  acid. 

Later,  Douglas  proposed  electrolyzing  the  precipitated  solid  cuprous 
chloride,  to  deposit  metallic  copper,  and  use  the  chlorine  again  directly 
on  finely  crushed  matte.  A  description  of  this  will  be  found  under 
Electrolytic  Processes,  page  347. 

The  Hunt  and  Douglas  process  was  in  operation  for  many  years  on 
a  large  scale,  until  quite  recently,  at  Argentine,  Kansas,  on  copper  matte. 
The  description  here  given,  of  the  practical  operation  of  the  process,  at 
Argentine,  is  by  Ottakar  Hofmann. 

The  Htrnt  and  Douglas  Process  at  Argentine,  Kansas.^ — The  material 
treated  at  the  plant  of  The  Kansas  City  Smelting  and  Refining  Company, 
at  Argentine,  Kansas,  was  a  lead-copper  matte,  averaging: 

Copper,  39 .  55  per  cent. 

Lead,  1 2 .  26  per  cent. 

Iron,  19. 90  per  cent. 

Zinc,  1 .  88  per  cent. 

Manganese,  1.01  per  cent. 

Sulphur,  21 .  43  per  cent. 
Silver  varied  from  200  to  300  oz.  per  ton. 

This  matte  was  first  crushed  by  rock  breakers,  then  pulverized  in  a 
Krupp  ball  mill  to  pass  a  50-mesh  screen. 

The  roasting  was  done  in  two  Pearce  two-hearth  furnaces.     On  the 

» Ottokar  Hofmann,  Mineral  Industry,  Vol.  XVII,  1908,  p.  296. 
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of  the  cupric  oxide  in  dilute  sulphuric  acid.  The  roasted  matte,  therefore, 
had  to  be  crushed.  From  the  roasters  the  matte  was  automatically 
conveyed  to  the  revolving  cooling  tables,  then  fed  to  a  ball  mill  with 
50-mesh  screens.  From  the  ball  mill  it  was  elevated  and  conveyed  to 
the  storage  bins. 

Solution, — The  dissolving  of  the  cupric  oxide  had  to  be  done  in  agitat- 
ing tanks,  it  being  impracticable  to  conduct  the  operation  in  tanks  with 
filter  bottoms.  When  roasted  copper  matte  is  brought  in  contact  with 
dilute  sulphuric  acid,  or  even  water,  it  cements  and  hardens  to  such  an 
extent  that  it  cannot  be  handled  with  shovels  if  not  previously  loosened 
with  picks  or  bars.  This  hardening  of  the  material  prevents  to  a  great 
extent  the  free  percolation  of  the  solution;  this  causes  much  delay  and 
also  makes  the  discharging  of  the  tank  a  rather  difficult  task.  Even 
while  charging  the  agitating  tanks,  it  was  necessary  that  the  acid  solution 
be  kept  in  lively  motion  and  that  the  matte  be  introduced  in  a  gradual 
stream  and  not  charged  with  shovels;  otherwise  hard  chunks  were 
formed. 

The  dissolving  was  done  in  wooden  agitating  stir  tanks,  12  ft.  in 
diameter  and  6  ft.  deep,  provided  with  a  strong  hard  wood  propeller 
which  entered  and  was  driven  from  above.  These  tanks  were  about 
two-thirds  filled  with  acid  solution,  containing  9  to  10  per  cent,  free  acid, 
to  which  some  wash  water  was  added.  This  acid  solution,  which  resulted 
in  the  process,  always  contained  2  to  2  1  /2  per  cent,  copper.  The  agitator 
was  set  in  operation  and  a  jet  of  steam  introduced  through  a  lead  pipe 
entering  from  above  and  fastened  close  to  the  side  of  the  tank.  The 
roasted  matte  was  then  brought  from  the  storage  bins  in  cars,  which 
were  half  covered  and  provided  with  a  slot  through  which,  by  tilting  the 
cars,  the  matte  could  be  uniformly  charged  into  the  tank.  The  addition 
of  matte  to  the  dilute  sulphuric  acid  produces  considerable  heat,  which 
aids  the  solution  of  cupric  oxide  and  diminishes  the  amount  of  steam 
required  to  maintain  the  pulp  at  the  desired  temperature. 

After  a  certain  amount  of  matte  had  been  added,  the  pulp  was  fre- 
quently sampled;  these  samples  were  filtered  and  the  filtrate  tested  for 
free  acid.  When  the  solution  was  nearly  neutral  the  charging  of  the 
matte  was  stopped,  but  the  agitation  continued  until  the  solution  became 
neutral,  or  almost  neutral.  This  operation  was  performed  with  care  in 
order  to  avoid  an  excess  of  matte,  which  would  have  enriched  the  resi- 
dues with  copper.  In  mixing  the  acid  solution  with  wash  water,  care 
was  taken  to  have  enough  free  acid  present  so  that  the  resulting  solu- 
tion would  contain  from  6  per  cent,  to  7  per  cent,  copper. 

The  neutral  solution,  together  with  the  residues,  was  discharged 
through  an  outlet  near  the  bottom  of  the  stir  tank,  in  a  large  lead-lined 
cast  iron  pressure  tank;  thence  under  an  air  pressure  of  40  lb.  it  was 
forced  through  large  filter  presses  with  4x4  wooden  plates.     When 
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charged,  each  press  was  capable  of  holding  5  tons  of  residues.  When  a 
press  was  filled,  compressed  air  was  applied  to  blow  out  as  much  as  pos- 
sible of  the  strong  solution  which  had  been  absorbed;  then  the  residues, 
while  still  in  the  press,  were  washed  with  water. 

Below  the  presses  there  were  two  rows  of  tanks,  one  to  receive  the 
strong  liquor,  the  other  the  wash  water.  Some  of  the  tanks  were  assigned 
to  the  stronger  portion  of  the  wash  water  which  went  back  to  the  process, 
while  the  remainder  were  used  as  collecting  and  settling  tanks  for  the 
weak  wash  water;  this  was  sent  to  scrap  iron  tanks  for  the  precipitation 
of  the  contained  copper.  The  strong  liquor  and  strong  wash  water 
tanks  were  connected  with  a  pressure  tank,  placed  on  a  lower  level,  by 
means  of  which  the  liquid  could  be  forced  to  the  stir  tank  level.  On 
opening  the  filter  presses  the  washed  residue  cakes  dropped  into  wooden 
push  cars;  they  were  then  wheeled  to  an  opening  in  the  press  floor,  through 
which  they  were  dumped  directly  into  railroad  cars.  The  residues, 
which  were  rich  in  silver  and  lead,  were  delivered  to  the  lead  smelting 
department. 

The  next  operation  was  to  chloridize  the  sulphate  solution.  For 
this  purpose  the  strong  solution  was  elevated,  by  means  of  a  pressure 
tank,  into  a  stir  tank  used  only  for  this  purpose.  The  solution  was  tested 
for  copper,  its  volume  measured,  the  total  copper  in  the  charge  calculated, 
and  as  much  common  salt  added  as  was  required  to  convert  the  copper 
present  into  cuprous  chloride  (58  pails  of  sodium  chloride  to  63.4  parts 
of  copper).  The  solution  was  agitated,  heated,  and  then  discharged 
into  storage  tanks;  from  these  tanks  the  chloridized  liquor  was  elevated 
and  charged  into  so-called  reducing  towers  for  the  treatment  with  sulphur 
dioxide. 

Prrcipitation  of  the  Copper  icith  Sulphw  Dioxide. — The  towers  in 
which  this  part  of  the  process  was  carried  out  were  made  of  steel  and 
lined  with  lead;  the  bottoms  wore  cone-shaped.  There  were  four  towers. 
The  tops  were  tightly  closed,  ])rovidod  with  nuinholes,  inlet  pipes  for 
the  solution  and  an  outlet  pipe  for  the  gas.  The  cone-shaped  bottoms 
were  provided  with  gas  inlet  pijX'S,  a  steam  pipe  and  a  discharge  pipe. 
The  outl(*t  for  the  gas  was  connected  with  a  main  pipi*  which  discharged 
into  a  wooden  stack.  The  gas  from  each  tower  passed  directly  into  the 
stack.  This  arrangement  caused  considerable  loss  of  gas.  By  tests  it 
was  found  that  a  gas  which  on  entering  a  tower  contained  7  per  cent. 
sulphur  dioxide,  containcnl  4  per  cent,  when  discharged,  so  that  there 
was  a  loss  of  57.1  ])er  cent.  Two  towers  were  then  connected  up  so  that 
the  gas,  after  passing  througli  the  iirst,  was  made  to  ])ass  through  the 
next  tower.  By  tliis  alteration  \ho  loss  of  gas  was  rcHlucod  to  25.4  per 
cent.,  e<iual  to  an  increased  utilization  of  ;n.7  i>er  cent.  Tliis  (experiment 
demonstrated  that  th(»  precipitation  of  the  co})per  in  th(»  tower  under 
pressure  was  corres])ondingly  quickcM*  than  in  those  without  pressure. 
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The  gas  was  furnished  by  three  revolving  cylindrical  furnaces,  of 
which  two  were  kept  in  operation  and  one  in  reserve.  These  furnaces 
were  lined  and  provided  with  ribs  for  continually  raising  the  ore  and 
dropping  it  in  a  shower.  The  front  end  of  the  furnace  was  closed,  but 
the  cover  was  provided  with  air  registers  and  two  discharge  openings 
for  the  roasted  ore;  the  latter  opened  and  closed  automatically  at  each 
revolution  of  the  furnace.  The  back  end  of  each  cylinder  projected  a 
few  inches  into  a  small  dust  chamber,  which  again  was  connected  with  a 
system  of  dust  chambers.  Through  the  roof  of  the  small  chamber,  in  a 
slanting  position,  entered  the  feed  pipe  of  the  furnace.  The  feeding  was 
done  by  a  very  short  screw  conveyor  which  could  be  regulated.  The 
material  consisted  of  iron  pyrites  concentrates,  rich  in  gold,  from 
Colorado. 

The  dust  chamber  was  connected  with  a  heavy  lead  pipe  about  4  in. 
in  diameter  and  was  strengthened  with  iron  rings,  to  which  the  pipe  was 
fastened.  The  entire  length  of  this  pipe,  about  150  ft.,  was  cooled  by  a 
spray  of  water  so  that  the  gas  was  cooled  before  it  entered  the  pumps. 
There  were  two  double  acting  gas-pumps  of  which,  however,  one  was 
sufficient  to  do  the  work,  while  the  other  was  kept  in  reserve.  The 
cylinder  measured  27.5  in.  in  diameter  and  the  piston  had  a  stroke  of 
28  in.  so  that  each  stroke  furnished  about  19  cu.  ft.  of  gas.  The  speed 
had  to  be  regulated  so  as  to  get  a  good  roast  of  the  concentrates,  and  at 
the  same  time  produce  as  strong  a  gas  as  possible.  In  order  to  fulfill 
both  conditions,  it  was  found  that  the  resulting  gas  could  not  contain 
more  than  5  per  cent,  sulphur  dioxide.  Frequent  gas  tests  had  to  be 
made  in  order  to  maintain  this  percentage.  Sometimes  there  was  an 
increase  in  strength  up  to  7  per  cent.,  in  which  case  the  roasting  was  not 
satisfactory;  but  more  frequently  it  dropped  below  5  per  cent.,  which 
caused  a  slower  precipitation. 

The  pumps  forced  the  gas  through  a  lead  lined  receiver,  in  which 
a  great  deal  of  sulphuric  acid  condensed  and  had  to  be  drawn  off  daily. 
The  gas  entered  the  tower  under  a  heavy  perforated  lead  cone  which 
divided  it  into  small  bubbles.  Cuprous  chloride  was  precipitated  in 
white  crystals,  while  sulphuric  acid  was  set  free.  The  reaction  was  most 
energetic  in  the  beginning  while  the  solution  was  neutral  or  contained 
only  a  small  percentage  of  acid,  became  more  sluggish  in  proportion  as 
the  percentage  of  acid  increased,  and  stopped  entirely  when  the  copper 
contents  of  the  liquor  was  reduced  to  2  or  2  1/2  per  cent.  This  remain- 
ing copper  could  not  be  reduced  no  matter  how  long  the  charge  was  kept 
under  treatment  with  the  gas.  The  acid  continued  to  increase  slowly, 
but  the  copper  did  not  diminish.  It  is  possible  that  the  formation  of 
hydrochloric  acid  accounts  for  the  copper  not  being  precipitated.  The 
more  hydrochloric  acid  there  is  formed,  the  more  copper  will  remain  in 
solution.     The  hydrochloric  acid  dissolves  cuprous  chloride. 
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Sodium  chloride  as  a  chloridizcr  for  the  sulphate  solution  is  not  the 
most  suitable  chemical  for  the  process,  as  a  large  quantity  of  sodium 
sulphate  is  formed  which  goes  into  solution.     As  it  is  necessary  to  use  the 
solution  over  and  over  again,  on  account  of  the  sulphuric  acid  which  is 
formed  therein,  more  and  more  sodium  sulphate  is  formed.     In  a  short 
time  the  solution  becomes  saturated  with  this  salt  so  that  it  crystallizes 
out    whenever   conditions   are   favorable.     This   happens    at    different 
stages  of  the  process,  causing  much  annoyance  and  lessening  the  merit  of 
the  process.     It  was  especially  aggravating  in  the  operation  of  the  filter 
presses.     When  the  matte  residues,  together  with  the  strong  liquor, 
were  forced  into  the  presses,  the  filtration  in  the  beginning  was  free  and 
satisfactory,  but   soon  grew  less  so  until  it  finally  stopped  entirely, 
although  the  press  was  not  one-cjuarter  filled  with  residues.     On  opening 
the  press  it  was  found  that  the  cham])ers  were  partly  filled  with  a  sloppy 
mass  containing  many  fine  crystals,  while  the  filter  cloth  was  densely 
covered  with  them.     The  only  way  of  cleaning  the  press  was  to  force 
water  through  it.     This  not  only  caused  much  delay,  especiaUy  as  this 
application  of  water  liad  to  be  repeated,  but  caused  the  making  of  a 
large  quantity  of  wash  water,  from  which  the  copper  had  to  be  pre- 
cipitated with  scraj)  iron.     Sometimes  it  happened  that  the  press  could 
be  filled  without  any  trou])le,  in  fact  the  chamber  filling  was  quite  firm; 
l)ut  as  soon  as  water  was  us(hI  to  wash  the  residues  the  filling  shrunk 
in  volunu*,  and  the  frames  whi(!h  previously  were  (^uite  full,  after  washing 
were  onlv  a  little  over  half  filled. 

Calcium  ciiloridc,  formed  in  converting  the  cuprous  chloride  into 
cui)n)us  oxide  by  l)()iling  with  milk  of  lime,  was  then  tried.  The  result- 
ing calcium  chloride  solution,  however,  was  not  strong  enough  to  be  used 
directly,  containing  only  9  per  cent,  chlorine;  it  was  therefore  concen- 
trated. In  using  calcium  chloride,  cupric  chloride  and  calcium  sulphate 
were  formed,  the  latter  l)eing  precipitated.  Though  this  chloridizcr 
made  necessary  an  additional  filter  press  operation,  to  separate  the 
calcium  sulphate  from  the  solution,  it  was  l)y  far  preferable  to  salt,  as 
it  left  a  clean  solution,  free  from  undesirable  salts.  It  was  found,  how- 
ever, that  a  sul]>hate  solution,  chloridized  with  calcium  chloride,  only 
about  half  of  the  co]>j)er  in  solution  could  be  i)rcci])itated  as  cuprous 
chloride  with  sulphur  dioxic!e.  When  the  change  from  salt  to  calcium 
chloride  was  made,  a  n(  w  acid  solution,  free  from  sodium  sulphate,  was 
used.  Several  attempts  were  made  with  the  same  unsatisfactory 
results.  It  was  finallv  decided  to  add  salt  to  the  new  solution  and  the 
results  wen*  at  once  blotter.  From  that  time  on  chloridizing  was  done  so 
that  three-fourths  of  the  re< quired  chlorine  was  derived  from  calcium 
chloride  and  one-fourth  from  sodium  chloride.  After  adopting  this 
proportion  thcMe  was  but  little  trouble  with  the  presses;  the  filtration 
was  free. 
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The  calcium  chloride  solution  obtained  in  converting  the  cuprous 
chloride  into  cuprous  oxide  by  boiling  with  milk  of  lime,  was  concen- 
trated by  preparing  milk  of  lime  with  water,  allowing  the  lime  to  settle, 
decanting  the  clear  water  and  replacing  the  same  by  weak  calcium 
chloride  solution.  The  condition  of  the  slacked  lime  was  not  changed 
and  by  repeating  this  procedure  the  proportion  of  calcium  chloride  in 
the  solution  was  increased  from  9  per  cent,  to  24  per  cent. 

When  the  precipitation  in  the  towers  was  completed,  the  cuprous 
chloride,  together  with  the  acid  solution,  was  discharged  into  a  system  of 
seven  cone-shaped  lead-lined  iron  tanks.  These  tanks  were  so  arranged 
that  the  liquor  flowed  from  one  to  the  other,  and  from  the  last  into 
special  charge  tanks,  to  be  in  readiness  to  dissolve  a  fresh  lot  of  matte. 
These  cone-shaped  tanks  served  a  double  purpose;  to  give  the  cuprous 
chloride  an  opportunity  to  settle,  and  to  cool  the  solution.  This  liquor 
when  hot  holds  in  solution  a  large  amount  of  cuprous  chloride  which 
precipitates  out  as  the  temperature  falls.  The  temperature  of  the  liquor 
in  the  first  cone  was  56.5°  C,  and  in  the  six  following  cones  it  was,  48.0, 
47.0,  45.0,  39.5,  and  37.0°  C,  so  that  the  temperature  of  the  last  cone 
was  19.5°  lower  than  that  of  the  first.  The  cooling  proved  to  be  suffi 
cient,  as  no  further  precipitation  took  place  in  the  storage  tanks. 

Below  the  level  of  the  cones  were  three  vacuum  filters,  into  which  the 
former  could  be  discharged  by  opening  the  bottom  valve.  Into  these 
filters  the  cuprous  chloride  was  allowed  to  drain,  then  receiving  a  thorough 
washing.  The  washed  precipitate  was  then  converted  into  cuprous 
oxide. 

Conversion  of  the  Cujyrous  Chloride  into  Cuprous  Oxide, — The  con- 
version was  done  with  milk  of  lime.  The  lime  was  slacked  in  a  flat  box 
and  collected  in  settling  tanks.  From  these  tanks  the  milk  of  lime  of 
proper  consistency  was  charged,  by  means  of  a  steam  syphon,  into  a  stir 
tank  and  heated  with  a  jet  of  steam.  The  washed  cuprous  chloride  was 
gradually  charged;  its  color  changed  from  white  to  red.  Cuprous  oxide 
and  calcium  chloride  were  formed.  As  calcium  chloride  dissolves 
cuprous  chloride,  the  calcium  chloride  which  was  formed  in  proportion 
as  the  conversion  progresses  will  dissolve  some  of  the  freshly  charged 
cuprous  chloride.  On  this  property  of  calcium  chloride  was  based  the 
test  by  which  the  conversion  is  conducted.  After  a  certain  amount  of 
cuprous  chloride  had  been  added  to  the  milk  of  lime,  charging  was  inter- 
rupted, the  stirrer,  however,  being  kept  in  motion.  About  10  minutes 
later,  a  sample  was  taken  in  a  wide  necked  bottle  suspended  by  a  copper 
wire.  Part  of  this  sample  was  filtered  and  nitric  acid  and  then  ammonia 
added  to  the  filtrate.  If  the  blue  color  appeared,  some  cuprous  chloride 
was  still  dissolved  in  the  calcium  chloride  solution.  The  agitation  was 
then  continued  for  15  or  20  minutes,  when  another  sample  was  taken. 
If  the  blue  color  appeared  again,  more  milk  of  lime  was  gradually  added 
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and  at  intervals.  After  each  interval  a  test  was  made  until  the  blue 
color  ceased  to  appear.  The  last  part  of  the  operation  had  to  be  con- 
ducted carefully  to  avoid  an  excess  of  lime. 

The  pulp  consisting  of  cuprous  oxide  and  calcium  chloride  was 
forced,  by  means  of  a  double  acting  pump,  into  a  Johnson  iron  filter 
press,  where  it  was  washed.  The  cakes  were  dumped  on  a  lower  floor 
and  dried  on  steam  slabs.  When  dry,  the  cuprous  oxide  was  carted  to 
the  copper  smelting  department  and  dumped  into  bins  conveniently 
arranged  on  the  charge  floor  of  a  cupola  furnace.  In  this  furnace  it  was 
reduced  to  metallic  copper. 

The  cuprous  oxide  always  contained  from  4  to  5,  and  sometimes  as 
much  as  11  oz.,  silver  per  ton.  Some  of  the  silver  undoubtedly  came  in 
with  fine  particles  of  matte  residues,  which  were  still  suspended  in  the 
solution  when  it  was  charged  into  the  towers  for  treatment  with  sulphur 
dioxide,  although  the  resulting  cuprous  chloride  was  clear  white  and 
did  not  show  any  coloration.  However,  after  more  settling  tanks  were 
inserted  for  the  solution,  the  cuprous  oxide  contained  considerably  less 
and  more  uniform  amounts  of  silver.  A  sample  of  cuprous  oxide  con- 
tainiiig  (i.'J.')  oz.  silver  per  ton,  when  leached  with  a  solution  of  sodium 
hyposulphite,  still  contained  5.o  oz.  silver  per  ton,  so  that  only  0.75  oz. 
p(»r  t(m  could  be  extracted  by  that  solution.  This  test  was  made  with 
(•uprous  oxide  produced  before  the  additional  settling  tanks  were  in  use; 
afterward  the  cuj)rous  oxide  did  not  contain  over  2  to  3  oz.  silver  per  ton. 
TIh^  resulting  calcium  chloride  solution  gave  with  sodium  sulphide  a 
dark  preci])itat(»  which  consisted  mostly  of  lead  sulphide,  with  only  a 
iviicr  of  (•o])p(»r  and  no  silver. 

In  smelting  the  cuprous  oxide  in  the  cupola,  very  strong  and  offen- 
nivr  fmncs  wen*  formed.  These  fumes  were  white,  but  when  very  strong 
iissurneil  ji  reddish  tinge.  They  consisted  chiefly  of  volatilized  cuprous 
:ind  cupric  chloride,  some  hydrochloric  acid  and  flue  dust  of  cuprous 
o\i<le.  An  invest igjitiou  showed  tliat  the  cuprous  oxide  still  contained 
I  to  *J  per  cent,  chlorine,  notwithstanding  the  fact  that  it  was  subjected 
to  ji  very  thorough  washing  in  the  press.  This  chlorine  could  not  be 
removed  or  reduced  (»ven  by  an  extended  washing.  This  was  not  due  to 
t  he  presence  of  cu})rous  cldoride,  caused  by  an  insufficient  quantity  of 
lime  being  use(l  in  the  conversion,  for,  even  if  for  the  sake  of  information 
:in  rwi'^H  (»f  h'me  was  used  and  an  unusually  long  time  given  for  conver- 
sion, the  jibnve  stated  j>ercentiig(»  of  cldorine  was  always  found  in  the 
cuprous  oxide. 

The  obnoxious  character  of  the  furnace  gases  was  d(\stroyed  by 
passing  them  through  a  shower  of  milk  of  lime.  A  tower  was  arranged 
which  was  provide<l  at  dilTerent  levels  w^ith  strong  wooden  grates.  At 
the  foot  of  this  tower  tanks  wow  arranged  for  making  and  receiving  milk 
of  lime.     Two  of  th<'S(»  receiving  tanks  were  connected  with  a. force 
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pump.  The  flue  was  connected  with  the  wooden  tower.  Coarse  lime 
rock  was  placed  on  the  different  grates  to  detain  the  milk  of  lime  in  its 
downward  course  as  long  as  possible.  At  the  top  several  perforated 
pipes,  through  which  the  milk  of  lime  was  forced  by  means  of  the  pumps, 
were  so  arranged  as  to  furnish  an  even  spray.  The  bottom  of  the  tower 
was  made  tight  and  the  outlet  made  to  convey  the  stream  into  one  of  the 
other  tanks,  so  that  the  milk  of  lime  could  be  passed  through  the  tower 
as  often  as  desired. 

The  effect  of  the  milk  of  lime  was  very  gratifying.  The  strong 
offensive  odor  of  the  gases  disappeared  entirely.  The  color  of  the  milk 
of  lime  turned  gradually  darker  and  became  finally  olive  green  and  very 
rich  in  copper.  No  copper  escaped  with  the  gases.  When  the  above 
green  pulp  was  filtered  the  filtrate  contained  11/2  per  cent,  to  2  per  cent, 
chlorine.  The  evaporation  was  great  and  water  had  to  be  added  fre- 
quently to  maintain  the  same  volume  of  precipitate.  This  method 
proved  itself  successful  and  was  finally  permanently  installed. 

Treatment  of  the  Wash  Water, — In  the  course  of  the  process  a  great 
deal  of  wash  water  was  made,  principally  from  washing  the  copper  matte 
residues  and  the  cuprous  chloride.  The  latter,  which  contained  from 
1  to  2  per  cent,  copper,  was  collected  in  a  number  of  large  tanks,  from 
which  it  was  drawn  to  be  subjected  to  special  treatment  for  recovering 
the  copper.  Wash  water  containing  2  per  cent,  copper  and  as  much  as 
practicable  of  the  weaker  portion,  went  back  to  the  process  and  was 
used  instead  of  water. 

To  produce  a  clean  cement  copper  free  from  chlorine,  a  trough  was 
constructed,  in  sections,  abous  200  ft.  long  and  12  in.  wide  and  14  in. 
deep.  All  sections  were  placed  horizontally,  but  each  succeeding  one 
was  placed  three  inches  lower.  The  outlet  of  each  section  was  two  inches 
lower  than  the  inlet.  In  some  of  the  sections  the  compartment  was  made 
by  inserting  across  the  width  of  the  trough  two  boards  6  inches  wide. 
These  were  placed  about  12  in.  apart  to  allow  for  the  insertion  of  a  steam 
jet.  This  part  of  the  trough  was  tightly  covered  for  2  ft.  on  either  side 
of  the  jet  to  prevent  the  solution  from  being  splashed  out  by  the  steam. 
The  200  ft.  of  trough  was  arranged  in  U  shape  to  avoid  too  long  a  build- 
ing, and  to  make  the  handling  of  the  material  easier.  After  passing 
through  the  last  section,  the  solution  flowed  through  a  few  scrap  iron 
tanks  to  precipitate  any  copper  which  might  be  present  as  sulphate. 
Each  section  of  the  long  trough  was  charged  about  4  in.  deep  with 
cement  copper,  evenly  spread.  The  wash  water  from  the  main  depart- 
ment flowed  into  a  circular  tank  8  ft.  in  diameter  and  5  ft.  deep,  thence 
through  an  overflow  into  the  first  section  of  the  long  trough.  The  pur- 
pose of  the  circular  tank  was  to  heat  the  wash  water  by  means  of  steam 
jets  before  it  entered  the  long  trough.  It  gave  an  additional,  though 
not  very  effective,  opportunity  for  the  settling   of  particles  of  matte 
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residues  which  might  not  have  settled  in  the  proper  wash  water  storage 
and  settling  tanks.  As  the  wash  water  resulting  from  the  different  oper- 
ations of  the  process  contained  cupric  sulphate  in  addition  to  eupric 
chloride,  salt  water  was  added  to  the  storage  tanks  to  convert  the  cupric 
sulphate  into  cupric  chloride. 

By  passing  the  wash  water  through  and  over  the  cement  copper  the 
copper  was  precipitated  as  cuprous  chloride.  Once  a  day  the  cement 
copper  in  the  troughs  was  gently  worked  in  order  to  bring  fresh  particles 
to  the  surface.  At  one  side  and  below  the  level  of  the  troughs,  a  re- 
volving barrel,  10  ft.  long  and  G  ft.  in  diameter  was  erected;  when  a  large 
part  of  the  cement  copper  in  the  troughs  had  changed  to  cuprous  chlo- 
ride, it  was  removed  from  the  troughs  and  charged  into  the  barrels,  to 
which  small  scrap  iron,  water  and  salt  were  added.  By  means  of  a  steam 
pipe,  the  pulp  was  slightly  heated  to  start  the  reaction;  then  the  steam 
was  turned  off.  This  pipe  entered  the  barrel  through  one  of  its  axles 
and  was  bent  downward  to  reach  into  the  pulp;  it  was  kept  in  position 
by  a  stuffing  box.  Very  soon  an  energetic  reaction  took  place;  the  heat 
developed  causing  the  pulp  to  boil  violently.  The  steam  found  an  out- 
let through  another  pipe  insei-ted  through  the  opposite  axle.  The  salt 
was  added  to  dissolve  some  of  the  cuprous  chloride;  this  caused  the 
reaction  to  start  more  quickly.  The  cuprous  chloride  changed  to  cement 
copper  and  the  iron  into  ferrous  chloride.  The  latter  had  the  same 
effect  as  salt  and  dissolved  cuprous  chloride,  thus  assisting  the  process. 

After  the  steam  ceased  to  escape,  the  barrel  was  stopped  and  a 
sample  taken.  The  sam})le  was  filtered  and  the  filtrate  tested.  When 
the  blue  color  could  no  longer  1)0  obtained  with  nitric  acid  and  ammonia, 
the  pulp  was  ready  to  be  discharged.  The  conversion  was  completed 
in  from  G  to  10  hours.  Below  the  barrel  was  a  square  tank,  with  a 
filter  bottom,  fitted  on  two  opposite  sides  with  rails  which  extended 
bevond  the  tank.  On  this  track  was  an  8-mesh  screen  fastened  to  a 
wooden  frame  and  provided  witli  four  wheels.  The  screen  covered  the 
whole  top  of  the  tank.  In  discharging  the  barrel,  the  copper  cover  of 
the  manhole  was  removed  and  the  barrel  gradually  turned  by  means 
of  a  crow-bar.  Wlien  the  charge  was  out,  the  inside  of  the  barrel  was 
rinsed  with  water.  The  screen  retained  i)ieces  of  iron,  while  the  cement 
copper  and  solution  i)assed  through  to  the  filter  tank.  By  means  of  a 
stream  of  water,  the  iron  on  the  screen  was  separated  from  adhering 
cement  copper  and  returned  to  the  ])arrel  to  serve  as  part  of  the  next 
(•harg(\  The  sc^reen  on  wheels  was  pushed  away  from  the  tank,  the 
outlet  under  the  filter  opened,  and  the  iron  solution  allowed  to  drain  off. 
Then  warm  dilute  sulj)h\iric  acid  was  permitted  to  flow  in.  As  soon  as 
the  acid  a])])eare(l  at  the  outlet  the  latter  was  closed.  The  acid  was 
ap})lied  to  remove  ]>asic  salts,  to  prevent  their  formation  as  far  as  pos- 
sii)le,  and  to  dissolve*  any  small  i)ieces  of  iron  which  had  passed  through 
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he  screen.  After  several  hours  the  acid  was  removed  to  a  special  tank 
3  be  used  again.  The  copper  was  then  thoroughly  washed  in  the  tank 
3  free  it  from  acid.  The  resulting  cement  copper  was  of  a  very  clear  color 
nd  unusually  pure,  containing  99  per  cent,  copper  and  but  a  trace  of 
rsenic.     It  was  melted  in  the  refining  furnace. 

This  method  gave  such  good  results  that  three  more  barrels  were 
rected.  The  method  eliminated  the  conversion  of  cuprous  choloride 
ito  cuprous  oxide  by  the  milk  of  lime,  the  smelting  of  the  product  in 
he  cupola  furnace,  the  treatment  of  the  furnace  gases,  the  very  unclean 
lanipulation  of  the  scrap  iron  tanks,  and  the  additional  treatment  of 
he  cement  copper  to  free  it  from  cuprous  chloride. 

Modification  of  the  Hunt  and  Douglas  Process. — To  simplify  the  op- 
rations  and  to  avoid  the  saturation  of  the  solution  with  sodium  sul- 
phate and  its  attendant  disadvantages,  Hofmann  worked  out  and 
uccessfully  introduced  the  following  modus  operandi: 

1.  The  process  was  started  with  a  stock  of  dilute  sulphuric  acid. 
3y  treating  the  roasted  matte  in  the  usual  way  in  the  stir  tanks,  a  clean 
ulphate  solution  was  obtained  which  filtered  well  in  the  presses. 

2.  The  sulphate  solution  was  chloridized  with  hydrochloric  acid,  of 
t'hich  in  starting,  a  stock  on  hand  was  required.  By  chloridizing  the 
ulphate  solution  with  hydrochloric  acid,  cupric  chloride  is  formed  and 
ulphuric  acid  set  free.  No  foreign  salts  are  introduced  and  the  solution 
emains  clean,  while  by  chloridizing  with  sodium  chloride  the  solution 
>ecomes  quickly  saturated  with  sodium  sulphate. 

3.  The  cupric  chloride  solution  containing  the  liberated  sulphuric 
.cid  was  then  treated  in  a  stir  tank  with  cement  copper.  The  cupric 
hloride  by  the  action  of  metallic  copper  is  reduced  to  cuprous  chloride, 
v'hile  the  sulphuric  acid  remains  unchanged.  A  steam  jet  is  used  to 
lasten  the  reaction.  An  excess  of  cement  copper  serves  the  same  pur- 
)ose.  When  the  filtrate  of  a  sample  shows  no  reaction  for  copper,  the 
operation  is  completed  and  the  pulp  is  drawn  into  a  pressure  tank  and 
orced  through  a  filter  press.  The  filtrate,  which  is  now  a  clean  sulphuric 
icid  solution,  is  elevated  to  storage  tanks,  whence  it  is  used  as  required 
o  dissolve  the  cupric  oxide  of  a  new  lot  of  roasted  matte.  To  produce 
ls  little  wash  water  as  possible,  the  solution  absorbed  by  the  matte 
esidues  and  by  the  cuprous  chloride  is  forced  out  by  compressed  air;  this 
v'orks  very  well,  as  the  filtering  capacity  of  both  materials  is  not 
ps^sened  l)y  the  formation  of  crystals.  For  the  same  reason  the  subsccjuent 
vashing  is  quickly  done,  requiring  comparatively  but  very  little  water 
o  accomplish  it. 

4.  The  washed  cuprous  chloride  was  treated  in  revolving  barrels 
n  the  same  manner  as  described  above,  but  care  was  taken  that  no  more 
\rater  was  added  than  necessary,  so  that  as  strong  a  ferrous  chloride 
olution  was  produced  as  practicable. 

16 
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5.  The  fcn'ous  chloride  solution  was  evaporated  in  the  same  iron 
pans  which  were  formerly  used  for  concentrating  the  calcium  chloride 
solution. 

6.  The  solid  ferrous  chloride  was  charged  into  retorts,  which  were 
provided  with  water  for  steam  and  air.  When  heated  heavy  fumes  of 
hydrochloric  acid  were  formed;  these  were  passed  through  a  cooling: 
arrangement,  in  which  a  large  portion  was  condensed.  This  condensed 
acid  was  strong  and  contained  35.6  per  cent,  chlorine.  The  acid  fumes 
which  were  not  condensed  were  made  to  pass  through  two  towers  made 
of  stoneware  pipes  and  filled  with  coke.  The  gas  escaping  from  the 
first  tower  entered  at  the  bottom  of  the  second.  To  avoid  the  accu- 
mulation of  too  much  water  in  the  stock  solution,  cupric  sulphate  solu- 
tion wa8  used  instead  of  water  as  a  spray  for  the  coke,  thus  chloridizing 
the  solution.  The  soluticm,  as  a  rule,  after  passing  through  the  towers, 
contained  an  excess  of  hydrocliloric  acid.  This  condition,  however, 
was  properly  adjusted  by  adding  sulphate  solution  before  the  treatment 
with  cement  copper. 

7.  The  resulting  cement  copper  was  very  pure,  containing  from 
00  to  94  per  cent,  and  more  copper.  This  was  smelted  in  a  refining  [ 
furnace;  no  obnoxious  fumes  were  evolved  as  in  the  case  of  cuprous 
chloridt*.  There  was,  of  course,  a  loss  of  sulphuric  acid  as  well  as  of 
hydrocliloric  acid  which  was  caused  chiefly  by  the  wash  water;  these  had 
to  be  replaced  from  time  to  time  to  keep  up  the  volume  of  stock  solution. 
However,  this  shortage  was  not  great  and  the  loss  of  replacing  it  was 
far  less  than  that  of  the  eliminated  operations. 

This  modified  process  was  used  for  some  time  until  Hofmann 
received  instructions  from  the  company  for  the  necessary  alterations  of 
the  works  to  prepare  for  the  more  profitable  manufacture  of  blue  vitriol. 
This  was  done  by  Hofmann^s  method  of  producing  this  material 
direct  from  the  roasted  copper  matte,  described  in  chapter  18. 

Copper  Extraction  at  Falun,  Sweden. ' — The  old  copper  mine  at  Falun 
produces  two  classes  of  minerals  known  as  hard  and  soft  pyrites  respec- 
tively, 'i'he  former,  consisting  of  mixtures  of  (piartz  and  copper  pyrites, 
contains  al>()ut  3  1/2  per  cent,  and  the  latt(T,  which  is  mainly  composed 
of  ir(»n  pyrites,  about  1  per  cent,  of  copper.  The  hard  ore  is  roasted  in 
heaps,  about  10  j)er  cent,  of  the  sulphur  being  driven  off,  while  the  soft 
pyrites  is  treated  in  sul])huric  acid  works,  about  30  per  cent,  of  the 
sulphur  Ix'in*^  utilized. 

The  ]>urnt  residues,  to  tlu*  extent  of  al>out  4.")  tons  hard,  and  12  tons' 
soft,  per  day,  are  mixed  with  14  and  10  per  cent,  of  salt  respectively, 
and  jrround  in  ball  mills.  The  hard  ore  mixture  is  then  subjected  to 
a   (•lih)ridizin<!;  roasting;   in  a   White-Howell  roasting  furnace,  in  which 

»  /-;.  and  M. ./.,  AiiR.  30,  1002;  Herg  and  Iluttcnnianischo  Zeitung,  1902. 
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15  tons  are  roasted  in  24  hours.  The  soft  ore  is  roasted  in  a  double  bed 
roaster  in  which  7  tons  are  worked  through  daily. 

When  complete  chloridization  has  been  effected,  the  roasted  material 
is  transferred  to  wooden  vats,  where  the  cupric  chloride  is  dissolved  out 
by  weak  sulphuric  or  hydrochloric  acid,  the  latter  being  obtained  by 
condensing  the  waste  gases  from  the  roasters. 

After  the  ore  has  been  treated  with  the  dilute  acid  solution,  it  is 
washed  with  clear  water.  The  wash  water  is  pumped  back  and  used  as 
a  second  liquor  on  a  following  charge. 

The  solution  from  the  ore  contains  all  the  copper,  bismuth,  selenium 
and  silver,  together  with  ^  portion  of  the  gold  contained  in  the  ore. 
The  remainder  of  the  gold  is  extracted  later  by  washing  the  residues 
with  chlorine  water. 

The  copper  solution  is  precipitated  by  scrap  iron  as  cement  copper, 
which,  together  with  the  associated  mud  and  iron  salts,  is  smelted  and 
granulated  for  conversion  into  copper  sulphate  by  means  of  dilute  sul- 
phuric acid  and  air  in  the  ordinary  way. 

The  residual  mud  from  the  copper  sulphate  crystallizers,  containing 
gold,  silver,  selenium,  and  bismuth  is  dried  and  smelted  with  litharge, 
soda  and  sawdust  to  collect  the  precious  metals  into  lead.  The  gold- 
bearing  solution  from  the  chlorine  extraction  is  reduced  by  adding  a 
portion  of  the  original  copper  extracting  solution  containing  ferrous  chlo- 
ride, which  reduces  the  chloride  of  gold,  producing  metallic  gold  and 
ferric  chloride.  The  gold  so  obtained  is  extremely  finely  divided,  and 
an  addition  of  lead  acetate  and  sulphuric  acid  is  necessary  to  obtain  a 
sufficiently  dense  precipitate.  The  gold  precipitate  is  smelted  with  lead 
in  much  the  same  as  the  copper  precipitate.  The  wasted  liquor  from 
the  copper  extraction  is  worked  up  for  ferrous  sulphate,  which  by  roast- 
ing, gives  a  red  ferric  oxide,  which  is  used  for  paint. 

The  annual  production  of  the  works  is  as  follows: 

Copper  sulphate,  1,600  tons 

Ferrous  sulphate,  300  tons 

Iron  oxide,  red  paint,  1,000  tons 

Silver,  400  kilograms 

Gold,  100  kilograms 

The  Bradly  Process.* — In  the  Bradly  process  the  sulphide  ore  is 
carefully  roasted,  in  what  he  calls  an  amphidizer,  which  consists  of  a 
rotary  drum  with  a  central  heating  flue  through  which  heat  may 
be  supplied.  The  rotation  of  the  drum  operates  to  conduct  the  ore 
and  air  through  the  drum  in  one  direction  and  return  it  in  another 
to  the  same  end,  so  that  the  copper  is  more  or  less  completely  sul- 
phated   and   the  iron   oxidized.     The  roasting  is  conducted  at  a  tem- 

^E.andM.J,,  Jan.  6,  1912:  U.  S.  Patent  1,011,562,  Dec.  12,  1911. 


244  HYDKOMETALLURGY  OF  COPPER 

pcrature  of  from  450  to  550^  C,  air  being  blown  into  the  apparatus  to 
hasten  the  oxidation. 

The  roasted  ore  is  then  treated  with  an  excess  of  calcium  chloride 
solution  in  a  reaction  drum,  while  the  temperature  is  maintained  at 
about  100°  C.  Cupric  chloride  is  produced  by  the  reaction  between  the 
copper  sulphate  and  calcium  chloride,  while  any  ferric  sulphate  in  the 
ore,  due  to  the  roasting,  reacts  with  calcium  chloride  to  produce  ferric 
chloride.  The  calcium  sulphate  resulting  from  both  these  reactions  is 
insoluble  and  is  separated  by  filtration  in  the  succeeding  step.  The 
production  of  ferric  chloride  at  this  point  is  advantageous  in  that  it  dis- 
solves copper  oxide,  copper  sulphide  or  metallic  copper,  which  remained 
unaffected  by  the  roasting,  producing  copper  chloride,  and  this  ferric 
chloride  also  maintains  the  copper  chloride  in  the  cupric  condition. 

The  gold  anct  silver  in  the  ore  are  brought  into  solution  by  convert- 
ing all  the  copper  into  cupric  chloride  and  then  adding  a  small  amount 
of  chlorine,  chlorous,  or  chloric  compounds.  The  chlorides  of  silver 
and  gold  being  soluble  in  calcium  chloride  solutions  may  afterward  be 
precipitated  with  the  copper  and  subsequently  separated.  After  leav- 
ing the  reaction  drum  the  mass  of  gangue,  solution,  and  precipitates  is 
subjected  to  filtration.  The  solid  matter  forms  a  cake  which  consists  of 
the  gangue  in  the  ore  excei)t  a  small  amount  of  iron  and  alumina  which 
have  been  taken  into  solution  and  the  calcium  sulphate  precipitate  already 
mentioned.  The  solution  comprises  a  carrier  in  which  has  been  dissolved 
the  metals  to  be  recovered,  a  small  amount  of  iron  and  alumina  and  anv 
zinc  wliicli  may  have  been  in  the  ore;  the  arsenic  ^vill  have  l)ccn  separated 
l>v  filtration,  as  it  has  been  rendered  insoluble.  The  solution  is  then 
subjected  if  necessary  to  a  further  oxidizing  operation  in  order  to  be 
sure  tliat  tluj  metals  are  all  combined  at  their  highest  valency. 

Th(^  solution  is  then  in  condition  for  treatment  for  the  separation 
of  the  dissolv(Ml  metals.  The  precipitation  of  iron  and  alumina  may  be 
made  by  cu])ric  oxide,  hydrate  or  calcium  carbonate,  and  as  this  precipi- 
tate will  carry  some  coj)per  it  is  returned  to  the  amphidizer,  or  roasting 
furn:ic(\  afti^r  having  l)een  removeil  from  the  solution  by  filtration.  In  the 
am])lii(lizer  the  iron  and  alumina  in  the  precipitate  are  rendered  insoluble^ 
while  th(*  co])j)(T  is  left  in  a  soluble  condition  and  can  be  recovered.  The 
solution  from  which  tlie  iron  and  alumina  has  been  removed  and  which 
then  contains  tlic  bulk  of  \]\o  c()])})(t  is  run  into  a  second  tank  in  which  the 
iM)j)pcr  is  i)irci])iiat('(i  l)y  cjirbonatc*  of  liinc^  as  oxide  of  coj)per.  This 
precipitate  is  liitcMCii  from  the  solution  and  tiie  copper  is  recovered  by 
furt  licr  ti'cat  rncMt  sucli  as  hy  reduction  in  an  ordinary  smelting  furnace. 

Any  silver  and  ^old  in  llie  solution  is  carried  down  during  the  pre- 
cipitation of  the  iron,  aluminum,  and  cop])er,  and  finally  recovered  by 
separation  from  the  latter  metal.  Zinc  contained  in  the  ore  i)asse8  into 
solution  as  chloride*  of  zinc  and  accumulates.     It  is  therefore  necessary 
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at  stated  times  to  run  the  solution,  or  a  part  of  it,  after  the  final  treatment 
and  before  returning  it  to  the  reaction  drum,  to  a  third  precipitator  in 
which  tlie  zinc  is  precipitated  by  means  of  caustic  lime.  The  regenerated 
solution  from  which  the  gangue  and  all  metallic  compounds  has  been 
removed  and  which  contains  calcium  chloride  is  returned  to  the  reduction 
drum  for  the  treatment  of  additional  ore  from  the  amphidizer,  thus 
completing  the  cycle. 

During  the  roasting  considerable  dust  and  fumes  are  given  oflF,  con- 
taining sulphurous  and  sulphuric  anhydride.  This  is  condensed  by  a 
])()ilion  of  the  solution  diverted  from  the  main  stream,  after  filtration 
from  the  ore,  and  is  again  returned  to  the  reaction  drum. 

Fig.  48  shows  a  diagrammatic  sketch  of  the  Bradly  process. 

Longmaid -Henderson  Process  for  Treating  Pyritic  Cinders. — (The 
di'Hcriptions  of  the  early  work  of  this  process,  and  of  European  practice, 
an;  principally  by  Clapham,  Wedding,  Ulrich,  Gill  and  Lunge;  the 
descriptions  here  given  is  taken  largely  from  Lunge's  Treatise  on  the 
Manufacture  of  Sulphuric  Acid  and  Alkali,  Vol.  1, 1891.) 

Sulphuric  acid  is  largely  made  from  pyritic  ores,  many  of  which  contain 
(•(ippcr  worth  recovering,  after  the  sulphur  has  been  roasted  oflf  as  sulphur 
«lioxi(l<»  for  the  sulphuric  acid  works.  Such  ores  are  quite  widely  scat- 
\vm\,  but  the  largest  and  most  valuable  deposits  occur  in  Spain.  From 
till*  l{io  Tinto  mines  in  Spain  the  ore  is  shipped  to  many  of  thecommer- 
(tiiil  and  manufacturing  nations  of  tlie  world.  During  the  year  1874, 
Ihrn*  r\ist(nl  in  Great  Britain  alone  22  copper  works  in  which  450,000 
IniiM  of  pyritic  cinders  were  treated  annually  by  wet  methods  for  the  ex- 
inirllnii  «)f  th(^  copper.  Two  of  these  works  made  sulphate,  three  pro- 
iIimimI  rrliiMMl  (topper,  and  the  rest  sold  their  cement  copper  precipitate 
In  nipiM  r  rclincricH.  In  1882  the  (luantity  of  pyritic  cinders  treated  for 
lujipii   ill  (\vvni.  Hritain  amounted  to  434,427   tons,  containing  15,300 

I  nun  111   roppcr. 

'I  hr  |»r  (MTKH  used  in  England  at  that  time  is  still  largely  in  use  to-day, 
I. Mill  III  I'iiirojK'  :ind  the  United  States,  and  with  very  little  modification 
1 1  (fill  I  III'  niif'.iii.'il  ])ro('es8. 

'I  Ur  Liiiif'.ninid-Henderson  Process  consists  essentially  of  roasting  the 
j,",  Mill  rmilrrn,  from  ihe  sul])huric  acid  works,  with  salt,  leaching  out 
I  III  ilil(iiii|p  nl  rojiper  so  formed,  foHowed  by  precipitation  with  iron. 
Inhfriiiiiiil  nl.ljiiiHMl  t\  j)a(ent  dated  October  20,  1842,  and  another  in 
.l.iiiiiiM  \ .  IS!  I,  bntii  n^latin^  to  the  treatment  of  pyritic  cinders  by  roast- 
ing' \miIi  j:ii!i.  l.onfj:maid  di'scri])ed  the  prin('ij)les  of  the  process  very 
null  li  i\r.  ii  ii:  r;iriic(l  out  to-dav,  cci't  aiulv  wit  h  a  view  of  making  salt  cake 
iiml  I  lilciiini'  lis  the  ]>riiici])al  products,  ami  he  worked  it  out  on  a  large 
hi  iilr.  I  «•  ilml  ln'  must  be  regarded  as  the  founder  of  the  wet  extraction 
nl  (  n|i|iri  (  hissm^c*,  ill  ISoO,  first  employed  sj)ongeiron  for  precipitating 
llu^  »n|i|M  r.     lirntlcrson  carried  the  process  to  greater  perfection.     In 
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1865  he  erected  a  plant  at  Hebburn  for  the  Bede  Metal  Company,  to 
extract  copper  from  pyritic  cinders,  the  process  of  which  he  had  pro- 
tected by  patent.  Henderson's  principal  improvement  was  the  intro- 
duction of  absorption  towers  through  which  the  acid  gases  from  the 
chloridizing  roasting  were  condensed  and  yielded  a  weak  acid  solution, 
which  was  then  used  in  leaching  the  copper. 

The  most  important  ores  treated  by  this  process,  in  English  works, 
were  from  Spain  and  Portugal,  and  contained  from  47  to  49  per  cent, 
sidphur;  from  3.50  to  3.80  per  cent,  copper  and  from  0.75  to  1.20  oz.  in 
silver,  per  ton. 

In  the  German  works,  at  Oker,  the  ordinary  copper  ores  treated  by 
this  method  contained  60  per  cent,  iron  pyrites,  23  per  cent,  copper 
pyrites,  6  per  cent,  blende,  2  per  cent,  galena,  and  9  per  cent,  gangue. 

The  steps  in  the  process  may  be  summarized  as  follows: 

1.  Mixing  the  ore  with  salt  and  then  grinding  the  mixture. 

2.  Chloridizing  roasting. 

3.  Leaching  the  roasted  ore. 

4.  Precipitating  the  silver  from  the  argentiferous  liquors. 

5.  Precipitating  the  copper  from  the  desilverized  liquors. 

6.  To  which  may  be  added,  the  preparation  of  the  residue,  rich  in 
iron,  for  the  iron  smelters.     This  is  usually  done  at  the  copper  works. 

The  percentage  of  sulphur  in  cinders  as  supplied  by  the  acid  works 
to  the  copper  extraction  plants  varies  from  2  to  10  per  cent.  A  fair 
average  may  be  considered  from  4  to  5  per  cent.  At  Oker  the  cinders 
contained  from  5  to  8  per  cent,  sulphur  and  from  6  to  9  per  cent,  copper. 

The  following  analyses  by  Gibb  shows  the  composition  of  the  pyritic 
cinders  as  the  copper  works  received  them: 


Rio  Tinto 

Tharsis 

1.50 
3.23 
3.15 
2.56 
0.55 
0.70 
0.0023 
0.032 
0.010 
0.25 
77.00 
5.25 
0.17 
5.85 

San  Domingo 

1.55 
3.76 
3.62 
2.70 
0.47 
0.84 
0.0023 
0.33 
0.013 
0.28 
78.15 
5.80 
0.25 
1.85 

Ytteron 
(Norway) 

Copper 
Iron 
Sulphur 
Cupric  oxic 

•  Calculated  as  CusS  and  FetSa. . . 
le 

1.65 
3.64 
3.53 
2.75 
2.02 
0.47 
0.0037 
0.007 
0.013 
0.20 
77.40 
6.10 
0.24 
1.45 

1.01 
3.33 
3.10 
0.39 

Zinc  oxide. 
Lead  oxide 

SUver 

Cobaltio  ox 
Bismuth  oi 
Calcium  ox 
Ferric  oxid< 
Sulphuric  a 
Arsenic  acii 
Insoluble  n 

6.46 

0.06 



ide 

•   •••■••• 

dde ' 

ide 

2.30 

B ■ 

68.06 

cid 

6.56 

i ; 

0.05 

*■  •  •  '^ 1 

asidue 

8.74 

99.46 

i 

100.25 

99.31          ' 

100.06 
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Pliilips  gives  the  following  as  the  composition  of  cinders  from  San 
Domingo  ore: 

Sulphur,  3 .  66 

Arsen'c,  0.26 

Iron,  58 .  25  (83 . 0  Fc,0,) 

Copper,  4.14 

Zinc,  0.37 

Cobalt,  trace 

Load,  1.24 

Li  mo,  0.25 

JnHolublo,  1.06 

Moi.sturo,  3.85 

( )xyKon  andloss,  26.93 

Saiiiplos  from  Widnes  and  Hebhurn  showed, 

Widnes  Hebbum 

( 'oppor,  4 .  08  per  cent.     6. 75  per  cent. 

Sulpliur,  4.12  per  cent.     3 .  75  per  cent. 

Of  tliis  \\unv  was  soluble  in  water, 

( *i>pp(T,  46 . 0  per  cent.     26 . 1  per  cent. 

Sulphur,  43 . 0  per  cent.     37 . 0  per  cent. 

Sohiiih^  in  hydrochloric  acid, 

Coppor,  22.2  per  cent.     13.3  per  cent. 

Sulphur,  55.0  per  cent.     59.0 per  cent. 

Copper  iusdluhh*  in  water  and  IICI,      31  .Spor  cent.     60.6  percent. 

The  ores  tliat  used  to  be  treated  at  Oker,  showed,  on  an  average  of  a 
iiioiil  It's  run: 

7.83  per  cent. 

40.53  per  cent. 

2.09  per  cent. 
Silvrr.                                                                              0.008  per  cent. 

Zinc  I  as  ZnO),  1.95  per  cent. 

Mnn^janivsr  (as  Mn.,(),),  0.40  per  cent. 

Sulphur.  3.80  per  cent. 

Sulphuric  acitl  (corrcspondinK  to  li.H  por  ront.  S.,       9.51  per  cent. 

Alutnina,  4.43  per  cent. 

(  mImt  nanj^ur.  11.65  percent. 

riie  pyiitic  cinders  as  received  by  the  copper  extraction  works, 
WIN-  fir.-,!  linely  ground  to  about  8  or  10  mesh  and  at  the  same  time 
mi M-d  with  a  sutficient  quantity  of  salt.  In  hand  furiuices  the  amount 
•  ii  .  ;il(  \:iiied  fi'oui  10  to  20  per  cent,  but  in  nuM'hanical  furnaces  it  was 
li-.  .iliniii  7  I  'J  })(M-  cent.  At  Okvv  the  cintlers  were  nuxed  with  15  per 
riMl  (MrnaMile,  which  contains  chlorides  of  nuipiesiuni,  potassium,  so- 
diinii,  and  calcium;  all  (»f  which  assist  in  the  chloridizinp  roasting. 

The  ildoridizing   was   done   in   reverberatory,   and    in   mufl9e  fur- 


('<i[>|M'r  (principally  a.s  CuO), 
Iron  (priiK'ipally  as  Kc^.O^), 
Lra.l  (as  I*I»C)), 
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naces.  Sometime  in  a  sort  of  combination  between  the  two,  in  which 
only  a  part  of  the  furnace  was  muffled.  See  Figs.  10,  11,  and  12,  pages 
98  and  99. 

The  chloridizing  roasting  of  these  cinders  is  in  detail  essentially 
the  same  as  described  in  the  chapter  on  chloridizing  roasting.  Whatever 
the  means  of  furnace  employed,  the  object  to  be  attained  is  to  sufficiently 
convert  the  copper  into  sulphate,  which  owing  to  the  presence  of  the 
chloride  salts,  at  once  forms  with  the  cupric  sulphate,  by  mutual  decom- 
position, cupric  chloride  and  sodium  sulphate.  The  iron  should  be  con- 
verted as  coriipletely  as  possible  into  the  ferric  oxide,  so  as  to  be  insol- 
uble both  in  water  and  dilute  acids. 

In  roasting,  the  SO,  and  0  acting  upon  NaCl,  chlorine  is  evolved 
which  greatly  aids  in  chloridizing  the  copper  as  well  as  any  other  metals 
present.  At  the  same  time  a  large  quantity  of  hydrochloric  acid  is 
formed  which  converts  the  oxides  of  copper,  silver,  zinc,  etc.,  into  chlo- 
rides, while  at  the  temperature  of  the  roasting  furnace  ferric  chloride 
cannot  exist.  Since  chlorides  of  copper  are  both  unstable  and  volatile 
at  very  high  temperatures,  a  low  red  heat  ought  not  to  be  exceeded; 
so  that  any  copper  pyrites  still  present  in  the  cinders  is  not  burned,  and 
therefore  escapes  chloridization. 

Wedding  describes  in  detail  the  roasting  at  Widnes  as  carried  on  in 
a  gas  furnace.  The  charge  of  4500  lb.  of  ore,  mixed  with  17  per 
cent,  salt,  is  spread  out  evenly  on  the  hearth  and  slowly  heated  till  a 
low  red  heat  has  been  reached  nearest  the  fire  bridge;  the  charge  is 
rabbled  and  left  to  itself,  the  gas  being  shut  off  but  the  air  allowed  to 
enter,  so  that  after  2  hours  scarcely  any  glowing  can  be  perceived 
at  the  fire  bridge.  After  1  hour's  and  3  hours'  roasting,  respect- 
ively, the  copper  of  the  charge  behaved  as  follows: 

1  hour's  roasting  3  hours'  roasting 
Soluble  in  water,                             54  per  cent.  51  per  cent. 

Soluble  in  hydrochloric  acid,         38  per  cent.  42  per  cent. 

Soluble  in  nitric  acid,  8  per  cent.  7  per  cent. 

After  3  hours  the  charge  is  quite  dark,  and  is  now  well  rabbled. 
There  ought  to  be  no  necessity  for  more  fire,  as  the  temperature  from 
first  should  have  been  raised  to  the  proper  point.  The  charge  is  now 
rabbled  regularly  at  short  intervals,  and  the  temperature  of  itself  rises 
in  consequence  of  the  chemical  reactions.  The  rise  becomes  sensible 
after  4  3/4  hours,  counting  from  the  beginning;  so  that  after  5  1/4  hours 
a  dark  red  heat  is  reached.  Up  to  this  point  there  is  a  copious  evolution 
of  white  vapors  and  blue  flames;  from  this  period  there  is  less  of  these, 
and  it  is  the  roasterman's  principal  task  to  see  that  heating  of  the  charge 
is  uniform,  and  that  some  places  do  not  show  more  flame  than  others. 
After  6  1/2  hours  these  flames  are  almost  entirely  gone;  and  this  fact, 
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along  with  the  greenish-gray  color  of  the  charge,  are  the  principal 
tests  for  judging  whether  the  operation  is  finished.  A  sample  is  now  taken, 
and  if  its  examination  shows  the  completion  of  the  roasting  process, 
the  charge,  which  has  now  been  61/2  or  6  3/4  hours  in  the  furnace,  is 
withdrawn.     Of  the  copper  now. 


75  per  cent,  is  soluble  in  water, 
20  per  cent,  is  soluble  in  hydrochloric  acid, 
5  per  cent  is  soluble  in  nitric  acid. 


In  roasting,  in  order  to  get  the  best  results,  the  charge  is  first  heated 
to  a  temperature  sufficiently  high  to  start  the  chemical  reactions,  and 
then  to  maintain  these  at  the  lowest  possible  temperature  up  to  the 
finish,  and  to  see  that  the  entire  mass  of  ore  is  uniformly  treated. 

It  is  of  great  importance  not  to  leave  the  ore  any  longer  in  the  fur- 
nace than  necessary  after  the  roasting  is  completed.  The  depth  of  the 
ore  is  usually  from  4  to  5  in.,  and  this  depth  of  charge,  while  more  diffi- 
cult to  rabble,  facilitates  the  chloridization,  since  the  gas  rising  in  the  ore 
heated  both  at  top  and  bottom  has  all  the  more  opportunity  of  coming 
in  contact  with  all  parts  of  it. 

At  Oker,  where  gas-fired  furnaces  exactly  like  those  at  Widnes  were 
used,  each  charge  of  5000  lb.  of  ore  with  15  per  cent,  carnallite  is  brought 
to  a  low  red  heat  in  4  hours;  the  firing  is  then  discontinued  and  the 
mass  rabbled,  for  4  or  5  hours  with  a  very  low  fire  or  without  any,  the 
air  valves  being  meanwhile  kept  open  in  order  to  allow  the  air  to  act  on 
the  charge.  The  charge  is  then  withdrawn  and  a  fresh  charge  introduced 
as  soon  as  the  furnace  is  empty.  Five  tons  of  roasted  ore  were  worked 
off  in  24  hours,  with  a  coal  consumption  of  10  to  12  per  cent.  The  com- 
position of  the  roasted  ore  after  chloridizing  roasting  with  20  per  cent, 
carnallite  was  as  follows: 


Soluble  in  Water 


Cu, 

Ag, 

Fe, 

A1,0„ 

Zn, 

Mn, 

Ni, 

CaO, 

MgSO,, 

K,SO, 

NajSO^, 


cent. 

Per  cent. 

3 .  86    calculated  as  CuCl^, 

8.17 

0.005  calculated  as  AgCl, 

0.006 

0 .  60    calculated  as  FeClj, 

1.38 

0.17    calculated  as  AljCSOJ,, 

0.56 

1 .64    calculated  as  ZnCl,, 

3.42 

0.75    calculated  as  MnCla, 

1.71 

0.07    calculated  as  NiCla, 

0.15 

1 .  60    calculated  as  CaCl ,, 

3.17 

20.50 

39.066 
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ri, 


Insoluble  in  Water 
Per  cent. 

2 .  57    calculated  as 
1.17    calculated  as 

34 .  56    calculated  as 

0.44    calculated  as 

0.37    calculated  as 

trace 

0.49    calculated  as 

1.49 

trace 

0.64 


ubie  in  acids, 


4) 


CuO, 

CujS, 

PbSO 

Fe,0„ 

Fe,(SOJ„ 

FeS„ 

A1,0„ 

ZnO, 

CaSO^, 


Per  cent. 
3.18 
0.03 
1.26 
47.91 
1.02 
0.18 
0.44 
0.46 

1.19 


3.69 


60.38 


n  mechanical  furnaces  less  salt  was  used  than  in  hand  roasters — 
aging  7  1/2  per  cent,  as  against  15  per  cent,  in  the  hand  furnaces, 
etimes  only  a  portion  of  the  salt  was  added  at  the  start,  and  the 
tinder  added  afterward.  In  the  muffle  roasters  the  ore  is  first 
^ed  9  hours  with  12  per  cent,  salt  and  another  3  hours  with  8  per 
more  salt.  In  the  combination  furnaces  with  protecting  arch  the 
ht  of  the  ore  was  5800  lb.,  and  the  time  of  roasting  8  hours;  in  the 
lanical  furnaces  5  tons  were  roasted  in  9  hours. 

}ibb  investigated  the  comparative  working  of  the  different  furnaces, 
h  mav  be  summarized  as  follows: 


Gas  furnace 


Muffle   furnace       Mechanical  fur. 


L  ^  '  Cu.  per    «.  ^  I  Cu.  per  '  .  !  Cu.  per 

Per  cent.  1       Percent.  '        Per  cent.  1 

!     cent.     I  cent.  cent. 


c  chloride 4.03  =  !     1.90 

)us  chloride 0.32     :     0.20 

c  oxide,  1.26     j     1.00 

m  chloride 2 .  50      , 

m  sulphate 13 .  18      

able  copper '     0. 15 


4.25  = 
0.35 
0.88 
3.40 
17.40 


3.25 


2.00 
0.21 
0.70 


0.12 


3.06 


6.70 

nil 

0.32 

0.90 

14.03 


3.15 

nil 

0.25 


1 

0 

13 

3. 

53 

'he  principal  object  in  roasting,  of  course,  is  to  get  as  much  copper 
3ssible  soluble  in  water  or  dilute  acids.  In  the  above  comparison 
J  is  a  slightly  better  result  in  favor  of  the  muffle  roaster,  but  not 
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i'iioukIi  to  1:1  vc  a  decided  advantage,  and  the  advantage  is  largely  over- 
l)iihiiu(*(l  hy  the  increased  fuel  consumption  ofthe  mufSe  furnaces. 

At  Oker  the  average  results  of  the  constantly  taken  samples  of  the 
(■lilnri(liz(Ml  ore  showed  75  per  cent,  of  the  copper  was  soluble  in  water 
lis  tlip  cupric  chloride  and  neutral  sulphate;  20  per  cent,  was  soluble  in 
diluU*  hydrocliloric  acid,  as  cuprous  chloride  and  oxychloride,  and  5  per 
ci'iil.  was  insoluble  in  the  treatment  of  the  ore  for  the  copper  but  was 
snlulilr  in  M(|ua  regia. 

Ill  roasting,  the  sulphur  in  the  pyritic  cinders  must  bear  a  certain 
|U(»pnrti(»n  to  the  <'oj)per.  AVith  a  4  per  cent,  copper  ore  the  sulphur 
Mlioiild  not  r\ce<'d  0  ])er  cent.;  an  equal  percentage  of  sulphur  and  copper 
Im  prrlVrahU*.     If  loss  sul])hur  is  present,  raw  pyrites  must  be  added. 

TIm*  trst  for  asciMtaining  the  completion  of  the  roasting  are  made  by 
tiiKinj'.  ti  crrtain  definite  (quantity  of  the  roasted  ore,  leaching  it  with 
wMli-r  nnd  dilute  hydrochloric  acid  just  as  in  the  regular  leaching;  the 
ifnidni*  is  (luMi  hoiled  with  atiua  regia,  supersaturated  with  ammonia, 
Mild  mIIonvimI  to  settle;  the  more  or  less  blue  color  of  the  ammonia-cupric 
null  j'i\  rs  a  sulliciont  indication  of  the  percentage  of  insoluble  copper. 

( 'ntnh  nsnti'nn  of  thv  Furnace  Gases. — In  all  but  the  muffle  furnaces 
llii<  I'.jiM  froin  thr  n»asting  ore  is  mixed  with  gas  from  the  fire-boxes. 
I'lvrn  ill  (lie  ninlllc  furnac(»s  the  gases  from  the  ore  are  mixed  with  air 
to  fiui'li  Mil  i*\t(Mit.  that  a  condensation  of  strong  acid  is  not  possible. 
rill*  mill  ir«Hn  the  inullli*  furnaces  is  only  slightly  more  concentrated 
iliiiii  Ihhm  ihr  rrvcrlMM'atories;  hut  this  is  not  a  serious  matter  as  the 
.11  II  1.1  II ir  !ii\NM>.s  iisnl  in  a  very  dilute  solution  for  leaching.  The  furnace 
^•11  .«■  1  « iHiiain  principally,  hesides  oxyg(Mi  and  nitrogen,  sulphur  dioxide, 
Miiiplnii  iMDxiilr.  liydrochlorir  acid,  chlorine,  and  very  small  quantities 
III  inriiiMii-  chlorides.  Henderson  ])ropos(Ml  volatilizing  the  copper 
I  hi  III  l\  ;i;.  ciiiMic  chhuide  aiul  condense^  tlie  latter  in  towers*  but  this  has 
iiiiiiiil  mil  ipiile  impraclicahh^  The  quantity  of  copper  volatilized  in 
iIm  uidinaiN  pioir.ss  of  roasting  is  not  large,  about  1/4  per  cent,  of  the 
»\  liiilr,  Mihl  I  In;,  i:.  cniideiised  with  the  acid  in  tlie  tower  acid  for  leaching 
1  III   III  I 

I  III  I  mmiIi'ii.mI  Inn  of  the  <:ases  from  tiie  roasters  takes  place  in 
h.v^i  I  .  III. nil-  Ml  liiickwnrk  sel  in  tar  and  sand  (or,  better,  of  stone  fla«rs), 
ml  I  III  1. 1. 1  Willi  cuke,  11  r«'  hricks.  and  the  like.  Large  stoneware  pipes 
,,,  ..nil  I  mil  .  iihpInN  I'll.  Coke  can  Ix*  used  for  the  filling  material  with 
ii,.  iiuiiil.  II. .i:. III-.,  lull  the  other  furnaces  reciuire  brick,  or  similar 
.,,  II.  1 1  il  I  IK  I  II  Ml  .1  li:i\e  lar^rer  condensers,  as  these  towers  have  to  serve 
...    ,  I  .,    .1  \  .ihiiiu-  mI  v\\>.     The  size  of  tlu^  towers  vari(»s  with  the  plant; 

.  .    I       1. 1      I  iMWi'i  mI  s  |"i.  s(|uar<'  and  10  to  oO  ft.  hi^h  is  sufficient. 

I  .  .....  I      1 1  I  hi-  liMiiinn,  nie<'ts  ii  spray  of  wat(*r  coming  from  the 

..'.    '.  u  I  lit     ihe  acitl  i»ut  of  it.  and  again  leaves  the  tower  at  the 
.. '.  I.I.I  ikcn  iU»\\  nward  into  a  flu(»  heading  to  the  chimney. 
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The  total  condensed  liquid,  which  is  a  mixture  of  sulphuric  and 
hydrochloric  acids,  is  used  in  the  succeeding  operation  of  leaching,  and 
frequently  is  not  even  sufficient  for  dissolving  all  the  copper  oxide  and 
cuprous  chloride.  The  sulphur  dioxide  in  the  liquid  is  oxidized  to  sul- 
phuric acid  by  the  action  of  the  chlorine. 

Leaching  of  the  Roasted  Ore. — The  roasted  ore  is  carried  in  bogies  on 
tramways  to  the  leaching  tanks.  The  material  used  in  the  construction 
of  these  tanks  is  wood.  It  is  most  difficult  to  prevent  leakage  in  large 
wooden  tanks  when  using  a  hot  chloride  solution;  on  this  account  the 
entire  floor  of  the  leaching  shed  is  covered  with  a  thick  layer  of  asphalt 
and  slopes  to  one  side,  so  that  all  liquors  can  be  recovered  in  a  catch-well. 

The  leaching  tanks  are  square,  about  11  Xll  ft.  wide,  and  4  to  5  ft. 
deep,  made  of  well  seasoned  and  planed  3-in.  planks,  secured  by  corner 
pieces,  screw-bolts',  etc.  The  joints  are  tightened  by  putting  a  little 
redlead  between  the  planks  before  putting  them  together;  the  bottom 
joints  are  best  caulked  w4th  tarred  spun  yarn,  and  the  whole  tank  painted 
with  hot  coal  tar.  At  Oker  lead-lined  tanks  were  used,  but  they  were 
very  expensive  and  needed  frequent  repairing.  On  the  bottom  of  the 
tank  are  placed  slats,  laid  on  end;  and  upon  these  perforated  tiles  or 
boards;  upon  this  false  bottom  a  layer  of  sifted  furnace  cinders  is  spread 
out,  and  on  top  of  this  a  layer  of  sand,  coke,  or  straw  from  3  to  6  in.  deep. 

The  ore  is  charged  upon  the  bed  so  prepared  and  is  then  ready  for 
leaching.  The  leach  liquors  are  conveyed  in  earthenware  and  india- 
rubber  tubes  of  3  to  4  in.  in  diameter,  which  are  provided  with  iron 
pinch-clamps.  In  order  to  force  the  liquors  from  one  tank  to  the  other, 
or  from  the  catch-well  into  the  tanks,  simple  stoneware  injectors  are 
provided.     Each  tank  has  a  steam  pipe  for  heating. 

In  each  tank  there  is  put  10  tons  of  roasted  ore,  quite  hot,  from 
the  furnace,  ftnd  is  covered  with  a  weak  liquor  from  a  previous  operation, 
which  gets  heated  by  the  heat  of  the  mass  itself.  After  one  or  two 
hours  the  now  concentrated  liquor  is  run  off  by  a  plug-hole  below  the 
false  bottom,  and  is  delivered  to  the  precipitating  tanks.  The  plug  is 
put  in  again,  and  the  ore  leached  with  hot  water;  thus  weaker  liquors 
are  produced  which  are  forced  to  another  tank,  as  described.  Generally 
three  waters  are  put  on,  and  thus  most  of  the  purest  copper  and  95  per 
cent,  of  all  the  silver  contained  in  the  pyrites  are  obtained.  After  the 
treatment  with  the  water  the  dilute  ac^id  solution  from  the  tower  is 
applied,  sometini(»s  as  many  as  six  aj)pli('ations  before  all  the  copper  is 
satisfactorily  extracted.  ^ 

The  liquors  obtained  by  use  of  acid  solutions  contain  many  impuri- 
ties, especially  arsenic,  bismuth,  antimony,  and  lead — according  to  Gibb, 
for  each  100  parts  of  copper,  5.4  arsenic  and  0.3  bismuth;  these  liquors 
are  usually  treated  separately  in  most  works  because  they  yield  impure 
copper. 
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ishes  a  copper  liquor  of  1.355  specific  gravity  and  of  the  following  com- 
position: 

Cu,  3.71  CoO-NiO,  9.04 

Pb,  0.01  CaO,  trace 

Ag,  0.005  MgO,  0.27 

Bi,  trace  Alkalis,  10.60 

FeA  |,2g  CI,  12.56 

ZnO,  4.97  SO,  8.95 

MnO,  0.58  As-Sb,  0.32 

Total  solids,  42 .  305  per  cent. 

After  the  first  leaching  is  over,  the  dilute  condenser  acid,  first  brought 
to  boiling,  is  run  into  tanks  and  allowed  to  act  for  24  hours;  then  it  is 
drawn  off,  and  a  third  leaching  effected  by  sulphuric  acid.  For  5  tons 
of  ore  250  lb.  of  chamber-acid  of  106°  Tw.,  diluted  to  12°  Tw.  and  heated 
to  boiling,  is  employed  and  allowed  to  remain  in  contact  with  the  ore 
for  two  days,  or  until  the  liquor  acquires  a  neutral  reaction. 

The  first  copper  liquors  contain  most  of  the  silver,  and  are  therefore 
kept  apart  from  the  later  liquors,  which  do  not  contain  as  much  silver. 

The  cupric  chloride  is,  of  course,  easily  dissolved  in  the  final  liquor; 
the  cuprous  chloride  in  the  presence  of  alkaline  chlorides  is  also  dissolved 
at  a  higher  temperature  without  difficulty;  lastly  cupric  oxide  is  to  be 
converted  into  cupric  and  cuprous  chlorides  by  the  ferrous  chloride  of 
the  final  liquors  from  previous  applications: 

2FeCl2  +  3CuO=Fej03  +  CuCl2  +  Cu2Cl2 

but  this  could  only  be  done  by  an  intimate  mechanical  mixture  of  the 
liquor  with  the  ore;  and  it  is  therefore  preferred  to  dissolve  merely  75  to 
80  per  cent,  of  the  copper  by  means  of  the  final  liquor,  and  the  remainder 
by  further  leaching  with  dilute  acids. 

Precipitation  of  the  Copper, — The  precipitation  of  the  copper  is  some- 
times preceded  by  a  special  treatment  for  obtaining  the  silver,  separately 
from  the  copper. 

The  precipitation  of  the  copper  is  universally  done  by  means  of 
metallic  iron.  Gibb  proposed  precipitating  the  copper  with  hydrogen 
sulphide,  but  this  method  was  later  given  up  at  the  Bede  Metal  Works 
where  it  was  tried  on  a  large  scale. 

For  precipitation  with  iron,  the  iron  used  was  either,  wrought  scrap, 
or  sponge  iron  reduced  from  the  residues.  Light  scrap  is  better  than 
heavy  scrap,  but  the  copper  precipitated,  owing  to  more  impurities, 
gives  a  lower  gi-ade  cement  copper.  The  precipitation  takes  place  in 
wooden  tanks  like  those  used  in  leaching  the  ore,  and  are  furnished  with 
a  steam  pipe  for  heating  the  copper  liquor.  The  tanks  are  filled  with 
scrap  iron;  copper  liquor  is  run  upon  it  and  the  steam  turned  on.  The 
heating  is  continued  till  a  bright  strip  of  iron,  held  in  the  liquid,  no 
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longer  indicates  the  presence  of  copper  in  solution.  At  Oker,  according 
to  the  degree  of  concentration  of  the  liquors,  the  boiling  takes  place 
two  or  three  times  before  all  the  copper  is  thrown  down;  the  process 
lasts  from  one  to  three  days,  and  requires  as  much  iron  as  the  weight  ol 
copper  produced,  which  proves  that  a  large  part  of  the  copper  must 
have  been  in  solution  as  cuprous  chloride.  Once  a  month  the  precipi- 
tated copper  is  removed  from  the  tanks  and  washed.  If  sponge  iron 
is  used  for  precipitation  of  the  copper,  continuous  stirring  is  required, 
for  which  at  some  works  mechanical  agitators  are  used,  at  others  manual 
labor.  At  the  Bede  Metal  Works  an  india-rubber  hose,  through  which 
a  blast  of  air  passes,  is  moved  about  in  the  tank.  Perfect  mixture  is 
thus  obtained,  and  the  precipitated  copper  contains  only  1  per  cent, 
metallic  iron. 

The  composition  of  the  copper  precipitated  by  the  various  methods 
is  shown  by  the  following  analyses  by  Gibb: 


Copper 

Arsenic 

Silver 

Lead 

Ferric  oxide 

Carbon 

Silica 


Precipitated  by 

Sponge  iron 

Heavy  scrap 

Light  scrap 

Per  cent. 

Per  cent. 

Per  cent. 

67.50 

72.50 

67.50 

0.137 

0.306 

0.100 

0.011 

0.046 

0.066 

1.30 

2.60 

1.74 

5.15 

4.41 

7.56 

5  10 

3.20 

At  Oker  the  composition  of  the  copper  precipitated  by  scrap  iron 
iind  dried  at  100°  C,  was: 


Cu, 

Pb, 

Ac. 
Hi, 

As, 
S!>, 
Ke,()3, 

Al.Oa, 
Zn, 

Mn, 

Co-Ni, 

( 'a( ), 

MK()-.\lkiiIi-s. 

S( ) ,. 

CI 

Insoluble  in  acids, 

Oxygen-moisture  (by  loss), 


77.45 
0.63 
0.10 
0.006 
0.04 
0.15 
6.72 
0.99 
1.02 
0.02 

o.a'^ 

0.10 
2.71 
4.58 
1.19 
0.61 
3.<N^ 
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The  copper  precipitate  from  pyritic  cinders  made  at  the  WitkowitK 
worka,  dried  at  100^  C,  was  composed  as  follows: 


-69,45  per  cent.  Cu 


Cu,  H.301 

Cu,0,  65,31  J 
Ag,  0.521 

Au,  trace 
Bi,0  0.19 

Fc,0 ,  3.86 

ZnO,  0.45 

As,0,  1.18 

P,0»,  0.20 

CuCl ,  0.32 

FeC3,  0. 16 

CoCl,  0.29 

Nia ,  0.07 

AsCl,,  1.32 

PbSO,  2.19 

Na,SO,  3.39 

CaSO.,  5.32 

HgSO.  0.59 

H,0,  2.89 


The  cement  copper  from  the  leaching  works  may  be  smelted  to 
blister  copper,  or  sent  to  the  smelting  works.  The  copper  precipitated 
from  aqueous  solutions,  if  kept  separate  from  that  from  the  acid  solu- 
tions, can  be  smelted  direct  to  blister  copper  by  adding  to  it  lime  and 
slags;  the  copper  from  the  acid  solutions  is  frequently  so  impure  that  it 
has  to  be  mixed  with  raw  ore,  and  smelted  for  "coarse  metal"  wliich 
yields  blister  copper  only  after  second  treatment.  At  some  works  both 
precipitates  are  melted  together,  being  charged  into  the  furnace  while 
moist.  The  slag  produced  from  this  operation,  containing  from  3  to  10 
per  cent,  copper,  are  charged  into  blast  furnaces. 

The  furnace  for  smelting  the  copper  precipitate  used  at  English  wet- 
extraction  works  are  reverberatory  furnaces  of  the  well-known  Swansea 
type.  After  smelting,  the  slag  is  skimmed  off,  and  the  copper  tapped  as 
blister  copper.  When  sponge  iron  has  been  used,  the  excess  of  carbon 
prevents  the  copper  from  being  melted  directly  into  blister  copper; 
.  therefore  about  one-half  of  the  precipitate  roasted  in  large  furnaces 
similar  to  those  used  in  roasting  the  ore.  Here  the  carbon  is  burned 
off  and  the  copper  partly  oxidized;  the  roasted  precipitate  is  mixed  with 
fiiw  iiri.Tipit!iti:  and  niiioltcd  fur  hlist<'r  i'ijj)[ict.  TIr'  IiHsHt  copper  is 
ri-fiiicil  by  roa.sttiig  to  uxidizu  tin;  iron,  suli.iliiir,  etc.,  followcil  by  reducing 
with  charcoal  (he  oxide  of  copper  produced  in  the  rnastinf;,  imd  poling 
ai,'cording  to  thit  method  Q^aul^^^uyi^)Ki{(loycd  !\v  the  copper 
Htaelter.    The  copper  pd^^^^^^^|p^^|kC|lt>(l  tough. 
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Precipitntion  of  the  Silver. — Most  cupriferous  pjTites  contain  some 
silver,  and  small  ciuantitios  of  gold.  The  cupriferous  pjTites  cinde^ 
from  Spain,  according  to  Phillips,  contain  on  an  average  of  0.0027  pw 
cent,  silver,  and  0.0001  ])er  cent.  gold.  On  roasting  with  salt,  most  of 
the  silver  and  much  of  the  gold  is  converted  into  the  chlorides.  Owing 
to  the  solubility  of  silver  chloride  in  a  solution  of  other  chlorides,  and 
the  solul)ility  of  gold  chloride  in  water,  the  silver  and  gold  chlorides  are 
extracted  with  the  cop])er  by  the  leaching  solvent.  At  the  present 
time,  when  copper  is  refined  elect rolytically  at  a  small  cost,  no  attempt 
is  usually  niadi*  to  recover  the  gold  and  silver  separate  from  the  copper. 
In  earlier  years,  however,  this  sei)aration  was  desired,  and  various 
schemes  were  i^roposed  for  their  separate  recovery. 

Claudil  Prnnss.  -  Of  the  methods  proi)osed  for  the  separate  recovery 
of  the  silver  and  gold,  that  devised  by  Claudit  was  quite  generally 
employe*  1. 

This  ])rocess  consists  in  jn'ecipitating  with  a  soluble  iodide  the  silver 
from  the  li([uors  in  the  state  of  Agl,  silver  iodide,  which  is  quite  insol- 
uble in  chloride  solutions.  Only  the  first  licjuors,  rich  in  silver,  are  sub- 
jected to  the  daudir  ])rocess  for  the  precipitation  of  the  silver.  The 
other  solutions  are  returned  to  the  ore,  or  thev  are  too  dilute  in  silver 
to  make  its  recovery  j)rofitable.  The  li([U(>rs,  from  the  leaching  tanks, 
and  before  preci])itating  the  coj)])er.  are  run  into  settling  tanks,  where 
they  are  completely  settled  and  their  silver  contents  accurately  estimated 
by  adding  to  a  certain  volume  of  muriatic  acid  and  a  solution  of  lead  ace- 
tate, and  afterward  potassium  iodide.  The  precipitate  is  collected  on 
a  iilter,  washed,  dried  and  fused  with  a  flux  of  soda,  borax  and  finely 
])ulverized  car])on.  The  lead  regulus  is  cu])elled,  and  from  the  weight 
of  the  silver  tlius  obtained,  that  contained  in  the  liquors  in  the  settling 
tanks  is  c(mi]>uted.  To  the  li([uor  in  the  settling  tanks  is  then  added  a 
solution  of  ])otassiuiM,  sodium,  or  zinc  iodide  of  known  strength,  so  that 
the  (juaniity  is  just  sulHcient  to  precipitate  all  the  silver;  the  iodide 
solution  is  diluted  to  such  an  (»xtent  that  it  amounts  to  one-tenth  the 
volume  of  the  litjuid. 

Tiic  H'Mctions  foi-  the  ])re('ij)itation  of  the  silver  with  sodium  and  zinc 
iodides  :ii(^: 

AgCl  rXal-NaClf  Agl. 
L>  Ag(  '1  f-  Zril ,  -  Zn(^r,  + 12  Agl. 

Tiie  ])i(M'ipir:it('«l  indidc  of  silver  is  allowed  to  settle  for  about  48 
Jmurs,  aiul  tcstcMJ  in  ilic  laboratory  to  see  if  the  ])reci}>itation  has  been 
coniplcte.  Tli<*  li(junrs  are  then  run  into  the  co])per  ])recipitating 
tanks,  wheit'  \\wy  are  treat e< I  in  the  usual  way  for  the  ])recipltation  of 
tin'  copjHM*. 
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The  quantity  of  iodide  employed  for  the  precipitation  is  much 
larger  than  that  corresponding  to  the  silver  present,  since  a  portion 
of  the  lead  is  also  thrown  down  as  PbClj.  The  silver  is  probably 
precipitated  before  the  lead,  but  a  fractional  precipitation  is  not 
possible,  so  that  necessarily  a  corresponding  excess  of  the  precipitant  is 
required. 

The  precipitate,  consisting  principally  of  Agl,  Pblj  and  PbSO^Cwhich 
is  deposited  on  cooling  the  liquor),  is  well  washed  with  water;  and  after 
a  sufficient  quantity  of  it  has  been  collected,  it  is  treated  with  metallic 
zinc  and  hydrochloric  acid  or  with  sodium  sulphide; 

2AgI  +  Zn  =  Znl2  +  2Ag.  or 
2AgI  +  Na^S  =  2NaI  +  Ag^S. 

Thus  the  Agl  and  Pbl^  are  decomposed  completely,  the  PbSO^  partly, 
and  liquor  containing  zinc  or  sodium  iodide  is  obtained,  which  is  employed 
again  and  the  cycle  continued  indefinitely. 

After  two  or  three  days  the  precipitated  liquor  is  drawn  off,  and 
run  into  copper  precipitating  tanks  where  the  copper  is  precipitated,  in 
the  usual  way.  The  liquors  may  still  contain  2  to  3  milligrm.  of 
silver  per  liter.  The  tanks  are  furnished  with  two  outlets,  one  at  the 
bottom  and  the  other  about  8  inches  higher.  The  desilverized  solution 
is  drawn  off  the  upper  hole  while  the  precipitate  remains  undisturbed 
on  the  bottom.  New  liquor  from  the  leaching  vats  is  then  let  in  and 
the  procedure  repeated  until  there  is  a  sufficient  silver  slime  in  the  bot- 
tom that  it  has  to  be  recovered.  This  is  usually  done  every  month  or 
two,  depending  on  the  percentage  of  silver  in  the  ore. 

The  precipitate  obtained,  treated  with  zinc  and  hydrochloric  acid, 
re'ady  for  melting,  contains  from  3  to  10  per  cent,  silver  and  usually 
some  gold.     An  anlaysis  shows  the  following  composition: 

Ag,  5.95 

Au,  0.06 

Pb,  62 .  28 

Cu,  0 .  60 

ZnO,  15.46 

Fe,0,  1 .  50 

CaO,  1 .  10 

SO3,  7.68 

Insoluble,  1 .  75 

Oxygen  and  loss,  8.82 


About  two-thirds  of  the  silvi 
roasted  ^*^  '•  teeovered,  witi 
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normal  conditions,  from  10  to  15  per  cent,  of  the  iodide  is  lost  in  pre- 
cipitating the  silver. 

Dispoiiition  of  the  Residues, — The  residues,  from  the  leaching,  make 
a  valuable  ore  of  iron,  and  is  known  as  "purple  ore"  or  "blue  billy." 
In  this  way  the  additional  profit  may  be  realized.  The  following  is 
the  composition  of  two  average  samples: 

Ferric  oxide, 
CopJ)er, 
Sulphur, 
Phosphoroas, 
Lead  sulphate, 
Calcium  sulphate, 
Sodium  sulphate, 
Sodium  chloride, 
Insoluble, 


90.61 

95.10 

0.15 

0.18 

0.08 

0.07 

1.46 

1.29 

0.37 

0.29 

0.27 

0.28 

6.30 

2  13 

99.62 

99.55 

63.42 

66.57 

Metahc  iron 

This  shows  an  excellent  quality  of  iron  ore,  entirely  free  from  phas- 
phorus,  and  containing  but  little  sulphur.  Its  slight  percentage  of 
copper  does  no  harm.  The  lead  contained  in  the  pyrites  remains  behind 
in  the  residue  in  the  shape  of  sulphate,  and  injures  its  quality  as  an  iron 
ore.  Schaffner  proposed  drenching  the  residues  wdth  a  solution  of  cal- 
cium chloride,  heated  to  about  40°  C,  and  acidulated  with  hydrochloric 
acid.  By  mutual  decomposition,  gypsum  and  lead  chloride  are  at  once 
formed,  which  remains  dissolved  in  the  acid  liquor.  This  is  run  off  and 
brought  in  contact  with  metallic  iron,  which  precipitates  the  lead  in  the 
metallic  state.  After  washing,  the  purple  ore  is  quite  free  from  lead  sul 
l)hate.  At  the  same  time  the  CaCl,  dissolves  the  last  traces  of  copper 
and  silver  present  as  CUoCl.^  and  AgCl;  these  are  precipitated  along  with 
the  lead.  It  should  be  noted  that  hydrogen  sulphide  fails  to  indicate 
the  lead  in  a  solution  of  calcium  chloride  acidulated  with  hydrochloric 
acid. 

TJie  only  drawback  to  the  use  of  pyritic  residues  in  smelting  for  iron 
is  their  fineness,  which  militates  against  their  desirability.  Unsuccessful 
attempts  for  a  long  time  were  made  to  agglomerate  this  ore  but  without 
success.  At  present,  however,  this  is  cheaply  done  by  sintering,  or  by 
])artially  fusing  it.  It  can  cheaply  be  sintered  by  mixing  with  it  from 
7  to  10  percent,  coal  or  coke  dust,  the  mixture  moistened  to  the  proper 
consistency.  ])lacing  it  on  a  permeable  hearth  suchasl)roken  limestone, and 
then  applying  suction  (down  draft)  so  that  the  intense  ignition  of  the 
coal  dust  fuses  the  ore  and  agglomerates  it  into  a  strong  porous  mass. 
and  i)uts  it  in  ideal  condition  for  smelting.^ 

Uohn  K.  (.Jreenawalt,  U.  S.  Patent,  839,064,  Dec.  18,  190G. 
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'Experimrnts  made  in  Deiivt-r  iiy  tluR  metli(nt  giivc  excellent  reuiilta 
both  as  to  tost  of  ginleiing  and  product  obtained.  These  expeiiments 
have  since  been  duplicated  in  large  installations  in  working  plants. 

In  some  works  the  residues  are  briquelted,  and  the  briquetts,  after 
being  dried,  are  subjected  to  &  high  temperaturp,  so  that  by  partial  fusion, 
thoy  become  coherent.  In  still  other  works  the  residue  is  sintered  and 
noduliied  by  pa.ssing  the  purple  ore  through  a  rotary  cylinder  similar 
to  those  used  in  revolving  roasters,  in  which  the  ore  is  heated  to  a  high 
temperature  by  means  of  powdered  coal  blown  in  at  the  discharge  end. 
This  product  varies  iu  size  from  that  of  rice  to  that  of  walnuts,  and  forms 
hard  balls  more  or  less  thoroughly  sintered.  By  the  Gi'bndal  method 
the  cinder  is  formed  into  briquetts  of  uniform  size  by  an  automatic 
plunger  press.  The  briquetts  are  loaded  on  flat  cars,  which  are  then 
slowly  pushed  through  a  channel  furnace  150  to  200  ft.  long,  where  they 
are  gradually  heated  until  they  arrive  at  b  zone  of  the  furnace  where  the 
temperature  reaches  2400°  F.  The  finished  protluct  is  hard  and  strong, 
but  porous,  so  that  it  is  well  suited  to  blast  furnace  work  and  open  hearth 
practice. 

The  cost  for  noduliziiig  or  briquetting  will  vary  from  $0,75  to  $1.25 
per  ton.     Coats  for  sintering  have  not  yet  )>eeu  established. 

Longmaid -Henderson  Process  at  the  Helsingborg  Copper  Works, 
Sweden.— In  preparing  the  tanks  for  the  ore,  standard  bricks  are  placed 
on  edge  on  the  bottom.  On  these  special  perforated  brick,  12  in.  square, 
arc  laid  as  a  false  bottom  for  a  filter  composed  of  straw  or  screened  lump 
cinder,  iron  ore  or  something  similar,  on  top  of  which  the  ore  is  charged 
and  leveled.  The  tanks  are  built  elliptical  in  shape,  one  diameter  of 
which  is  10  ft.  and  the  other  6  ft.  The  inside  depth  is  4  ft.  and  the 
thickness  of  stave  5  in. 

After  leveling  the  charge,  acid  liquors  of  5  to  8°  B.  strength,  ob- 
tained in  previous  leaching,  are  let  into  the  tankR.  The  ore  is  still 
warm  from  the  roasting.  The  first  liquor  issuing  from  the  vats  is  very 
slrong^ — 40°  B.  It  contains  about  .5  per  cent,  copper  and  nearly  all  the 
ailver.     It  is  transferred  immediately  to  the  silver   precipitation   de- 

Pienl. 
hcQ  the  strength  of  the  litiuor  as  it  is  drawn  from  the  vats  has 
down  to  22*  B.,  it  is  taken  to  the  copper  precipitatoi-s.  This  con- 
niiae«  until  the  strength  of  the  outgoing  licjuor  has  gone  down  to  10°  B. 
The  incoming  liquor  is  shut  off  and  in  its  place  acid  from  the  towers  is 
let  into  the  tank.  The  acid  i«  allowed  to  remain  in  the  tanks  two  hours, 
iip  end  of  whirh  time  the  liquor  is  exehangetl  for  fresli  acid,  which  in 
remain.i  two  hours.  The  bqiwr  so  obtained  is  used  in  the  first 
III  for  freshlv  « 

f,  firsl  with  wash  water 
To  test  whether 
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all  the  copper  is  extracted,  a  well-polished  iron  plate  is  immersed  in  the 
off  coming  solution;  if  there  is  no  coloring  of  copper,  the  leaching  is 
finished. 

The  wash  water  ought  to  liave  a  temperature  of  about  50°  C.  The 
time  of  leaching  is  usually  about  40  hours  for  a  10-ton  charge. 

Of  the  copper  in  tlie  roasted  ore  about  80  per  cent,  is  soluble  in  warm 
watcT, 

10  per  cent,  soluble  in  weak  hydrochloric  acid, 
4  per  cent,  insoluble,  and  remains  in  the  purple  ore. 
The  purple  ore  is  briquetted  and  sintered  and  then  smelted  for  iron. 
The  (jrude  ))urple  oie  contains  60.G  per  cent,  iron  and  0.17  percent, 
sulphur;  the  fused  briquetts  contain  60.6  per  cent,  iron  and  0.023  per  cent. 
sul))hur. 

Longmaid -Henderson  Process  as  Carried  out  at  the  Works  of  the 
Pennsylvania  Salt  Manuf  acttiring  Co.,  Natrona,  Pa. — A  description  of  a 
large  modern  ])lant,  treating  approximately  200  tons  of  pyritic  cinders  a 
day  by  the  Longmaid-Henderson  process  is  given  by  Joel  G.  Clemer.' 
The  method  of  ()))erati()n  is  as  follows: 

'J'he  ])yrilic  cimh^rs  are  ground  dry  in  Chillean  mills,  to  about  20  mesh, 
and  iiu'xed  during  tlie  oi)eration  with  10  per  cent,  salt,  testing  high  in 
Xa('l.  .The  mixt  ure  is  then  lifted  by  bucket  elevators  to  overhead  hoppers 
from  which  it  is  drawn  into  tram  cars,  weighed,  and  dumped  into  the 
furnace  h()pi)ers,  or  pipes  set  into  the  floor  over  the  furnaces.  Should 
the  unbunit  sulphur  in  the  cinders  not  be  equal  to  the  copper,  suflScient 
unroiistcMl  ore  is  added  in  the  mill  to  bring  it  up  to  1.5  times  the  copper 
c(mtent. 

Tluui  0()00  lb.  of  mixture  is  taken  as  a  furnace  charge,  and  is  heated 
to  a  very  dull-red  heat,  say  800*^  F.,  and  well  stirred.  When  property 
worked  such  a  change  will  be  finished  in  about  8  hours  making  three 
charges  (»verv  24  liours  per  furnace.  The  charge,  when  finished,  is  drawn 
from  the  furnace  to  the  floor  to  cool,  and  then  transported  in  tram  cars  to 
the  leaching  vats. 

Muflle  furnaces  have  almost  entirely  superseded  the  old  reverberator)* 
furnaces  for  chloridizing  roasting.  Contrasting  the  action  of  the  two 
types  of  furnaces,  the  muffle  possesses  th(»  advantage  of  requiring  but  one- 
half  the  condensing  ('a])acity,  as  only  the  gases  resulting  from  the  chlo- 
ridizalion  i)ass  through  tiie  towers  wliile  in  the  reverberatory  the  gases 
of  ('()nil)Ustion  as  well  must  ]):iss  througJi.  A]>art  from  this  decided 
advantage  of  the  niuttle  furnace,  better  results  are  obtained,  as  both  the 
gases  from  the  reaction  and  those  from  the  combustion  are  under 
srparnte  control. 

Tlir  const iiict ion  of  tlie  nn)dern  muffle  furnace*  is  well  illustrated  in 
delail  in  I'ig.  P.K     The  arcli  at  the  fin»-l)ox  is  made  double  to  ])  re  vent  the 
'Mill.  Iiiihjsirv,  \oN.  N'lllnnd  I\. 
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cinders  frum  bocutning  ovcrhoHted  at  thut  end,  and  the  fire  flue  is  placed 
beneath  the  furnace  rather  than  at  the  end  of  the  passageway,  which 
is  L'onstantly  travonsed  by  the  workmen.  A  bridge  wall  is  constructed 
beneath  the  bed  of  the  hearth  of  the  muffle  and  guides  the  heat  directly 
beneath  it  to  the  entrance  of  the  underp;round  flue  at  the  fire-box  end 
where  the  fire  flue  damper  for  controling  the  draft  is  located.  The 
furnace  lias  doors  on  both  siiles  of  the  fire  and  inufHe.  The  furnace 
sliown  in  the  illustration  was  designed  for  the  treatment  of  cinders  con- 
taining less  than  2  per  cent,  copper,  with  a  normal  amount  of  sulphur, 
the  charge  t)eing  of  usual  weight.  The  hoppers  liold  sufficient  mate- 
rial for  an  entire  charge. 

In  the  construction  of  the  tanks  every  supporting  timber,  plank, 
and  pill  should  be  painted  {m  all  sides  with  hot  soft  tar  before  being  put 


Fl<;.  .'ilK      l)>;l;iils  c.f  1;l!ik 


TlugTap 
s  pyrilcs  ciadors. 


in  pliice.  ']'his  U  uhsurbcd  by  ihe  wood  and  pnitecln  it  against  the 
destnictive  iii-tioii  iii  llic  :u-id  liquors.  Tlie  tanks  should  be  constructed 
of  ;!-iii.  plank,  with  iiii  inside  shell  of  the  same  thickness,  and  a  space  of 
;{  in.  lictwc'CTi  llie  plank  iind  the  slicll.  .\ll  shmild  be  jiiit  losether  with 
wooden  pills  ;md  bound  toi;et her  as  shown  in  the  acc()nip:iityin{t  drawing, 
Kij;.  .■)().  The  space  b<-twccn  the  tanks  and  shells  should  be  filled  with  a. 
niiMuH!  of  hiiril  trir  and  sanii.  The  bottom  should  be  covered  tothe 
depih  of  A  id.  willi  the  mixture  fused  to  that  between  the  shell  and  tank. 
This  l»)tiom  covcrinft  .•ihoiihl  be  protected  against  wear  of  shovels  by 
a  layer  of  i-heinicul  lirick  laid  in  cement. 
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The  holes  for  drawing  off  thr  liquor  are  liored  through  wooden 
blocks  6X6  in.  sqiiaro  set  inside  of  the  tank  near  the  bottom,  and  pro- 
vided with  wooden  spigots  or  plugs,  extending  to  the  weak  and  strong 
liquor  launders.  Ail  the  launders  are  made  preferably  of  very  sappy 
yellow  pine.  duR  out,  with  the  ends  or  joints  halved  together  and  caulked 
with  oakum  and  red  lead. 

The  proper  dimensions  for  the  leaehing,  settling,  and  precipitating 
tanks  are,  12xll-'x4  ft.;  12X12x6  ft.,  and  12X12X6  ft.,  respectively. 

In  preparing  the  mixture  of  hard  tar  and  sand,  composed  of  about 
equal  parts,  care  must  be  exercised  not  only  to  produce  a  homogeneous 
mass,  but  also  that  all  the  moisture  and  air  be  expelled.  The  usua 
method  of  procedure  is  to  heat  the  hard  tar  in  a  large  kettle,  and  stir  it 
until  the  moistiu-e  and  air  have  been  expelled,  then  adding  the  sand  hot 
and  stirring  the  mixture  until  the  desired  result  is  obtained.  The  sand 
must  of  course  be  fir-st  screened,  and  have  all  combustible  matter  burned 
out  of  it  before  mixing  with  the  tar. 

The  bottom  of  the  leaching  tanks  ai-e  provided  with  hard-burned  red 
i»riek  laid  flat  siile  by  side,  and  covered  with  old  hay  or  small  pieces  of 

KfusB  coke.  This  makes  a  quite  durable  filter. 
The  roasted  mixture,  charged  into  the  tanks,  is  first  leached  with  weak 
luor  from  a  previous  operation,  and  then  with  water  and  dilute  hydro- 
chloric acid  from  the  condensing  towers  connected  with  the  furnaces. 
After  leaching  is  completed  the  residue  (purple  ore  or  blue  billy)  is 
shoveled  directly  into  gondola  cars  for  shipment  to  the  iron  smelters. 

All  the  copper  liquors  are  run  into  settling  and  storage  tanks;  the 
weak  liquor  being  pumped  or  blown  back  with  steam  injectors,  to  the 
leaching  tanks  when  required.  Any  liquors  of  18°  B.  and  upward  are 
left  ill  the  settling  tanks  until  ail  the  lead  sulphate,  etc.,  has  settled  out. 
The  lead  sulphate  usually  contains  some  gold;  indeed  an  average  of 
$100  per  month  is  not  an  unusual  recovery  in  a  plant  of  the  capacity 
described,  and  it  is  therefore  essential  for  the  recovery  of  this  as  well  as 
for  other  reasons  that  everything  that  will  settle  out  of  the  liquor,  be 
given  (ime  to  settle  iu  three  tanks.  A  part  of  those  tanks  may  also  be 
used  for  precipitating  the  silver  with  the  iodide,  in  Claudit's  process,  but 
since  in  practice  this  process  leaves  an  average  of  5  oz.  silver  in  a  ton  of 
precipitated  copper,  and  since  electrolytic  copper  works,  as  well  as  blue 
vitriol  works,  handling  or  using  silver-  and  gold-bearing  ci>pper.  will 
pay  for  at  least  'Jo  per  cent,  of  the  silver  content  and  full  imirket  value 
of  the  copper  and  gold  contents  of  the  cement  copper,  this  part  nf  the 
copprr  extraction  does  not  pay,  especially  since  lln   , .  jn  nt 

pni-ipitating  the  silver  by  the  iodide  method  in  o  pl;i  "''l 

!c^s  Ihnn  512,(1(10, 

■  i  sulphate,  etc.  hae  aettled  out  of  ""'  ^i-^- 
I  lie  copper  tanks  and  the  m 
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tents  lire  precipitated  by  means  of  clean  thin  scrap  iron  from  the  rolling 
mills.  These  tanks  should  have  wooden  slats  so  placed  as  to  fonn  an 
open  false  bottom  about  two  feet  above  the  real  bottom,  for  the  support 
of  the  scrap  iron.  Live  steam  is  let  into  the  liquor  during  the  process 
of  precipitation.  The  steam  serves  to  accelerate  the  process,  and  also 
keeps  the  liquor  in  motion,  and  washes  off  the  copper  from  the  iron  as 
fast  as  it  is  precipitated.  The  copper  naturally  finds  its  way  between 
the  slats  to  the  bottom  of  the  tank,  and  when  it  is  desirable  to  remove 
it,  the  remaining  scrap  iron  can  readily  be  removed  from  the  false  bottom 
practically  free  from  copper.  The  cement  copper,  on  the  bottom  of  the 
tank,  after  washing  through  perforated  cast-iron  plates  set  in  a  frame 
over  the  tanks,  assays  about  90  per  cent.  Cu;  35  oz.  Ag.  and  0.15  oz.  Au, 
per  ton.  The  precipitated  chloride  solutions  are  then  run  into  the 
sower,  by  first  passing  it  through  a  series  of  tanks  in  the  ground, 
which  are  filled  with  scrap  iron,  to  recover  any  copper  and  silver 
which  may  have -been  left  in  the  waste  chloride  solutions  and  the  wash 
waters. 

Tlie  cost  of  treating  Spanisli  pyrites  cinders,  as  above  described, 
at  Natrona,  Pa.,  in  a  works  having  a  daily  capacity  of  say  200  tons  of 
mixture  (cinder  and  salt)  will  ])o  about  as  follows: 

2  samplers,  at  $2 .  50  $5 .  00 

G  mill  men,  at  1.75  10.50 

1  mochanir,  at  2.00  2.00 

2  oiigiiiecrs,  at  2.00  4.00 
8  firemen,  at  1.75  5.25 
A  weightmen  ami  furnace  chargers,  at  1.75  7.00 
28  furnace  men,  at  1.75  49.00 

1  hoistman,  at  2.00  2.00 
27    furnace    material    handlers,    coal,    and    cinder 

wlieelers,  at    1.50  40.50 

2  leachers,  at    1.75  3.50 

4  copper  pri'cipitators,  at  1.50  6.00 
Unloading  cinders  and  salt,                                                  20.00 

.Loading  purple  ore  for  sliipnient,                                        15.00 

21  tons  of  .salt,  at    3.00  63.00 

Pyrites  lines,                                                                            7.00 

20  tons  of  coal.  at    1.00  20.00 

5  1/2  tons  of  sheet -iron  scrap,  at  9.00  38.50 
IN'pairs.  d(»f)re<'iation,  management,  etc.                            40.00 

$338.25 

Or  SI. 87  piM-  ton  of   2t)()0  lb.   pyritic   cinders,   or  SI. 09  per  ton  of 
2000  11).  of  inixtun*. 

Cost  of  Producing  Copper  by  the  Longmaid -Henderson  Process  in  t 
Modern  Plant,  Using  Mechanical  Roasters. — The  cost,  i)er  pound  of 
copper   (».\tnu-t(»(l,    in    a    modern    Longniaid-Henderson   ))roee8s   plant 
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located  in  the  Eastern  United  States,  using  mechanical  furnaces,  and 
treating  from  300  to  400  tons  of  pyritic  cinders  per  day  having  a  copper 
content  of  2.27  per  cent.,  and  a  sulpTiur  content  of  2.28  per  cent.,  is  as 
follows: 

Cost,  Per  Pound  of  Copper  Extracted  in  Modern  Longmaid-Henderson 

Plant 

Items  of  expense,  Per  pound  of  copper 

Process  labor,  $0 .  0136 

Misc.  supplies,  0.0010 

Coal,  0 .  0027 

Fuel  oil,  0 .  0067 

Salt,  0.0166 

Scrap  iron,  0.0018 

Repairs,  all  labor  and  material,  0 .  0095 


Total,  $0.0519 

The  tailings  are  worked  up  by  agglomeration  into  an  iron  ore  of  the 
following  composition: 

Metallic  iron,  68 .  00  per  cent. 

Sulphur,  '    0 .  07  per  cent. 

Copper,  0. 15  per  cent. 

Silica 3 .  00  per  cent. 

Phosphorous,  0.012  per  cent. 

Oxygen,  etc.,  28.77  per  cent. 

In  the  Western  United  States,  under  somewhat  similar  conditions, 
in  treating  material  having  a  copper  content  of  2.27  per  cent.,  the  esti- 
mated cost  per  ton  of  2000  lb.  is  as  follows: 

Items  of  expense,  Cost  per  ton  of  ore 

Process  labor,  $0.71 

Misc.  material,  0.07 

Coal,  0.21 

Lubricating  oil,  0 .  01 

Fuel  oil,  0.37 

Salt,  0.99 

Scrap  iron,  0.15 

Repairs,  labor  and  material,  0 .  45 


Total,  $2 .  96 

Elimination  of  Arsenic,  Antimony  and  Bismuth/ — In  the  Longmaid- 
Henderson  process  the  chloridization  of  the  copper  preparatory  to  its 
solution,  is  accompanied  by  the  three  elements,  arsenic,  antimony,  and 
bismuth.  These  chlorides  being  volatile  at  low  temperatures  are  carried 
ofiF  to  a  greater  or  less  extent,  and  arc  largely  dissolved  in  the  wash  water 
and  collected  with  the  condensed  acids,  in  the  tower  liquors.     The  arsenic 

» Trans.  A.  I.  M.  E.,  Vol.  XXXIII,  p.  667,  Allen  Gibb. 
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in  a  notable  quantity  and  the  antimony  in  a  less  amount  mainly  in  com- 
bination as  arsenates  and  antimonates,  with  some  bismuth  remain  in  the 
roasted  ore.  In  washing  with  water,  these  salts,  as  well  as  the  bismuth 
that  remains  in  the  roasted  ore,  are  dissolved  only  in  minute  traces,  so  that 
if  the  copper  is  preci})itated  from  these  solutions  it  would  be  practically 
free  from  impurities.  The  copper,  insoluble  in  water,  that  is  in  the 
roasted  ore,  is  removed  by  the  use  of  tower  liquors,  and  under  the  action 
of  this  solvent  a  consideralile  proportion  of  the  arsenic,  antimony,  and 
bismuth  that  remain  in  the  calcined  ore  is  dissolved.  This  increases  the 
proportion  of  these  elements  that  is  already  present  in  the  tower  liquors. 

In  tlie  tower  licjuors,  ()])tained  by  washing  the  gases  from  the  fur- 
naces, there  was  found:  arsenic,  0.0222  gm.  antimony,  0.0005  gm.;  and 
bismuth,  0.0040  gm.  per  liter. 

The  ])r()p()rtion  of  impurities  in  the  copper  from  the  same  ore  vary 
greatly  according  to  whether  the  practice  of  treating  the  aqueous  and 
aciil  solutions  separately  is  followed  or  not. 

Th(»  following  data  is  taken  from  practice  in  which  the  two  solutions 
weri^  not  kept  separate: 


nuuHtiHl  oro  Precipitate 


IVr  cent.  Per  cent. 

IVr  j'i'iit.                   relfttive  Per  cent.                relative 

Hctual                  Oil -KM)  per  actual             Cu- 100  per 

cent.  cent. 


I 

I  Total  per  cent. 

I  of  eliminatioa 


foppiT nr»  100.0  7;{.33  loo.o 

.\r««Miir    .  O.m  M.14  0.971  1.33  '  61.3 


I 


Antini.iny  .    .  O.OJIl  O.-Wl)  0.008       ,  0.011  i  98.0 

liHniiith  O.OIS  0.388  0.053       i  0.072  i  81.4 


I 
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Extraction  of  Copper  from  Atacamite.* — At  C'hiciuicamata,  Chile,  Ji 
mull  it  U(U'  of  sinjill  fissures,  filled  with  atacamite,  or  oxychloride  of  copper. 
traverse  the  country  rock,  consisting  of  granites,  pegmatites,  syenites,  in 
every  direction.  This  kind  of  deposit,  which  appears  to  be  in  the  nature 
of  a  stock  work,  a  leaching  process  is  usually  ailopted  in  order  to  extract 
the  metal  from  the  oxvchloride. 

III  treating  Atacamite  ores  the  difficulty  has  been  in  the  filtration  of 
th(»  li(|ui(l  containing  the  dissolved  copper.  The  chemical  reactions 
which  take  })lace  hetwcMMi  the  perchloride  and  oxide  of  iron  on  the  one 
])art  and  the  ferric  solution  and  argilaceous  portion  of  the  gangue  on  the 
other,  result  in  the  formation  of  a  gelatinous  precipitate,  which  has  to  be 
washed  many  times  in  order  to  get  out  the  dissolved  metal. 

^London  M  ining  Journal,  Juno  30,  190(),  Nicanor  Argandoim. 
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The  first  part  in  the  treatment  of  the  ore  by  a  new  process  consists  in 
converting,  by  the  action  of  steam,  a  portion  of  the  chloride  of  copper  in 
the  ore  into  hydrochloric  acid  and  black  oxide  of  copper,  according  to 
the  equation: 

CuClj  +  HjO  =  CuO  +  2HCl. 

A  certain  portion  of  the  ore  is  put  into  large  clay  retorts,  or  into 
iron  retorts  lined  with  a  thin  coating  of  clay,  and  exposed  at  a  temper- 
ature of  230°  C,  to  the  action  of  steam.  Theoretically,  there  is  sufficient 
water  of  combination  in  the  ore  itself  to  supply  the  quantity  of  vapor 
needed.  The  expenditure  of  steam  is  very  small,  but  a  certain  quantity 
is  necessary  in  order  to  accelerate  the  reaction.  The  black  oxide  result- 
ing from  this  process  is  reduced  by  smelting. 

The  second  part  of  the  process  consists  in  submitting  the  ore,  which 
contains  from  3  to  4  per  cent,  copper,  to  the  action  of  hydrochloric  acid 
obtained  as  above  described.  For  this  purpose  cylindrical  wooden  or 
brick  vats  are  used,  having  special  lining  of  pitch.  Ordinary  filters  can 
be  employed  in  this  operation,  as  no  gelatinous  precipitate  is  produced. 


CHAPTER  XI 
COPPER  PRECIPITANTS 

Iron. — Iron  is  almost  universally  used  in  the  chemical  precipitation  of 
copper  from  its  solutions.  It  presents  many  advantages  over  other  pre- 
ci])itants;  it  is  usually  quite  cheap,  generally  obtainable,  and  gives  the 
resultant  co])per  in  the  metallic  condition.  Scrap  iron  is  ordinarily  em- 
ployed, but  scni])  iron,  while  cheap  enough  in  industrial  centers  becomes 
prohi])itivc  in  mining  ilistricts  which  are  located  long  distances  from' 
railroads  and  from  the  source  of  iron  supply. 

For  the  precipitation  of  copper  by  iron,  the  solution  should  be  as  free 
as  possible  from  acid  or  ferric  salts.  The  acid  and  ferric  salts  act  on  the 
iron  and  waste  it  without  i)recipitating  any  copper.  Theoretically  88.8 
lb.  of  iron  are  recjuired  ])y  weight  to  precipitate  100  lb.  of  copper  from 
sulphate  solutions.  In  j)ractice,  the  consumption  greatly  exceeds  the 
theoretical  amount,  l)ccause  the  solution  cannot  be  kept  free  from  acid 
or  ferric  salts  and  because  scraj)  iron  which  is  contaminated  more  or 
less  with  impurities,  not  available  for  precii)itation  is  ordinarily  used. 
With  care,  the  consumption  of  iron  in  precipitating  copper  from  sulphate 
solutions,  in  practice,  will  average  al)out  1.5  lb.  of  iron  per  pound  of 
copper  precii)itatod;  under  the  adverse  conditions  of  free  acid,  ferric 
salts,  and  imi)ure  scrap  iron,  the  consumption  of  iron  may  rise  to  2  or 
even  3  ])arts  of  iron  to  1  i)art  of  copper. 

Ferrous  sulj)hate  by  jiroloiiged  contact  with  air  is  decomposed  into 
free  suli)huric  acid  and  ferric  sulj)hate;  the  former  dissolves  iron,  and  the 
latter  ct>nibiiios  with  it  to  again  form  ferrous  sulphate.  The  following 
e(iiiations  ex])lain  the  ))rincii)al  chemical  changes  that  take  place,  in 
j)recipitating  with  iron  from  a  sulphate  solution. 

(1 )     ( -uSf ) .  \-yv  - CUi  -f-FeSO,. 

This  roi)rcs(Mits  tlu^  theoretical  reaction,  without  any  interfering 
elemcMiis,  and  if  it  could  be  theoretically  carried  out,  only  88.8  parts 
of  iron  would  be  rociuired  to  |)reci])itate  100  parts  of  copper.  As  both 
ferric  sul])hate  and  frcM^  sulphuric  acid  are  likely  to  be  in  the  solutions, 
the  following  reactions  also  tak(*  place: 

(:2)     YoJSi )  ^) ,  H-Fe  ---  :^FeS(.) ,. 
C.\)      II.'SO,  f  Fe-FeS(),-i  L>ir. 

The  excess  (»r  iron  consumed  may  be  said  in  general  to  b(»  due  to  the 
(luantit y  oi'  feiri<'  iron  and  U'or  acid  in  the  coj)per  solution.     The  tendency 
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of  the  iron  is  to  reduce  the  ferric  to  the  ferrous  salts,  when  the  theoret- 
ical amount  will  be  more  nearly  approached. 

Some  of  the  ferric  sulphate  may  not  be  directly  reduced  by  the  iron, 
but  may  act  on  the  precipitated  copper,  as  shown  by  the  following 
equation: 

Fe2(S04)3+Cu  =  CuS04  +  2FeS04, 

but  as  the  copper  so  dissolved  has  to  be  precipitated  at  the  expense  of 
the  iron,  the  ultimate  amount  of  iron  consumed  in  reducing  the  ferric 
salts  is  the  same. 

An  accurate  determination  of  the  iron  consumed  per  ton  of  copper 
produced  can  be  arrived  ^t  by  testing  the  ingoing  and  outgoing  solutions 
to  the  precipitators,  to  dete*  "^ine  the  amount  of  the  copper  precipitated, 
of  the  ferric  iron  reduced,  and  of  free  sulphuric  acid  neutralized,  and 
calculating  the  quantity  of  metallic  iron  required  to  bring  about  these 
changes.  S.  R.  Adcock  ^  gives  the  following  partial  analysis  and  calcu- 
lations, of  samples  of  liquor  entering  and  leaving  one  of  the  cementation 
tanks  at  Rio  Tinto. 

ANALYSIS  OF  LIQUOR  ENTERING  AND  LEAVING    TANKS,  IN  GRAMS 

PER  CUBIC  METER 


Entering  Leaving 


Copper 2.064  3 

Ferric  iron 1 .328  Nil 

Sulphuric  acid 1 .  198  \  712 


Calculations  in  Grams  per  Cubic  Meter  of  Liquor 

• 

Cu  precipitated,  2.064-3  =2.061  X 8/9  =  1.832  grm.  of  iron  required. 

Ferric  iron  reduced,  1.328  X  1/2  =    644  grm.  of  iron  required. 

Sulphuric  acid  neutralized,  1.189  —  712  =»  486X4/7  =    278  grm.  of  iron  required. 

Total  iron,  2.774  grm. 

2.061  grm.  of  copper  precipitated  would  require  2.774  grm.  of  iron 
or  one  part  of  copper  precipitated  from  the  liquor  would  require  1.345 
parts  of  iron.  Taking  the  metallic  contents  of  the  pig  iron  used  at  92 
per  cent,  the  consumption  in  this  instance  works  out  at  1  part  of  copper  to 
1.462  parts  of  pig  iron.  In  addition,  there  is  a  small  consumption  of 
iron,  due  to  impurities  in  the  solution  and  waste  in  cleaning  up  the 
copper." 

It  is  desirable,  for  the  best  work  in  precipitation,  to  have  the  copper 
solution  slightly  acid.  A  slight  acidity  tends  to  hasten  the  precipitation, 
and  prevents  the  separation  of  basic  iron  salts.     In  general,  the  acid  con- 

>Min.  Ind.,  Vol.  IX,  p.  238. 
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tent  of  the  copper  solution  for  precipitation  in  a  running  stream,  or  i! 
agitated,  should  not  be  more  than  0.1  to  0.2  per  cent.  If  the  acid  much 
exceeds  this  amount  the  consumption  of  iron  is  likely  to  be  correspond- 
ingly high. 

Every  precaution  should  be  taken  to  reduce  the  ferric  iron  to  the 
ferrous  condition  before  precipitating  the  copper,  for  in  most  instances 
the  excessive  consumption  of  iron  during  precipitation,  can  be  traced  to 
the  high  ferric  iron  content  of  the  liquor  under  treatment. 

If  there  is  arsenic  in  the  ore  it  is  likely  to  go  into  solution  with  the 
copper,  and  is  to  a  certain  extent  precipitated  with  it.  When  the  liquor 
is  rich  in  copper  and  the  precipitation  is  taking  place  rapidly,  the  amount 
of  arsenic  precipitated  is  comparatively  small,  but  as  the  liquor  gets 
weaker  in  copper,  the  proportion  of  arsenic  to  copper  precipitated  is 
much  higher. 

If  the  copper  is  dissolved  as  a  chloride,  either  by  hydrochloric  acid  or 
metal  chloride,  the  precipitation  may  take  place  either  from  the  cupric 
or  cuprous  chloride,  as  shown  by  the  following  reactions: 

CuClj  +Fe  =  FeCl2  +  Cu. 
CuXl,+Fe=FeCU+2Cu. 

It  is  evident,  therefore,  from  these  eciuations,  that  twice  as  much  copper 
is  precipitated,  theoretically,  per  unit  of  iron  from  cuprous  chloride  as 
from  cui)ri(!  chloride.  The  precipitation  from  the  cupric  chloride  is 
theoretically  the  same  as  that  of  cupric  sulphate — 88.8  parts  of  iron  are 
recpiired  to  precij)itate  100  parts  of  coi)per-  whereas  only  44.4  parts 
of  iron  are  requireil  to  j)recipitate  100  ])arts  of  copper  from  cuprous 
chloride. 

In  practice,  at  Stadtl)erg,  127  parts  liy  weight  of  iron  were  required 
to  precipitate  100  parts  of  copper  from  a  chloride  solution  in  which 
hydrochloric  acid  was  used  as  the  solvent.  In  the  Hunt  and  Douglas 
proc(»ss,  in  which  the  copper  is  i)recipitated  from  cuprous  chloride,  only 
from  50  to  70  parts  of  iron  are  re([uired  to  j)recipitatc  100  parts  of  copper. 

If  there  is  free  hydrochloric  acid  or  ferric  chloride  in  the  solution,  iron 
will  coml)ine  with  them  to  form  ferrous  chloride,  and  will  consequently 
be  wasted,  as  in  the  analoirous  procedure  in  the  sulphate  solution;  this 
may  be  shown  l)y  the  following  equations: 

2HCl-fFe=--FeCl..-f2H. 
21V(M3-fFe=3FeCl,. 

The  neutralization  of  the  free  acid,  and  the  reduction  of  the  ferric 
to  the  ferrous  chloride,  is  quiet  as  necessary  as  with  sul])liate  solutions  to 
effect  th(»  best  economy  in  the*  ])reci})itati()n. 

Tlie  iron  for  j)recipitation,  wlietlier  from  a  suli)hate  or  chloride  solu- 
tion nuiy  be  used  in  the  form  of  wrought,  pig  iron,  iron  bars,  orironspong. 
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Pulverent  iron  in  the  form  of  ground  sponge  acts  most  rapidly.  Bar 
iron  yields  a  coarse  grained  cement  copper,  with  but  little  coherence; 
gray  pig  iron,  which  acts  faster  than  white  iron,  gives  a  more  pulverent 
precipitate,  while  white  iron  throws  down  coherent  masses.  The 
graphite  in  the  pig  iron  separates  out  during  the  precipitation  and  renders 
the  cement  copper  impure. 

Sponge  Iron. — It  is  evident  that  if  iron  is  used  as  the  precipitant  of 
copper,  it  would  be  quite  an  advantage  if  the  iron  could  in  some  way  be 
cheaply  manufactured  at  the  copper  reduction  works.  The  purchase  of 
scrap  or  pig  iron,  and  its  transportation  to  the  reduction  works  at  the 
mines,  is  usually  a  prohibitive  expense.  An  ordinary  inm  smelting 
plant  could  not  be  considered. 

The  manufacture  of  sponge  iron,  in  which  a  high-grade  ore  is  reduced 
to  metal  without  the  necessity  of  smelting  or  fluxing,  has  in  a  measure 
solved  the  problem,  but  notwithstanding  that  the  manufacture  of  sponge 
iron  and  its  application  to  copper  precipitation  has  long  been  known,  its 
use  has  not  met  with  much  encouragement. 

The  principle  of  the  manufacture  of  sponge  iron  is  quite  simple.  If 
ferric  oxide,  FCjOg,  is  heated  in  a  highly  reducing  atmosphere,  the 
oxygen  of  the  iron  oxide  combines  with  the  reducing  gases,  and  the 
resultant  product  is  finely  divided  met'allic  iron,  containing  more  or  less 
impurities.  Great  care  must  be  used  in  cooling  the  iron  to  prevent 
reoxidation,  so  that  the  cooling,  as  well  as  the  heating  must  be  done  in 
the  presence  of  reducing  gases. 

The  following  description  by  Lunge*  gives  the  details  of  early  European 
practice  and  its  application  to  copper  precipitation. 

"The  precipitation  of  copper  from  its  solutions  by  moans  of  iron  takes  place 
more  rapidly  by  employing  spongy  iron,  as  was  done  at  the  Bede  Metal  Works. 
This  product  is  made  by  reducing  ferric  oxide  at  so  low  a  temperature  that  the 
iron  cannot  combine  with  the  carbon  and  cannot  melt,  but  remains  in  the  finely 
divided  state  as  'sponge.'  This  method  was  tried  in  England  for  the  first  time 
in  1837.  Gossage,  in  1859,  was  the  first  to  use  it  in  the  wet  method  of  copper 
extraction. 

"The  furnace  usually  employed  in  making  sponge  iron,  is  a  reverberatory  in 
which  the  flame,  after  having  passed  directly  over  the  charge,  returns  below  the 
furnace  bed,  and  thus  heats  the  charge  indirectly  from  b(»low.  Figs.  51  and  52 
show  the  essential  dotails  of  the  furnace.  It  is,  in  the  drawing,  28  ft.  9  in.  long; 
the  working  bed  has  a  length  of  22  ft.  and  a  wi<lth  of  8  ft.  Dwarf  walls,  a  a,  9  in. 
high,  divide  it  into  three  compartments,  which  on  one  side  hiive  two  working 
doors,  b  b,  each.  Kach  compartment  is  chiirgetl  and  finished  l)v  it.self.  The 
working  doors  are  of  c:ist  metal  and  run  in  air-tight  frames;  the  same  is  the  case 
with  the  fire  doors.  The  fireplace  is  constructed  for  generating  a  reducing  flame; 
the  grate  has  a  surface  4  X  3  ft. ;  and  the  bearers  (/,  are  3  ft.,  latterly  even  4  ft.  8  in. 

»  "Sulphuric  -Void  and  Alkali  Manufacture,"  p.  815. 
18 
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below  the  fire  bridge ;  so  that  a  very  deep  layer  of  fuel  is  obtained,  which  does 
not  allow  any  oxygen  to  get  inside  the  furnace.  The  furnace  bed  ia  formed  by 
fire  tiles  4  in.  thick,  with  rabbited  edges,  partly  resting  upon  the  walls  forming 
the  divisions  of  the  lower  Hues,  partly  \i[K)n  railway-bars. 

*'  The  flame  having  traveled  through  these  flues,  descends  in  a  vertical  shaft 
along  the  lire  bridge,  and  thence  goes  to  the  chimney.  In  thia  descending  shaft 
there  is  a  fireclay  damper,  which  is  closed  every  time  Isefore  a  working  door  or 
fire  door  is  opened.  The  9-in,  furnace  roof  13  surmounted  by  a  flat  cast-iron 
dish,  supported  by  short  pillars,  for  drying  the  ore  and  mixing  it  with  coal; 
the  mixture  ia  charged  into  the  furnace  through  the  6-in.  pipes,  /,  carried  through 


Fio.  52, — Sponge-iron  furnace.     Transverse  "ieotion 


the  arch.  The  whole  furnace  rests  on  brick  pillars,  g,  and  the  floor  on  the  working 
sides  must  be  so  much  higher  than  that  on  the  discharge  side,  that  the  dischai^ing 
boxes  can  be  run  underneath  the  furnace  between  the  brick  pillars.  The  dis- 
charging takes  place  through  6-in.  pipes,  A,  descending  in  front  of  the  working 
doors  through  the  furnace  bottom  and  the  lower  flues. 

"The  discharge  boxes  are  made  of  sheet  iron,  of  rectangular  section,  tapering 
toward  the  top.  The  cover  is  fast,  and  has  in  its  center  a  O-in.  opening  with 
upright  flange,  by  which  the  box  is  connected  with  the  discharge  tube.  The 
bottom  of  the  box  is  movable,  and  turns  on  one  side  on  hinges,  while  the  other 
side  is  fastened  by  Imlts  and  cotters.  The  whole  i.s  mounted  on  four  wheels  in 
such  a  way  that  they  do  not  interfere  with  the  niovcnicnlfi  of  the  bottom.  Each 
bo.v  has  a  capacity  of  12  cu.  ft. 

"  When  the  furnace  is  at  a  bright  red  heat,  11  can  bi^  chiii'ged.  I'^itch  compart- 
ment receives  a  charge  of  2O0O  lb.  of  '  jturple  ore '  and  CUO  lb.  of  coal,  which  tiavc 
passed  through  a  sieve  with  eight  holes  to  the  lineal  inch, 

"The  charging  takes  place  from  the  cast-iron  dish  above  the  furnace  roof. 
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The  fire  and  working  doors  are  dosod,  so  that  t'.ie  air  enters  solely  through  the 
coals  on  tl'.o  grate,  caro  lieing  taken  that  the  burning  mass  does  not  become 
hollow,  lest  uncoinbined  oxygen  should  get  inside  the  furnace.  The  time  of 
reduction  in  the  eoinj)artnient  nearest  the  fire  bridge  varies  from  9  to  12  hours: 
in  the  second  it  is  about  IS  hours,  and  in  the  third  about  24  hours.  The  depth 
of  the  charge  lying  on  the  bed  is  about  0  in.  During  the  time  of  reduction  each 
coinpartnient  must  be  turned  over  twice,  or  even  three  times.  Although  during 
this  time  the  damper  is  closed,  a  Httle  air  always  enters  the  furnace;  but  the  turn- 
ing over  is  indis])ensable,  as  the  mass  would  otherwise  cake  together.  The  time 
above  stated  refers  to  a  bright  red  heat;  a  low  heat  is  sufficient  for  reduction  and 
the  iron  thus  made  is  even  better  for  the  i)recipitation  of  copper:  but  as  in  this 
case  much  more  time?  is  recjuired  for  reduction  (up  to  60  hours)  this  style  of 
working  does  not  pay.  The  fire  place  being  so  deep,  fresh  coal  need  only  Im» 
thrown  on  twice  or  three  times  every  12  hours,  say  1500  lb.  per  ton  of  ore. 

"The  completion  of  the  reduction  is  ascertained  by  testing.  A  small  sample 
is  taken  out,  put  on  an  iron  plate,  covered  with  a  brick  until  it  has  become  cold, 
and  1  grm.  of  the  (unoxidized)  central  part  tested  by  a  cupric  sulphate  solution 
of  known  strength,  which  is  run  from  a  burette  on  the  spongy  iron  with  frecjuent 
stirring;  from  time  to  time  a  drop  is  put  on  a  bright  blade  of  iron,  to  sec  whether 
any  stain  of  copper  is  produced  upon  it.  When  the  reaction  in  any  of  the  three 
com])artments  is  finished,  the  damper  is  closed;  two  of  the  discharging  boxes  are 
run  und(»rneath  the  furnace,  and  their  openings  connected  with  the  di.scharge 
pipes  by  an  iron  hoop  luted  with  clay;  then  the  charge  is  raked  dow*n  into  the 
i)oxes  as  (piickly  as  possible.  The  boxes  are  then  closed  with  the  loose  cover, 
run  out  again,  and  allowed  to  cool  for  48  hours.  They  are  then  lifted  by  a  crane. 
ami  the  cotters  are  knocked;  whereupon  the  bottom  turns  on  it-s  hinges  and  the 
whole  mass  of  spongy  iron  readily  falls  out,  owing  to  the  box  ta{>ering  upward. 
The  sponge  is  then  finely  ground  in  a  heavy  chillean  mill  6  ft.  in  diameter,  and 
passed  through  a  sieve  with  fifty  holes  per  lineal  inch.  It  is  now  ready  for  the 
prcci|)itation  (jf  the  copper. 

The  following  is  an  analysis  of  sponge  iron  produced  from  i)urple  ore,  from 
Spanish  pyrites. 

Purple  Ore  Sjxmge  Inm 

I'erric  oxide.  Do.  10  per  cent.  S.  15  per  cent. 

Ferrous  oxide,  2.40  ]>er  cent. 

MetalUe  iron,  70.40  ])er  cent. 

('op|K'r.  0   IN  per  cent.  0.24  per  cent. 

I.(\-id  oxide,  {).\){\  per  c<Mit.  

Le:nl,  0.27  |)cr  cent. 

Sulphur,  0  07  |)ereent.  0  07  |»er  cent. 

C.'ileiuiii  oxi(l«'.  0  20  |»er  cent 

Sodium  oxide,  0    l.'{  jior  cent.  

Sulphur  tri(»\ide.  0  7S|M'reenl.  

Aluiniiin.  0    l!»  per  eent. 

Zinc,  {) .M)  per  <*en{. 

Silicious  residue,  2.  !.">  per  eent.  !'.00  per  et»nt. 

!>!>.').')  per  cent.       !»'.). ti2  j>er  cent. 
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'^  When  spongy  iron  is  employed  for  the  precipitation  of  copper,  continuous 
stirring  is  required,  for  which  at  some  works  a  mechanical  agitator  is  used,  at 
others,  manual  labor." 

Any  good  iron  ore  may  be  converted  into  iron  sponge,  or  the  con- 
centrate residues,  after  roasting  and  copper  extraction. 

Crucible  Method  of  Iron  Ore  Reduction. — Another  method  of  reducing 
iron  ore  in  connection  with  copper  precipitation — that  in  which  the 
mixture  of  ore  and  coal  is  reduced  in  a  crucible — might  be  considered. 
This  method  of  manufacturing  iron  has  been  in  use  in  China  from  remote 
antiquity,  and  large  quantities  are  in  this  way  reduced  there. 

At  Shansi,  China,  the  crucibles  are  about  19  in.  high  and  6.5  in.  in 
diameter.  They  are  filled  with  a  mixture  of  ore  which  has  been  broken 
and  sorted  to  walnut  size;  coal  of  about  the  same  size,  and  coal  dirt. 
The  proportions  are  four  baskets  of  ore,  one  basket  of  coal,  and  one 
basket  of  coal  dirt  on  top.  The  crucibles  are  heated  in  a  stall  furnace. 
It  takes  about  16  hours  to  reduce  the  iron.  After  cooling  the  crucibles 
are  removed  and  broken  and  the  iron  taken  out. 

Precipitation  with  a  Coke-iron  Couple. — W.  L.  Austin*  gives  the  result 
of  a  30-day  comparative  test  on  a  working  scale,  using  ordinary  mine 
waters,  between  iron  and  the  coke-iron  couple  as  the  precipitant.  The 
average  daily  assays  show^ed  the  following  extraction  effected  within 
8  ft.  from  where  the  waters  entered  the  precipitation  boxes: 

Percentage  of  copper  removed  in  the  boxes  containing  clean  wrought 
iron 25 

Percentage  of  copper  removed  in  the  boxes  containing  coke-iron 
couple 43 

It  was  found  that  when  coke  was  added  to  the  iron  in  the  precipitating 
boxes  through  which  the  sulphate  mine  waters  were  flowing,  by  actual 
weight  from  1.15  to  2.'66  lb.  copper  was  precipitated  to  the  pound  of  iron 
consumed.  One  of  the  advantages  in  employing  the  coke-iron  couple 
in  cementation  is  that  the  precipitation  of  the  copper  takes  place  within 
a  short  distance  from  the  point  where  the  liquors  enter  the  boxes,  thereby 
avoiding  to  a  great  extent  the  formation  of  basic  iron  salts  which  usually 
debase  the  cement  copper. 

Precipitation  with  a  Copper -iron  Couple. — If  iron  plates  or  a  bundle 
of  scrap  iron  in  a  crate  are  immersed  in  a  copper  sulphate  solution  and 
connected  electrically  with  a  copper  plate  to  serve  as  a  cathode,  no  copper 
is  precipitated  on  the  iron,  but  all  is  precipitated  on  the  copper  plate. 
The  iron  acts  as  a  soluble  anode,  going  into  solution  as  ferrous  sulphate, 
while  the  copper  is  deposited  in  a  dense,  practically  pure  condition  on  the 
copper  sheet.  In  this  case  the  iron  and  copper  act  as  a  battery,  with  a 
theoretical  difference  of  potential  of  0.81  volt.     If  more  rai)id  precipita- 

*  ''Mines  and  Methods,'  January,  1911. 
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lion  is  (k'sired  thiiii  ^ivcii  ])y  this  aciiun  ulonc,  a  current  from  a  d}iiamo 
iiijiy  also  Ije  uscmI  in  coniiertioii  with  that  produced  by  the  iron  and  copper. 
Hydrogen  Sulphide. — If  hydrogen  sulphide  is  applied  to  a  copper 
sulphate  solution,  the  copj)er  is  precipitated  a«  cupric  sulphide,  and  u 
amount  of  acid  regenerated  e([ual  to  that  combined  with  the  copper 

Cu.SO,  ^  IKS  =  CuS  +  HjSO,. 

If  the  solution  is  a  chloride,  a  similar  reaction  takes  place: 

('u(;U  +  H2S=CuS  +  2HCl. 

In  either  case,  the  regenerated  acid  solution  is  returned  to  the  ore  to  f 
dissolve  more  copj)er.     The  j)recipitated  copper  sulphide,  like  copper 
matte,  may  be  brought  u>  blister  copper  in  converters.     The  escaping 
suli)liur  dioxide  may  l)e  used  in  other  stages  of  the  process,  either  in  the 
manufacture  of  sulphuric  acid,  or  in  the  preparation  of  hydrogen  sulphide. 

Many  wet  methods  of  extracting  coi)per  from  its  ores  have  been  based 
on  the  use  of  hydrogen  suljihidt*  as  the  precipitant.  Most  of  these  methodi 
have  as  their  fundamental  idea,  the  inexpensive  generation  of  the  hydro- 
gen sulphide,  rather  than  a  direct  method  of  copper  extraction. 

At  the  \\<^ih'  Metal  Works  tlu*  hydrogen  sulphide  was  produced  by 
treating  suli)hide  of  sodium  with  carl>on  dioxide,  generated  by  burning 
coke  in  a  shaft  furnace.  The  sulj)hide  of  sodium  was  made  from  the  acid 
mother  licpior  from  which  the  sulphith*  of  copj)er  had  been  precipitated, 
by  evai)orating  to  dryness  in  a  n^verberatory  furnace,  mixing  the  residue 
with  coal  dust  and  nMJucing  it  in  a  similar  furnace.  This  product,  con- 
sisting of  sulpiiitle  and  carhoniito  t>f  soda,  was  leached,  and  the  solution 
treat(Ml  with  carl)on  dioxide.  The  car])t>nate  of  soda  was  produced  as  a 
l)y-product  of  the  process. 

Hydrogen  sulphide,  accortling  to  Schnabel.'  is  best  generated  by  lead- 
ing sulidiur  dioxide  and  water  vai)or  over  red  hot  coke  or  charcoal.  For 
this  ])ur]>o.se  the  gases  produced  in  roasting  sulphides  in  pyrite  burners 
or  kilns  are  as})irate(.l  by  means  of  Korting  injectors,  and  forced  together 
with  the  steam  from  the  injectors  tiirough  a  shaft  furnace  filled  with  grow- 
ing charcoal  or  coke.  The  sul|)hui'  dioxide  is  re(luced  to  sulphur  by  the 
carl)on;  tlu*  water  vajjor  forms  witii  tlu*  nul  hot  carbon,  hydrogen 
and  carl)on  monoxide,  and  the  hydrogen  and  sulphur  combine  to  form 
hydrogen  sulphide.  Tin*  coke  or  charcoal  is  kei)t  hot  by  injecting  a 
stream  of  air  from  time  to  tinu^  as  in  the  produ<'ti(Hi  of  water  gas; 

A  method  devised  by  Sinding  depeiuls  ui)<)n  the  action  of  sulphur 
vapor  on  hydrocarbons  and  hydrogen;  another  on  the  decomposition  of 
sodium  sulphide  by  carl)on  dioxide.  Sinding  geiierat(\<  ])roducer  gas  with 
raw  fm»l,  and  leads  it  over  r(»d  hot  j>y rites;  by  the  action  of  the  hydro- 
carbons and  the  hydrogen  contained  in  producer  gas  upon  the  sulphur 
evolved  from  the  pyrites,  hydrogen  sulphide  is  formed,  antl  is  made  to 

^  Handbook  of  Met^lurgy,  Vol.  I,  p.  200. 
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traverse  a  chamber  in  which  the  cupriferous  solution  is  dropping  down  in 
the  form  of  rain. 

Gill  and  Gelstharp  produced  hydrogen  sulphide  by  the  action  of 
carbon  dioxide  on  sodium  sulphide. 

In  the  application  of  hydrogen  sulphide  to  the  precipitation  of  copper 
solutions,  the  precipitation  ig  thorough  and  complete.  If  the  solution 
contains  gold  and  silver,  the  filtrate  will  never  assay  more  than  a  trace; 
that  is  to  say,  less  than  0.0005  oz.  or  1  cent  per  ton.  The  conditions  for 
thorough  precipitation  in  a  normally  working  plant,  are  that  the  solution 
should  be  slightly  acid,  or  if  neutral,  contain  an  excess  of  free  chlorine  or 
ferric  salts.  If  the  solution  is  alkaline  or  neutral,  the  precipitation  of  the 
copper,  gold  and  silver  will  be  complete,  but  some  of  the  undesirable 
elements  will  be  thrown  down  with  them.  The  precipitate  is  voluminous 
and  may  be  difficult  to  filter.  If  the  solution  is  neutral  and  contains  a 
large  excess  of  chlorine  or  ferric  salts,  the  hydrogen  sulphide  reacting 
with  these  substances,  will  reduce  them,  and  acidify  the  solution  suffi- 
ciently to  prevent  the  baser  metals  from  being  precipitated. 

Cl  +  HjS  =  2HCl  +  S, 

2FeCl3  +  HjS  =  2HC1  +  2FeCl2  +  S, 

Fe2(SOj3  +  H2S  =  2FeSO,  +  H2SO,  +  S, 

and  thus  hydrogen  sulphide  will  be  consumed,  an  equivalent  of  acid 
regenerated,  and  elemental  sulphur  precipitated  with  the  copper  sulphide. 

The  metals  of  the  alkalies  and  alkaline  earths  are  not  precipitated  from 
either  the  acid  or  alkaline  solutions.  Frequently  compounds  of  calcium 
and  aluminum  will  be  found  in  the  precipitate.  Calcium  sidphate  is 
only  slightly  soluble  in  water,  but  is  somewhat  soluble  in  chloride  solu- 
tions, and  unless  the  solution  is  thoroughly  settled  or  filtered,  it  is  also 
likely  to  be  carried  into  the  precipitate  by  suspension.  If  the  ore  con- 
tains much  alumina  and  the  solution  issuing  from  the  leaching  tanks  is 
neutral  or  alkaline,  a  white  gelatinous  substance,  probably  aluminum 
hydroxide,  settles  out  of  the  clear  or  milky  solution,  and  may  in  this  way 
get  into  the  precipitate.  On  the  addition  of  acid  this  precipitate  is 
redissolved  and  the  solution  becomes  clear. 

Metals  which  are  precipitated  by  hydrogen  sulphide,  as  sulphide,  from 
a  solution  of  their  salts  in  the  presence  of  free  acid,  are : 


Platinum, 

color  of  precipitate. 

dark  brown. 

Gold, 

color  of  precipitate. 

dark  brown. 

Silver, 

color  of  precipitate. 

black. 

Copper, 

color  of  precipitate, 

black. 

Lead, 

color  of  precipitate. 

black. 

Tin, 

color  of  precipitate, 

yellow-brown. 

Antimony, 

color  of  precipitate, 

orange. 

Arsenic, 

color  of  precipitate. 

yellow. 

Mercury, 

color  of  precipitate, 

black. 

Cadmium, 

color  of  precipitate, 

yoUow. 
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The  hydrogen  sulphide  employed  in  precipitation  is  usually  generated 
from  iron  sulphide  (FeS),  sulphuric  acid,  and  water.  A  solution  having 
a  large  excess  of  acid  will  require  more  hydrogen  sulphide  to  precipitate 
the  metals  than  one  only  slightly  acid.  A  strongly  acid  solution  will 
give  a  cleaner  precipitate  than  a  neutral  solution,  and  give  less  trouble 
in  the  filter  presses. 

The  hydrogen  sulphide  generator,  for  producing  the  gas  on  a  large 
scale,  from  acid  and  matte,  is  shown  in  Fig.  53  and  may  be  made  of  any 
size  desired.  It  consists  of  an  iron  cylinder  with  flat  cast-iron  bottoms 
and  tops.  If  the  cylinder  is  small,  it  is  made  of  cast  iron;  if  large,  of 
sheet  steel.  It  is  lined  with  lead,  and  all  connections  are  made  of  lead 
pipe  with  burned  joints.  An  equalizing  tank,  also  made  of  lead,  is 
located  close  to  the  generator. 

The  materials  for  generating  the  hydrogen  sulphide  are  charged  in 
the  following  proportions: 

Iron  sulphide  (iron  matte) ,  1     lb. 

Sulphuric  acid,  2.5  lb.   • 

Water  (approximately),  6     lb. 

The  total  quantity  of  chemicals  charged,  will  depend  on  the  size  of  the 
generator,  and  the  amount  of  metal  to  be  precipitated. 

In  charging  the  generator,  the  exhaust  valve  from  the  equalizing  tank 
is  left  open.  The  required  amount  of  water  is  then  introduced.  This 
may  be  measured  in  a  small  tank  over  the  generator,  or  it  may  be  run  in 
through  the  water  pipe,  or  hose  inserted  into  the  manhole,  to  a  certain 
depth  which  has  been  determined  before  hand  as  the  right  quantity  of 
water  for  any  required  charge.  The  iron  sulphide,  broken  into  pieces 
about  the  size  of  hens'  eggs,  is  dropped  in  through  the  manhole,  which  is 
then  closed.  The  required  amount  of  acid,  which  had  previously  been 
measured  into  the  small  lead  tank  located  over  the  generator,  is  then  run 
in  and  the  valve  again  immediately  closed.  The  generation  of  hydrogen 
sulphide  begins  at  once.  The  exhaust  valve  on  the  equalizing  tank,  which 
was  left  open  so  that  the  pressure  generated  by  the  gas  would  not  prevent 
the  acid  from  flowing  into  the  generator,  is  then  closed.  The  increasing 
pressure  will  soon  force  the  gas  into  the  copper  precipitating  tanks. 
Iron  sulphide  reacts  with  sulphuric  acid  to  form  hydrogen  sulphide: 

FeS  +  H,SO,  =  FeSO,  +  II^S. 

The  gas  so  o])tained  always  contains  free  hydrogen,  owing  to  the 
presence  of  unconibined  iron  in  the  iron  sulphide. 

Compressed  air  is  us(»d  to  force  the  gas  from  the  generator  into  the 
precipitating  tanks  and  agitate  the  solutions. 

After  the  precipitated  solution  has  settled  long  enough  to  clarify, 
usually  from  4  to  8  hours,  it  is  decanted  through  the  collar  in  the  bottom 
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of  the  settling  tank,  into  a  filter  press,  and  the  clear  regenerated  solution 
may  then  be  returned  to  the  ore  to  dissolve  more  copper. 

Lime.— Lime,  calcium  hydrate  or  milk  of  lime,  is  not  suitable  for 
precipitation  from  sulphate  solutions.  It  has  been  used  in  precipitating 
co]>j)er  from  cupric  and  cuprous  chloride  solutions,  calcium  chloride  being 
j)roduced. 

Milk  of  lime  precipitates  cupric  hydrate  from  cupric  chloride,  and 
cu])rous  oxiile  from  cuprous  chloride.  It  throws  down  copper  as  cupric 
hydrate  from  a  solution  of  the  sulphate,  but  the  precipitate  is  mixed 
with  the  insoluble  calcium  sulphate,  which  is  formed  at  the  same  time, 
and  gives  a  mixture  which  is  very  voluminous  and  very  troublesome  to 
smelt.  The  precipitation  of  the  copper  with  lime  from  cuprous  chloride 
was  for  a  long  time  used  in  connection  with  the  Hunt  and  Douglas 
j)r()cess,  in  which  the  resulting  calcium  chloride  was  used  in  another 
Mc\)  in  the  process,  but  lime  has  nowhere  been  regularly  used  to  pre- 
cipitate copper  from  sulphate  solutions. 


CHAPTER  XII 
ELECTROLYTIC  PROCESSES 

General  Consideration  of   Electrolytic   Methods. 

Definitions. — Electrolysis  may  be  defined  as  the  decomposition  of  a 
chemical  compound  by  the  electric  current.  The  compound  may  be  in 
aqueous  or  igneous  solution. 

Electrolyte  is  a  chemical  compound  in  aqueous  or  igneous  solution 
being  decomposed  by  the  electric  current. 

Electrode  is  a  conductor  to  convey  the  current' of  electricity  into  or  out 
of  the  electrolyte. 

Anode  is  the  electrode  by  means  of  which  the  current  enters  the 
electrolyte. 

Cathode  is  the  electrode  by  means  of  which  the  current  leaves  the 
electrolyte. 

Ions  are  the  constituent  elements  or  radicals  which  carry  the  current 
of  electricity  through  the  electrolyte. 

Anions  are  the  elements  or  radicals  which  appear  at  the  anode. 

Cathions  are  the  elements  or  radicals  which  appear  at  the  cathode. 

Electrolyzer  is  the  apparatus  by  means  of  which  or  in  which  the 
electrolysis  takes  place. 

Diaphragm  is  a  partition,  permeable  or  impermeable,  between  the 
anode  and  cathode,  which  permits  the  passage  of  the  electric  current  but 
prevents  the  mixing  of  the  electrolytes  in  which  the  anodes  and  cathodes 
are  immersed. 

Anolyte  is  the  electrolyte  in  the  anode  compartment  of  the 
electrolyzer. 

Catholyte  is  the  electrolyte  in  the  cathode  compartment  of  the 
electrolyzer. 

Current  Density  is  the  quantity  of  current,  i.e.,  the  number  of  am- 
peres, flowing  through  a  unit  of  electrode  surface. 

Current  Efficiency  is  determined  by  the  yield  per  ampere. 

Energy  Efficiency  is  determined  by  the  decomposition  per  watt. 

Watt. — A  watt  is  the  product  of  one  ampere  multiplied  by  one  volt. 

Horse-power  is  the  equivalent  of  746  watts,  and  is  approximately 
equal  to  3/4  kilowatt. 

Kilowatt  is  1000  watts,  and  is  approximately  equal  to  1  1/3  h.  p. 

Columb. — One  ampere  of  electricity  flowing  for  one  second. 
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Electrolysis  has  been  made  the  basis  of  a  number  of  processes  of  ex- 
tracting copper  from  its  ores.  Ever  since  success  was  achieved  in  elec- 
trolytic refining  of  blister  copper,  metallurgLsts  have  naturally  asked  why 
similar  operations  could  not  be  successfully  applied  in  the  extraction  of 
copper  direct  from  its  ores.  At  first  thought  the  matter  seems  simple 
enough,  but  there  are  difficulties  in  the  way  of  extracting  copper  from  its 
ores  which  are  not  encountered  in  electrolytic  refining.  These  diflB- 
culties,  however,  do  not  appear  to  be  insurmountable,  and  it  is  quite 
I)robal)le  that  electrolytic  methods  of  extraction  will  be  in  general  use 
ill  tht»  near  future.  Many  of  the  difficulties,  first  met  with,  have  been 
surmounted,  and  the  remaining  ones  are  gradually  being  overcome. 

Anode.  <^ne  of  the  fundamental  differences  between  electrolytic 
refining  aiul  electrolytic  extraction,  lies  in  the  anode.  In  electrolytic 
iflining  the  anoiK*  is  a  slab  of  blister  copper,  usually  about  an  inch  thick, 
and  r(»ntaining  less  than  1  per  cent,  of  foreign  matter.  This  copper 
anode  goes  into  solution' and  is  redeposited  on  the  cathode.  Theoretic- 
all  v,  n(»  energy  is  required  to  perform  this  work,  since  the  energy  de- 
veloptMJ  in  dissolving  the  copper  anode  is  equivalent  to  that  consumed 
in  its  deposition  on  the  cathode.  The  soluble  anode  presents  no  serious 
dillirully.  It  has  to  be  replaced  at  frequent  intervals.  Theoretically, 
DO  iicid  is  consumed  and  none  generated  in  electrolytic  refining,  since  the 
mid  ^oing  inti*  combination  with  the  copper  at  the  anode  is  again  re- 
\^'l\'^ri\  MS  free  acid  by  its  de])osition  at  the  cathode. 

\N  hi-n  roppcr  is  dissolved  from  the  ore,  conditions  are  entirely  differ- 
riii  Tlu*  prol)lrni  then  is,  to  deposit  the  cop])er  out  of  solution  by 
rlrri  iMJy^is  wliile  none  is  going  into  solution.  This  manifestly  involves 
the  ii'.r  nl  Mil  Miiotle  which  will  conduct  the  electricity  into  the  copper 
Milntioii,  wiiih'  Mt  the  same  time  the  anode  itself  remains  unattackcd,  or 
iiiM.liiMi'.  This  presents  the  first  serious  difficulty  in  precipitating 
i-iipper  liMiii  h'Mi'liing  solutions. 

li  \\i\:>  l>eeii  found  a  most  difficult  matter  to  provide  a  substance 
uliirh  will  l»e  a  good  ((Uiductor  of  el<M'trieity  and  not  be  attacked  by  the 
rniiiliiiied  art  inii  nf  the  current  and  the  solvent.  Many  substances  which 
MM-  riuHirieiitly  p(Miiianent .  have  too  high  a  resistance,  and  consecjuentl}' 
I  III-  pnwiT  reiiuin'd  to  overcome  this  resistance  in  tlu'  anode,  makes  the 

I r.-  M.  expensive  as  to  b<'  prohibitive:  while  on  the  other  hand,  sub- 

liiiirr:  wiiicli  liavc  a  irootl  eh'ctrical  c(»nductivit v  an*  not  sufficientlv 
prnnaiieiii.  I'nr  chloride  solutions  ihis  problem  ai  suitable  anodes  has 
l.rrii  -ati.^l'aclnrily  solved  by  the  use  nf  gra])hitize<l  carbon,  but  for 
ulphaie  .-nluiioMs  no  really  sat  isfa<*torv  anode  has  yet  been  discovereil, 
.ililmiiL'li  iin»>i  coiic<'ival)le  substances  have  been  tri<'d.  I.eail,  on  the 
\\li..lr.  iia-  .i:i\«'n  I  he  best  results  I'nr  Milphate  solutions.  The  purity  of 
1  In-  lead  i--  an  iiiiptntant  I'actor. 

riatinuni  is  too  costly  for  any  process  operated  on  a  working  basis. 
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All  other  commercial  metals  are  attacked,  and  even  platinum  is  not 
entirely  unaffected.  Ferro-silicon,  which  is  a  difficultly  attackable 
substance,  has  been  repeatedly  suggested,  but  has  not  proved  successful 
in  practice.  Antimonial  lead  has  been  tried  for  sulphate  solutions,  but 
there  is  no  evidence  to  indicate  that  it  is  more  permanent  than  pure  lead; 
the  antimony  from  the  lead,  going  into  solution  in  the  electrolyte,  may 
be  objectionable  and  its  loss  by  the  decomposition  of  the  anode,  may  be 
a  serious  item  of  expense.  In  almost  all  cases  carbon  is  the  only  sub- 
stance which  can  be  employed  in  chloride  solutions,  but  for  sulphate 
solutions  it  is  absolutely  worthless. 

The  quality  of  carbons  for  electrolytic  work  varies  considerably,  but 
even  the  best  are  eventually  destroyed.  Graphitized  carbons  have  given 
satisfactory  results  with  chloride,  but  not  with  sulphate,  solutions. 
These  carbons,  in  addition  to  being  durable,  are  good  conductors  of 
electricity.  They  possess  a  specific  resistance  of  but  0.00032  ohm  per 
cubic  inch,  which  is  only  one-fourth  that  of  amorphous  carbon.  The 
specific  resistance  is  0.000813  ohm  per  cubic  centimeter,  and  since  that 
of  mercury  is  0.000094  ohm,  the  conductivity  is  11.75,  mercury  being 
100;  or  0.21,  copper  being  100.  In  some  cases  graphitized  carbons  have 
been  used  for  3  years  as  anodes  in  the  decomposition  of  alkali  metal 
chloride  solutions,  with  a  current  density  of  50  to  250  amperes  per  square 
meter.  It  is  essential,  however,  that  the  solution  be  acid;  in  alkaline  or 
neutral  solutions,  they  are  not  as  durable.  The  following  is  a  list  of 
standard  sizes  and  weights  of  Acheson-Graphite  electrodes: 

Aciieson-Graphite  Electrodes 


Hound: 
i 

i 


i 

I 
1 

n 
u 
li 

2 
3 
4 

51 
6 

8 


n. 
n. 
n. 
n. 


n. 
n. 
n. 
n. 
n. 
n. 
n. 
n. 
h. 
n. 
n. 
n. 
n. 
n. 


Size 

diam.  Xl2  in., 
diam.  X12  in., 
diam.  X  24  in., 
diam.  X 24  in., 
diam.  X  24  in., 
diam.  X  24  in., 
diam.  X  24  in., 
diam.  X  24  in., 
diam.  X 24  in., 
diam.  X  24  in., 
diam.  X 24  in., 
diam.  X  24  in., 
diam.  X  24  in., 
diam.  X 40  in., 
diam.  X40  in., 
diam.  Xl9i  in., 
diam.  X 48  in., 
diam.  X  48  in.. 


Approximate  weight 
per  piece 

0.008  1b. 

0.035  1b. 

0.15  1b. 

0.21  lb. 

0.26  lb. 

0.40  1b. 

0.60  lb. 

0.82  lb. 

1.00  lb. 

1.40  lb. 

1.751b. 

2.00  1b'. 

4.50  lb. 
10.60  lb. 
30.00  1b. 
23.50  lb. 
75.00  1b. 
132.00  lb. 
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Achksdn-Grapiiite  Electrodes. — Continued 

Sizo  Approximate  weight 

S(]uan>:  per  piece 

2x2X.'iOin.,  7.50  lb. 

4X4X40  in.,  37.00  lb. 

(>X 0X40  in.,  84.50  lb. 
Roctanf^uhir: 

4X12X12  in.,  2.10  1b. 

JX4   X24  in.,  2.94  lb. 

iX6   X21  in.,  4.50  lb. 

iX  12X12  in.,  4.05  1b. 

}X3iXl9ii"-.  3.13  1b.     ■ 

iXT}   Xl8in.,  4.21  lb. 

JXl2xl2in.,  6.75  1b. 

;X2   X21J  in.,  2.20  1b. 

1    X4   X30in.,  7.50  lb. 

1  x«  X30  in.,  11.30  lb. 
liX3  X3(5  in.,  7.88  lb. 
1JX5   X3()in.,  11.50  lb. 

2  X4   X3()in.,  14.50  lb. 

2  X7    X30in..  25.75  lb. 

3  X6   X30  in.,  33.25  lb. 

4  XSiXlT)  in..  31.45  lb. 

Tliosc  olcclrodrs  cost  ai)i)n)xinKitdy  from  S13.50  to  $15.00  per  100  lb. 
in  lots  of  r)()0  11).  for  the  sizcvs  most  convoiiiont  for  electrolytic  use.  In 
ton  lots  the  cost  would  be  jij)proxiniately  $11.50  per  100  lb. 

Cathodes. — The  <'atho<lcs  used  in  electro  deposition  are  usually 
tiiin  sheets  of  ])ure  coj)j)er.  ('jirl)on  <'iitho(U»s,  in  chloride  solutions,  do 
very  well  l)\it  are  not  advisable^  for  sulphate  solutions.  If  copper  cathode 
sheets  are  used,  they  nuiy  be  stripped  after  the  <le])()sit  has  acquired  the 
ilesireij  thickness,  or  new  sheets  may  be  su])j)lied  Jis  the  old  ones  are 
removed.  Lead  cathotle  sheets  liav(»  Wvn  us<*d,  and  the  copper  stripped 
fi'om  the  h'ad,  or,  tlie  lead  may  be  m<'lt(Ml  from  the  copper  after  removal 
from  the  eh'ctrolyzers,  and  a^ain  rolled  into  sheet  lead  for  new  cathode 

sheets. 

In  deposit inir  copper  from  im])ure  sohitions.  that  is  to  say,  solutions 
like  t  hnx"  nbtaincMl  in  leaehinj!;  c<jpp(M'  ores,  it  is  not  an  ea.sy  matter  to 
^•et  :i  le^Miline  (h'posit  of  the  desired  thickness.  I'nless  considerable  care 
is  laK«  II  with  the  eh'ct lolyte  an<l  the  curicnt  density.  irr*efrular  deposition 
:iiid  >pi»nil  in.L^  will  occur  Ion*:  before  the  cathodes  have  acquirocl  the 
t  hicKin-ss  desired  for  their  I'emoval.  This  difhcuhy  may  be  so  a«rp:nivated 
a>  to  miike  their  r'enu»v;il  necessai'y  at  an  early  sta^<*  of  the  operation,  and 
thus  addini:  consi(leral)le  to  \hv  expense.  If  the  cathodes,  under  such 
I'omlit  ions,  are  not  I'emoviMl,  the  ililhculty  is  (juickly  a.irfrravuted  and 
short  circuit  inji  and  iriefliciencv  ai'e  likelv  to  result.  With  a  reasonablv 
pure  snjuiion  ami  low  curi'ent  density,  this  difficult  v  is  not  lik<'lv  to  occur. 
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especially  if  the  solution  is  agitated  or  if  the  cathode  is  moved  through  the 
electrolyte.  The  current  density,  as  well  as  the  nature  of  the  electrolyte, 
has  much  to  do  with  the  quality  of  the  deposit;  the  lower  the  current 
density,  the  more  reguline  the  deposit  is  likely  to  be,  but  there  is  a  mini- 
mum practical  limit  to  the  current  density  that  can  be  employed. 

Diaphragms. — Most  of  the  electrolytic  processes  are  based  on  the  fact 
that  the  solvent  may  be  regenerated  during  electrolysis.  If  the  solution 
clectrolyzed  at  the  cathode  requires  to  be  kept  separated  from  that  at 
the  anode,  then  diaphragms  are  necessarily  inserted  between  the  anode 
and  cathode,  which,  while  allowing  the  free  passage  of  the  current,  will 
prevent  the  solutions  from  mixing.  Or  if  the  electrolyte  contains  a 
large  amount  of  an  oxidizable  and  reducible  metal  under  the  anodic  and 
cathodic  influences,  it  may  be  desirable  to  use  diaphragms,  simply  to 
overcome  the  undue  loss  in  electrical  efficiency.  If  copper  sulphate 
solution,  containing  much  iron  sulphate  is  electrolyzed,  considerable 
energy  may  be  consumed  in  the  oxidation  and  reduction  of  the  iron, 
which  simply  renders  an  equivalent  in  useless  heat. 

Various  materials  may  be  used  for  diaphragms,  but  not  many  fulfill 
the  conditions  of  low  electrical  resistance  combined  with  sufficient  density 
to  prevent  the  anode  and  cathode  solutions  from  mixing  too  freely.  The 
material  best  suited  for  diaphragms  is  asbestos,  which  is  not  easily  attacked 
either  by  acid  or  alkaline  solutions,  and  when  saturated  with  the  electro- 
lyte, offers  no  appreciable  resistance  at  low  current  densities.  At  high 
current  densities,  any  diaphragm  is  likely  to  offer  appreciable  resistance. 
Asbestos,  suitable  for  diaphragms,  is  manufactured  either  as  cloth,  paper, 
or  mill  board.  Asbestos  cloth  will  give  the  best  results  if  it  is  not  neces- 
sary to  make  an  absolute  separation  between  the  anolyte  and  catholyte. 
When  complete  separation  is  necessary  it  is  desirable  to  use  mill  board  or 
asbestos  paper  in  connection  with  asbestos  cloth.  In  whatever  form  the 
asbestos  is  used,  it  is  desirable  that  it  be  quite  free  from  foreign  matter 
or  admixtures. 

While  the  construction  of  suitable  diaphragms  is  not  an  insurmount- 
able difficulty,  it  is  desirable  to  dispense  with  them  wherever  practicable. 
The  insertion  of  diaphragms  in  the  electrolyzer  also  presents  difficulties, 
as  well  as  the  construction  of  the  diaphragm  itself.  In  a  copper  electrolyte 
the  ordinary  materials  of  construction  cannot  be  used,  and  hence  to 
employ  materials  to  take  the  place  of  the  ordinary  iron  nails  and  bolts  is 
more  or  less  expensive.  Ordinary  porous  clay,  such  as  is  used  in  battery 
jars  makes  a  good  diaphram  to  keep  the  solutions  separate,  but  its  elec- 
trical resistance  is  too  high  to  be  used  in  practice,  and  it  must  be  used  in 
sizes  too  small  for  e(M)nomic  adaptation. 

It  is  evident  that  a  diaphragm  if  it  is  to  fulfill  its  purpose,  its  solid 
particles  must  not  carry  any  current,  since  otherwise  the  diaphragm 
would  not  act  as  a  diaphragm,  but  as  a  bipolar  electrode.     The  current 
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pjissrs  llirough  the  intorstioes  of  tlio  solid  particles  which  compose  the 
(liuphragin,  and  the  resistance  of  the  diaphragm  is  the  composite  resLstanre 
of  all  the  innumerable  j)assagcways  of  tlie  electrolyte  through  the  pores 
of  the  diaphragm.  I)iaj)hragms  shouhl  be  easily  permeable  to  charged 
ions  but  shi»uld  offer  a  high  resistance  to  <liflfusion. 

In  Denver,  at  the  (Ireenawalt  experimental  plant,  were  used  some 
years  agt).on  a  large  scale,  diaphragms  made  of  asbestos  cloth,  asbestos 
pa]>er,  or  mill  board,  or  a  combination  of  these,  sandwiched  between 
perft)rate<l  boards  fn)m  1  1  to  3  4  in.  thick.  The  perforations  were  about 
1  2  in.  in  diameter  and  as  clo.-;e  as  possible,  consistent  with  strength.  The 
boanls.  with  the  asbestos  betw(»en,  were  fastened  together  with  wooden 
tlowcl  pins  ami  keyed.  These  diaphragms  were  expensive,  and  as  the 
perforations  did  not  cxcimmI  half  the  total  area,  only  about  half  the 
tliuphragm  was  efTi»ctive.  Diaphragms  c<mstructed  in  this  way,  must  of 
necessity  be  small.     Their  use  was  discontinued. 

Later,  \V.  K.  (ireenawalt  constructed  diaphrams  which  were  used  in 
c'oppiM'  electro  dej)osition,  and  were  built  1.*^  ft.  0  in.  long  by  3  ft.  wide, 
nuide  of  two  sheets  of  asl^estos  cloth,  between  which  were  sandwiched 
||h>  tjrsired  thickness  of  asl)estos  paper,  and  these  in  turn,  were  sand- 
uirlhMl  between  two  mullioneil  oak  frames,  bolted  together  with  copper 
bolts.  These  diaphragms  gave  satisfactory  results,  but  were  later  dLs- 
ninled  when  it  was  fountl  that  for  the  proce.ss  under  demonstration,  dia- 
phrjinu'.s  could  be  dispensed  with  entirely. 

Hflls  slates  that  the  best  diaphragm  he  knows  of  for  ordinary  weak 
ai  hi  -.nlutions  nuiy  be  made  as  follows:*  l^nvdered  sulphur  is  sifted 
ixriiU  i»\rr  :i  I  I  in.  asbrstos  mill  board  and  the  sheet  heated  evenly 
,111  hum  Ml  so  jti>t  :il)i»ve  the  melt ing  point  of  suli)hur.  The  operation 
I.  ihcu  Mpi'MtiMJ  with  the  other  siile.  It  takes  from  1/4  to  3/4  lb.  of 
,nl|ihni  JM  i))t>  SI  pi  MIC  t'oot  of  mill  l)o:ir(l.  This  diaphragm  is  plastic 
whru  hritinl  Mini  ill  solutions  d(M>s  not  softcMi  at  all.  It  expand.s 
liiliils  aiitl  hoiihl  be  Ucpt  in  aciil  water  two  (^r  three  weeks  before 
I,  III.'  IN  ni\  IxiihI  o!'  iii:i«l  <*oiist rurijon.  The  resistance  is  somewhat 
In.  It«  I    (hin   wiihout    I  )u>  siilphur.   Itiit    i  hr  ditYusion  is  smaller. 

i  uncut  Density.  I'Ih'  cunfiit  d<'iisity  has  much  to  <lo  with  the  effi- 
.  ,,  ,,  ^  ..I  ilk«-  «i|>ri:it  loll  Mini  t  hr  tin!  iirr  of  tile  rop])er  deposited.  It  is 
,,..,   |..      ii.li     III  ('!('( I  i«>l\ /.ini:  iinpiirr  h>:ici)itig  soliit  ions,  to  use  as  high  a 

I.  II  ii  \    :i     Ml  rirct  i'(»l\  t  ir  iflinin;:.  owini;  priiirij)ally  to  the  im- 

...  I  i.«    .•nir  t'Mciii   ihr  h'MiMT  ropj»rr  coiitfiit.     If  a  regulinc 

I.  ,  ;.    ■  ,   I    ii  will  l»r  iirf»'s.-;irv  to  ux' :i  I'm t iiiM"  Inw  current  densitv. 

I  ■'. ,  I.-.  oiii|Mi-.it  joii    iiiiih   riiirciit    driisii  y  ciiuses  impoverish- 

r   .  li. fit  rt  lo.h"*  Mild  rjiiisi's  iioiihh'.     Thi<  imj)overishment 
;  '■\     iiMOi'j  I  ill"  rh'rt  rolyti*  or  nio\  iiiH  t  he  <*lect  rotles. 

, ...  \  I  ili«  u  III  \  l'r«-oinrs  Irs-i  MS  !  hr  i-iirreiit  driisitv  is  increased| 

,    .. .  i'  in.iii-ii  V ."  .lulv.  I'jns. 
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and  the  theoretical  voltage  is  only  approached  at  very  low  current 
densities.  If  the  voltage  for  a  certain  electrolyte,  for  example,  is  1.2  at 
5  amperes  per  square  foot,  at  a  current  density  of  30  amperes  per 
square  foot  it  is  very  likely  to  be  three  times  that.  Or,  in  other  words, 
the  energy  efficiency  at  a  current  density  of  30  amperes  per  scjuare  foot, 
is  likely  to  be  only  one-third  that  at  5  amperes  per  square  foot,  assuming, 
of  course,  that  the  amount  of  copper  deposited  is  the  same  in  both  cases, 
which  may  be  a  gratuitous  assumption.  It  follows,  further,  that  while 
the  electrolytic  deposition  of  the  copper  will  take  three  times  the  power 
at  30  amperes  per  square  foot  as  it  would  for  5  amperes  per  square  foot, 
the  size  of  the  plant  would  be  only  one-sixth  as  large,  and  presumably 
cost  only  one-sixth  as  much. 

The  lower  current  densities  will  be  largely  limited  to  the  cost  and  size 
of  installation  for  the  same  output,  and  the  larger  current  densities  by  the 
cost  of  operation. 

The  cost  of  power  will  be  a  governing  factor  in  deciding  the  current 
density  to  be  employed.  If  power  is  cheap  it  will  probably  cost  no  more 
to  operate  at  a  fair  current  density  than  at  a  low  current  density;  for 
while  the  power,  per  pound  of  copper,  will  cost  more,  this  wall  be  offset 
by  the   decreased   cost  of   installation,  maintenance,  and   attendance. 

If  high  current  densities  are  employed,  it  will  be  desirable  to  agitate 
the  electrolyte,  or  employ  some  form  of  moving  cathode,  so  as  to  bring 
sufficient  copper  ions  in  contact  with  the  cathode  and  thus  avoid  useless 
expenditure  of  energy  in  the  decomposition  of  other  substances  in  the 
electrolyte,  or  even  the  electroljle  itself. 

It  was  observed  soon  after  practical  attempts  were  made  at  copper 
refining,  about  the  year  1865,  that  the  current  density,  and  consequently^ 
the  rate  of  deposition  could  be  considerably  increased  by  circulating  the 
electrolyte  or  moving  the  electrodes. 

Wilde  was  one  of  the  first  to  deposit  copper  on  a  revolving  cathode. 
The  anodes  consisted  of  copper  cylindrical  tubes,  and  the  cathode  con- 
sisted of  an  iron  cylinder  which  was  to  be  coated  with  copper.  The 
cathode  was  placed  in  the  center  of  the  electrolyzer  and  rotated  on  its 
axis.  This  gave  an  even  distribution  of  the  copper  over  the  entire 
cathode  surface  by  means  of  the  motion  imparted  to  the  solution  and 
the  equal  current  density  resulting  from  the  motion.  The  current 
density  used  was  about  20  amperes  per  square  foot. 

Elmore  used  horizontal  mandrels  on  which  copper  sheets  or  tubes 
are  deposited,  while  agate  burnishers  travel  continuously  over  the  copper 
so  as  to  consolidate  it  and  at  the  same  time  prevent  the  growth  of  copper 
trees  or  nodules.  The  current  density  used  was  about  30  amperes  per 
square  foot. 

Dumoulin  introduced  a  process  for  burnishing  copper,  during  deposi- 
tion, with  sheepskin  as  a  substitute  for  agate.     He  claimed  that  the 

19 
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process  had  the  additioiuil  advantage  of  insulating  an}'  projections  that 
might  be  formed  on  the  deposited  metal.  It  was  claimed  that  a  current 
of  from  30  to  40  amj)eres  per  square  foot  of  cathode  surface  could  be  used 
with  a  difference  of  ])otential  of  l.G  volts,  using  a  soluble  copper  anoilc. 

Cowper-Coles  gets  excellent  deposits  of  any  desired  thickness  by 
revolving  a  cylinder  cathode  at  a  speed  of  from  1500  to  2000  lin.  ft.  per 
minute,  with  a  current  density  of  200  amix>res  per  square  foot. 

Attempts  have  been  made  at  various  times  to  increase  the  rate  of  cop- 
per depositi(m  by  Swan,  Klmore,  Thofern,  Graham,  Poore,  and  others  by 
imi)inging  jets  of  the  electrolyte  against  a  cathode  surface.  The  qtiality 
of  the  dej)osits  is  likely  to  })e  unsatisfactory  if  impinging  jets  are  alone 
emj)l()yed;  it  is  desirable,  therefore,  to  move  the  cathode  also,  in  order 
that  the  dej)osited  copj)er  may  be  uniform  over  its  entire  surface. 

Whatever  the  means  employed  to  increase  the  rate  of  deposition,  the 
essential  object  to  be  attained  is  to  bring  sufficient  copper  ions  in  contact 
with  the  cathode,  corresponding  to  the  increased  current,  and  to  get  a 
H'^uline  deposit   by  friction  either  with  the  electrol^'te  or  burnisher. 

General  Laws  Governing  the  Electrodeposition  of  Copper. — In  the 
deroniposition  of  copj)er  solutioiL*?,  work  is  performed  and  energy  con- 
sumed. The  factors  governing  the  expenditure  of  energy,  in  electrolysis, 
are 

The  electromotive  force, 
Th(?  resistance,  and, 
The  current. 

'\\u'  elect  rniiiniivr  force  (<\  m.  f.)  is  measured  in  volts;  the  resistance 
ill  nlmis,  :iii(l  the  current  in  amperes.  A  definite  relation  exists  between 
1  liese  1  liree  t:H'lnrs.  w  licrebv  t  lie  value  of  anv  factor  mav  always  be  calcu- 
htied  when  tlh'  vahieof  t  he  ot  licr  two  an*  known.  This  relation  is  known 
:is  Olini's   l:i\\,  smd  may  l>e  stated  thus: 

77/r  rurrrnt  sfrtmjt/i  in  (un/  circuit  is  ctiual  to  the  electromotive  force 
aj)j>lir(l  hi  the  circuit ,  tliridctl  1)1/  the  rcsifitancc  of  the  current.  Or  more 
l)rie[ly  slat e<l: 

Pressure 
(■nrrent  .  or 

Resistance 

Volts 
Amperes  or 


(' 


( )hm8 
A' 


In  other  wnrils.  tlu'  elect  mnjntive  force  (<\  m.  f.)  wUich  mav  be 
assumed  t ci  li^t  he  elect  rical  pn'ssure  bv  the  dvnamo.  causes  (h(»  flow  of  an 
elect  ii<'  curiiMii.  The  curri-nt  is  flirectly  prt)]M»rtional  to  the  electromo- 
tive force.      Tin-  resistance  (electrical  conductors  and  electrolyte)  ojiposc 
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the  flow  of  the  current.     The  current  is  therefore  proportional  to  the 
electromotive  force. 

The  current  strength  in  any  circuit  increases  or  decreases  directly 
as  the  electromotive  force  increases  or  decreases,  when  the  current  is 
constant.  With  a  constant  pressure  the  current  increases  as  the  resist- 
ance is  decreased,  and  decreases  as  the  resistance  is  increased;  or  briefly, 
the  current  varies  directly  as  the  electromotive  force  and  inversely  as  the 
resistance. 

From  this  it  follows,  that  to  double  the  resistance  halves  the  current, 
the  electromotive  force  remaining  constant.  Or,  if  with  the  doubled 
resistance  the  current  is  to  remain  constant,  the  electromotive  force, 
and  consequently  the  power,  must  be  doubled. 

It  also  follows  from  Ohm's  law  that  when  through  a  given  resistance 
the  current  is  required  to  be  doubled,  the  power  must  be  increased  four 
times;  or  in  general,  the  resistance  remaining  constant  the  power  in- 
creases proportionately  to  the  square  of  the  current. 

Ohm's  law,  applied  to  the  deposition  of  copper,  means  that,  theoretic- 
ally, the  least  power  is  required  to  deposit  a  given  amount  of  copper 
when  the  lowest  possible  current  density  is  used.  This  would  require  in 
practice,  a  plant  of  unlimited  size,  so  that  a  well  designed  plant  must  of 
necessity  be  a  compromise  between  theoretical  conditions  and  practical 
requirements. 

The  Electrical  Power  is  the  product  of  the  number  of  volts  multiplied 
by  the  number  of  amperes  of  the  current.  Its  unit  is  the  Watt,  746 
watts  make  a  horse  power;  1000  watts  a  kilowatt.  Either  the  horse 
power  or  the  kilowatt  may  be  taken  as  the  unit  of  power;  the  kilowatt 
is  the  most  convenient  in  electrical  and  electrolytic  work. 

The  power  consumed  in  depositing  a  definite  amount  of  copper  may 
be  expressed  in  horse  power,  thus: 


and  in  kilowatts, 


,  Volts  X  Amperes 

^-  P-  =  746 

,  Volts  X  Amperes 

k    w    =   — 

1000 


The  most  important  laws  in  relation  to  electrolysis  are  those  of 
Faraday.     His  law  of  electrolysis  may  be  stated  thus: 

Faraday's  Law. — 1.  The  amount  of  chemical  change  produced  electro- 
lyticaUy  by  the  current  is  proportional  only  to  the  amount  of  electricity 
passing,  as  measured  in  columbs^  and  is  independent  of  the  strength  or 
temperature  of  the  electrolyte ,  or  the  size  or  distance  apart  of  the  electrodes. 

2.  The  amount  of  different  elements  dii>solved  or  set  free  by  the  passage 
of  a  given  amount  of  electricity  is  proportional  to  their  chemical  equivalents. 
Or  in  other  words,  the  amount  of  electrochemical  action   produced  is 
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ilinM'lly  proportional  to  the  product  of  ampere  hours  and  the  chemical 
iMpiivalrnts. 

A  j^ivcn  (plant  ity  of  cuiTcnt,  therefore,  will  always  deposit  the  same 
qiinnlily  of  a  given  element,  and  the  elements  are  deposited  propor- 
tiniially    to   their  chenuoal   etiuivalents;   as   for  example,  hydrogen  1, 

o\yi;(*n  S,  chlorine  35.5,  cupric  copper  31.75,  cuprous  copper  63.5,  etc. 

\.tomic  iveifirht 

Thr  '•  Cheniical  Kquivalent*'  is  the  quotient , ---•    The 

*  ^  valency 

fhM-trocheniical  e([iiivalent  of  a  substance  is  identical  in  weight  with  the 

iiMutuitt   of  th<»  same  substance  that  would  be  deposited  by  1  ampere 

ill   1   scrond  (that  is,  1  columb).     The  electrochemical  equivalent  of  any 

cli'Micnt   may  1h»  calculated  by  multiplying  the  chemical  equivalent  of 

tlir  rlnntMit   by  .()()()()10384,  which  is  the  electrochemical  equivalent  of 

hy<lroji;<'n.     For  cupric  copper  it  is  0.0003297  and  for  cuprous  copper 

it  is  ().()(MM).V.M  (fxranis  per  columb). 

Theoretical  Data  for  Copper  Deposition. — Theoretically  1.1858  grm. 
Ill  (M»pp('r  arc  ilcposited  by  1  ampere-hour  from  cupric,  and  2.3717  grm. 
|HT  ain|)('rc-hour  from  cu])r<)us  solutions.  This  for  practical  purposes 
woiiM  mean  that  1  ampere  should  deposit  1  oz.  of  copper  from  cupric 
stibiiioiis.  ami  2  oz.  from  cuprous  solutions,  per  day  of  24  hours.  From 
this  it  is  rasy  to  compare  the  current  efficiency  of  any  process  or  opera- 
tion with  the  thcorcti<*al  amount,  which  may  be  taken  as  100  per  cent. 

'VUr  lollowinj^  thi'oretical  dej)ositions  of  copper,  referred  to  various 
11 II lis,  will  Ih'  found  convenient  for  reference: 

One  arnpcn'-hour  will  deposit,  theoretically,  1.1858  grm.  of  copper 
hoiii  niprir  solutions,  and  2.3717  ^rm.  from  cuprous  solutions. 

().sl:{;{  jiMipcrc-hoiirs  will  deposit  1  grm.  of  copper  from  cupric  solu- 
liiiM.-,   whih'  t).'l21()l   ampere-hours  will  deposit   1   grm.   from  cuprous 

.•(ijlll  jollM. 

Our  MMiprrr-hoiir  will  deposit  0.02014  lb.  of  copper  from  cupric  solu- 
I  mil.'-  iiml  ().0.'>22S  11).  from  cuprous  solutions. 

;;s-V.'»t)  ain|)rrc-hours  will  deposit  1  lb.  of  copper  from  cupric  solutions; 
I'll  ".'.I   !mipi'rr-h(»urs   will    dej)osit  a  pound  of    copper  from   cuprous 

■  iilul  ln||>. 

«  Hi  {iinprrc-hfiurs  will  deposit  1.9494.1b.  of  copper  from  cupric,  and 
;  s'.iss  \\k  fit)in  cuprous  solutions. 

Ummi  :imp(M'r-hours  will  doj)osit  2.G143  lb.  of  copper  from  cupric,  and 
I   '  '*.!  1 1  (MM  cuprous  solutions. 

I  III"  »•  .-^taii'Uicnts  of  dei)ositi(m  do  not  take  into  consideration  the 
...III  r  :i!  which  !h(»  current  is  delivered.  It  simply  represents  the 
lumniii  mI  copper  irrcspcctiv(M)f  the  voltaji;e.  While  the  current  efficiency 
■  i  ^  |M»., ,  may  be  tlettMinined  from  the  above  theoretical  quantities, 
.1.  .  11.  1  \  .  iliciciicv  can  onlv  be  determined  when  the  theoretical  as  well 
.     iK     |M.t.  iHjil  vt»ltaj^e  is  known. 
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The  theoretical  voltage  is  proportional  to  the  heats  of  combination  of 
the  compounds  decomposed,  and  may  be  calculated  from  the  molecular 
heats  of  combination  as  a  basis.  For  cupric  sulphate  it  is  1.22  volts;  for 
cupric  chloride  it  is  1.35  volts,  and  for  cuprous  chloride  it  is  1.42  volts. 
Blount*  found  by  actual  experiment  in  his  laboratory  that  the  minimum 
pressure  necessary  for  the  deposition  of  copper  from  cupric  sulphate, 
using  an  insoluble  anode,  is  1.375  volts. 

Knowing  the  theoretical  deposition  of  copper  by  a  definite  amount 
of  electric  current,  and  the  theoretical  voltage  as  determined  from  the 
heats  of  combination,  the  theoretical  power  consumed  in  electrodeposi- 
tion  may  readily  be  calculated,  and  this  is  taken  as  the  standard  of  the 
energy  efficiency,  or  100  per  cent.,  to  which  all  practical  energy  efficiencies 
may  be  referred,  since  that  represents  the  greatest  possible  amount  of 
copper  that  can  be  deposited  with  a  given  amount  of  electrical  energy. 
It  represents  the  greatest  amount  of  copper  that  can  be  deposited  with  a 
definite  current,  and  the  lowest  possible  voltage  at  which  it  can  be 
deposited.  ~^'~~ 

The  following  tabulated  statement,  gives  in  convenient  form,  the 
theoretical  energy  required  to  deposit  copper,  with  insoluble  anodes, 
from  cupric  sulphate,  cupric  chloride,  and  cuprous  chloride  solutions, 
based  on  the  molecular  heats  of  combination. 


Electrolyte 


Cupric  sulphate. . . 
Cupric  chloride. . . 
Cuprous  chloride.. 


Grm.  per 
h.  p.-hour 


726 

656 

1246 


Grin,  per 
k.  w.-hour 


972 

878 

1670 


Lb.  per     I      Lb.  per  Lb.  per 

h.  p.-hour  I   k.  w.-hour       h.  p.  day 


1.5979 
1.4440 
2.7451 


2.1429 
1.9440 
3.6824 


38.. 35 
34.66 
65.88 


Lb.  per 
h>^  day 


51.43 
46.66 
88.38 


ICo 


To  determine  the  actual  current  and  energy  efficiencies  of  copper  depo- 
sition in  an  electrolytic  process,  the  current  is  accurately  measured  both 
as  to  quantity  and  pressure — amperes  and  volts — for  a  certain  definite 
time.  The  amperes  multiplied  by  the  volts,  gives  the  watts;  746  watts  is 
equal  to  a  horse-power,  and  1000  watts  to  a  kilowatt.  The  copper  de- 
posited is  carefully  collected,  dried,  weighed  and  assayed  to  determine 
its  purity.  The  weight  of  the  pure  copper  deposited  by  the  current  and 
the  power  consumed,  compared  with  the  theoretical,  gives  the  current 
and  energy  efficiencies. 

For  Example. — In  making  a  certain  test  on  the  cloctrodeposition  of 
copper  from  a  cuprous  solution,  a  current  of  400  amperes  was  used  for 
12  hours  (4800  ampere-hours),  at  1.8  volts.  The  pure  copper  recovered 
was  18.2  lb.  The  theoretical  amount  that  should  have  heen  deposited 
at  the  rate  of  5.229  lb.  per  1000  ampere-hours,  is  25.1  lb.     The  test,  there- 


»  "Practical  Electro-Chemistry,"  p.  64,  1906. 
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fore,  showed  a  current  efficiency  of  72.5  per  cent.  The  copper  deposited 
in  the  test  was  at  the  rate  of  2.15  lb.  per  k.  w.-hour;  the  theoretical 
deposition  per  k.  w.-hour  is  3.G824  lb.;  hence  the  energy  efficiency  is 
58.2  per  cent.  As  compared  with  the  deposition  from  cupric  solutions, 
however,  this  test  would  show  a  current  efficiency  of  145  per  cent,  and 
an  energy  efficiency  of  11^.4  per  cent. 

In  practical  electrolytic  work  it  is  rarely  that  90  per  cent,  is  exceeded 
for  the  current  efficiency,  and  50  per  cent,  for  the  energy  efficiency.  It 
will  usually  be  found  profitable  to  sacrifice  electrical  efficiency  for  other 
considerations. 

In  many  processes,  the  secondary  anode  reactions  tend  to  reduce  the 
theoretical  voltage;  this  may  vitally  effect  the  energy  efficiencies  as  above 
given,  because  the  secondary  reactions  must  be  taken  into  consideration 
in  figuring  the  energy  efficiency  for  any  particular  process,  when  such 
reactions  are  involved.  In  the  Hoepfner  process,  for  example,  the 
theoretical  voltage  for  the  decomposition  of  cuprous  chloride  is  1.42 
volts,  but  this  is  to  some  extent  offset  by  the  recombination  of  the  released 
chlorine  at  the  anode,  combining  with  the  cuprous  chloride  to  form 
cupric  chloride,  so  that  the  theoretical  voltage  is  only  0.18  volt,  instead 
of  1.42  volts,  or  only  about  one-eighth.  The  theoretical  deposition,  tak- 
ing into  account  the  secondary  reaction,  would  be  697.2  lb.  of  copper  per 
k.  w.-day  of  24  hours  instead  of  88.38  as  given  in  the  table.  A  similar 
reduction  of  voltage  is  theoretically  ])ossible  in  the  Siemens-Halse  process 
as  also  in  i)rocesses  using  sulphur  dioxide  to  combine  with  chlorine  or 
sulphion  at  the  anode.  It  must  be  evident,  however,  that  these  reduc- 
tions of  voltage  due  to  secondary  reactions,  are  more  apparent  than  real, 
largely  because  an  impracticaljle  small  current  density  must  be  employed 
for  tlieir  realization,  or  even  an  approach  at  realization,  although  Hoepf* 
ner  claimed  a  practical  voltage  of  0.8  volt  in  the  operation  of  his  process; 
])ut  Hoepfner  used  an  exceedingly  low  current  density. 

Loss  of  Energy  in  Electrolytic  Work:  Joule's  Law. — Much  of  the 
energy  consumed  in  electrolytic  work,  both  in  tlie  conductors  and  electro- 
lyte, a])])(M\rs  as  heat.  Joule  first  discovered  that  the  development  of 
heat  was  proportional  to: 

1.  The  resistance  of  the  conductor; 

2.  Tlie  square  of  the  current; 

3.  The  time  during  which  the  current  flows. 

When  lieat  is  thus  j)n)(luced  in  tlie  conductors  and  the  electrolyte  it 
is  a  waste  of  power.  The  current  density  both  in  the  electrolyte  and  in 
the  conductors  may  seriously  aiTect  the  heating  of  the  circuit,  and  con- 
sequently the  ultimate  voltage  at  the  dynamo.  The  conductors  should, 
therefore,  be  amj)ly  large  to  carry  the  current,  and  the  electrical  connec- 
tions should  be  as  few  as  possible,  and  all  connections  should  be  well 
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made.  At  the  Anaconda  Copper  Refinery  it  was  found  on  careful  in- 
vestigation, that  20  per  cent,  of  the  loss  of  efficiency  was  in  the  conductor 
connections. 

A  considerable  percentage  of  the  power  used  in  electrodeposition  of 
the  copper  may  be  lost  in  the  metallic  conductors,  and  contacts,  especially 
if  the  conductors  are  of  insufficient  cross  section  and  the  connections  poor. 

For  electrolytic  refineries,  which  are  presumably  under  at  least  good 
average  conditions,  Addicks^  gives  a  rough  summary  of  the  relative  value 
of  the  resistances  in  practice,  as  follows: 

Metallic  resistance,  15  per  cent. 

Electrolyte,  including  transfer,  60  per  cent. 

Contacts,  20  per  cent. 

Counter  e.  m.  f .,  6  per  cent. 

Contact  resistances  are  met  with  at  the  joints  in  the  main  bars  and  at 
the  connections  between  the  bars  and  the  electrodes.  The  joints  in  the 
main  bars  should  be  equal  in  conductivity  to  the  bar  itself.  This  stand- 
ard can  be  easily  attained  if  the  bars  are  properly  faced.  Three  hundred 
to  four  hundred  amperes  per  square  inch  of  bearing  area  will  give  no 
trouble. 

The  counter  electromotive  force  in  copper  refining,  due  to  the  greater 
concentration  of  the  electrolyte  at  the  anode  than  at  the  cathode  is  quite 
small,  usually  about  0.02  volt.  Contacts  for  copper  deposition  from 
insoluble  anodes  are  more  likely  to  be  source  of  loss  of  energy  than  in 
electrolytic  refining,  due  to  the  considerably  higher  voltage  between  the 
electrodes.  In  copper  refining  the  difference  of  potential  between  the 
electrodes  is  from  0.2  to  0.4  volt,  while  in  copper  deposition  with  insolu- 
ble anodes,  it  will  vary  in  practice  between  1.5  and  3  volts,  depending 
largely  on  the  current  density  employed. 

The  Electrolyte. — The  solvents  usually  employed  for  electrolytic 
processes  have  either  sulphuric  or  hydrochloric  acid  as  the  basis.  The 
solvent,  to  a  large  extent,  determines  the  details  of  the  process.  In  the 
electro  deposition,  the  solvent  should  be  regenerated,  as  well  as  the  cop- 
per precipitated.  In  leaching  copper  ores,  therefore,  repeatedly  with 
the  same  solution  all  the  soluble  impurities  in  the  ore  are  likely  to  be  found 
in  the  electrolyte,  and  this  is  true,  l)ut  not  to  the  same  extent,  if  the  solu- 
tion is  used  only  once  and  then  wasted,  instead  of  being  used  repeatedly 
in  the  same  cycle.     The  cycle  will  ordinarily  consist  of: 

Solution, 

Precipitation, 

Regeneration; 

*  The  Journal  of  the  Franklin  Institute,  Dec,  1905. 
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and  it  i«  not  lik(»ly  tliut  any  electrolytic  process  can  achieve  marked 
success  on  any  other  basis.  The  rep:eneration  may  be  direct;  that  is  to 
say,  take  place  in  the  electrolyzer  and  under  the  action  of  the  current;  or, 
the  anode  products  may  be  withdrawn  from  the  electrolyzer  and  then  in 
some  wav  combined  with  the  solution. 

Whatever  method  is  adopted,  the  solution,  in  a  cyclic  process,  is  likely 
to  become  charged  with  impurities  and  thus  reduce  the  efficiency  of  the 
deposition.  Two  alternatives  present  themselves;  either  to  purify  the 
solution,  or  waste  it  at  intervals.  If  the  solution  is  wasted,  a  small 
portion  of  it  may  ])e  withdrawn  at  every  cycle,  and  a  corresponding  a- 
mount  of  fresh  water  added.  This  can  be  done  quite  readily  if  there  is 
inoiH*  solvent  rep:enerateil  in  the  j)rocess  than  is  consumed  by  the  ore. 

N'arious  methods  have  been  suj5p:ested  for  purifying  a  foul  electrolyte; 
th(»se  differ  somewhat  as  a  sulphate  or  a  chloride  solution  is  used. 

The  injurious  effect  of  an  impure  electrolyte  is  shown  more  particularly. 
in  {\w  electrolysis.  The  undesirable  metals  in  the  solution  may  be  de- 
p(»sit('d  with  the  copper  if  the  solution  has  become  impoverished,  or  else 
us(»l<'ss  energy  may  be  expended  in  reduction  and  oxidation,  or  in  depo- 
sit ion  and  inmiediate  solution,  under  the  influence  of  the  current. 

A  (M)mj)arative  measure  of  the  energy  re(iuired  to  deposit  the  various 
metals,  is  obtained  by  taking  the  heat  of  combination  of  the  metals  with 
()\yg<*n,  to  form  salts.  Those  metals  are  first  deposited  which  have  the 
hiwcst  JKMit  of  combination,  other  things  being  equal.  The  order  of 
drpnsitioii  may  be  approximately  statiul  as  follows:  gold,  silver,  copper, 
iiiil  iiiHUiv.  bismuth,  arsenic,  lead,  nickel,  cobalt,  cadmium,  tin,  iron,  zinc, 
iiuiiit'.iiMrse.  The  alkali  metal  salts,  either  the  chlorides  or  sulphates,  are 
Miil\  <hMM>m|)os(»d  with  considerable  difficulty,  nevertheless,  when  high 
.  iMM'iil  fictisities  are  employed  they  may  fretjuently  be  the  cause  of  eon- 
.ihlri  iiblr  loss  of  efficiencv- 

tinid  Mild  silver  will  be  dej)osited  with  the  copper,  and  the  deposition 
HUM  tuKr  pluce  either  chemically  or  electrolytically.  Neither  gold  nor 
oiImi    lur  likely  to  b(»  in  sulphate  solutions;  both  maybe  in  chloride 

■  -Mijtli  ll  til'--. 

I  III'  niiirr  i)\'  precipitation,  as  given,  is  dependent  upon  certain  con- 
iliiiuii'  wliM'h  rnnst  be  observed.  Principally  among  these  conditions 
all  Mil-  .iiirnr.th  of  current,  the  nature  of  the  electrolyte,  the  relative 
|iMi)Miii  iMii  nl  ilii>  metals  in  solution,  and  if  the  solution  is  low  in  copper, 
^\  111  lilt  I  Ml  Milt  I  hr  ricct  rolyte  is  agitated.  If  the  current  density,  and 
I  uii.^i  .jiii  hlh  ilir  \nltag(»,  exceeds  a  certain  strength,  all  the  metals,  or 
M  VI  i.tl  III  ihiin.  iiiiiy  be  ({(^posited  together.  The  more  neutral  the  elec- 
i  iul\  h  1.'  I  hr  Minic  tNMsilv  will  tlic  uiorc  clcctropositive  metals  be  depos- 
Jh  d  Mil  1  III  lent  is  always  striving  to  decompose  the  electrolyte  into 
ill!  lid  Ml  t»\ide  luid  acid  or  the  acid  radical;  while  the  liberated  acid  is 
^l  1 1\  iiiii  111  udiM.Miilve  t  \w  liberated  metal  or  oxide.     These  two  forces  are 
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always  opposed  to  one  another,  and  under  varying  conditions  either  may 
gain  the  upper  hand.  The  resolvent  action  of  the  acid,  in  cases  where  the 
components  of  the  electrolyte  have  a  strong  chemical  affinity,  may 
overpower  the  action  of  a  weak  current. 

In  the  deposition  of  copper  this  secondary  reaction  may  not  be  of  much 
importance  in  a  sulphate  electrolyte,  but  it  is  quite  noticeable  in  the  pres- 
ence of  good  circulation  of  the  electrolyte,  and  more  or  less  access  of  air 
to  the  cathodes.  With  a  chloride  electrolyte  this  secondary  reaction  may 
be  quite  pronounced  under  certain  conditions,  especially  if  the  electrolyte 
is  violently  agitated.  With  all  of  the  easily  dissolvable  metals,  it  is  this 
secondary  reaction  which  prevents  the  metal  from  making  its  appearance 
at  the  cathode  in  metallic  form,  as  the  deposition,  and  solution  due  to 
secondary  reaction,  are  practically  simultaneous,  and  the  operation 
simply  results  in  a  corresponding  loss  of  efficiency. 

It  is  evident  that  if  the  current  density  exceeds  in  amount  that  capable 
of  being  supplied  with  copper  ions,  other  metals  in  the  electrolyte  are 
decomposed,  and  under  aggravated  conditions  the  electrolyte  itself  may 
be  decomposed.  The  relative  amounts  of  the  various  metals  in  solution 
also  determines  the  efficiency  of  the  process  under  certain  conditions. 
If  the  electrolyte  contains  only  a  small  amount  of  copper  and  considerable 
zinc — conditions  quite  likely  to  occur — the  copper  will  be  deposited  to 
the  exclusion  of  the  zinc  with  a  correspondingly  low  current  density,  but 
if  that  density  is  exceeded,  the  zinc  will  be  electrolyzed,  and  if  the  elec- 
trol}i-e  is  quite  acid  it  will  be  redissolved  at  the  cathode  as  rapidly  as  de- 
posited, with  the  net  result  that  the  copper  will  be  permanently  deposited 
at  the  cathode,  but  at  a  greatly  increased  expenditure  of  energy.  If 
the  metal  at  the  cathode  is  not  readily  soluble  in  the  electrol>i-e,  the 
copper  will  be  correspondingly  impure. 

When  copper  ores  are  leached  with  any  acid  solution,  or  a  solution 
having  an  acid  base,  any  or  all  of  the  metals  may  be  in  the  solution,  and 
when  electrolyzed  may  be  influenced  by  the  current  as  described.  As  the 
electrolyte  remains  more  acid,  purer  copper  is  likely  to  be  deposited, 
but  when  it  becomes  neutral,  or  only  slightly  acid,  the  undesirable  metals 
are  deposited  with  the  copper  and  are  likely  to  remain  on  the  cathode. 
Such  a  condition,  however,  is  not  likely  to  occur  since  a  neutral,  or 
only  slightly  acid  solution,  is  not  an  energetic  solvent  of  copper  from 
its  ores. 

The  principal  factors  which  determine  the  kind  of  ion  to  be  deposited 
on  the  cathode  is  the  heat  of  formation  of  the  different  possible  reactions; 
that  reaction  which  absorbs  the  least  energy  occurs,  in  general,  the  most 
readily;  but  this  statement  is  only  approximately  true.  The  concentra- 
tion of  the  two  electrolytes  and  the  current  density  must  be  taken  into 
consideration. 

The  heat  of  formation  of  the  most  important  chlorides  and  sulphates 
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likely  to  be  in  the  electrolyte  from  leaching  copper  ores,  in  dilute  solutions, 
is  as  follows: 

Molecular  Heats  of  Formation  of  Chlorides  and  Sulphates  in  Dilute  Aqueous 


Solutions 

Chlorides 

Sulphates 

NaCl, 

96,600  calories 

Na^SO^, 

328,500 

CaCl,. 

187,400  calories 

MgSO,, 

321,100 

MgCl,, 

187,100  calories 

CaSO^, 

321,800 

MnCl,, 

128,000  calories 

A1,S,0,„ 

879,700 

AICI3, 

238,100  calories 

MnSO^, 

263,200 

ZnCl,, 

113,000  calories 

ZnSO,, 

248,000 

FeCl,, 

100,100  calories 

FeSO^, 

234,900 

FeCl,, 

127,850  calories 

Fe,S,0,„ 

650,500 

PbClj, 

77,900  calories 

NiSO,, 

228,700 

CuCl, 

35,400  calories 

PbSO,, 

216,000 

CuCl,, 

62,500  calories 

CuSO,, 

197,500 

AsClj, 

71,500  calories 

H,SO„ 

210,200 

SbCl,, 

91,400  calories 

AgaSO,, 

162,600 

BiCl,, 

90,800  calories 

AgCl, 

29,000  calories 

AuCl,, 

27,200  calories 

SO3, 

141,000 

HCl, 

39,400  calories 

SO,, 

77,600 

NiCl,, 

93,900  calories 

H,0, 

69,000 

The  decomposition  values  are  independent  of  the  solution,  in  the  case 
of  bases  and  acids  which  on  electrolytic  decomposition  evolve  oxygen  and 
hydrogen  at  the  electrode,  and  this  is  true  for  all  acids  excepting  those 
whose  decomposition  values  are  below  the  maximum.  For  these  the 
value  rises  with  increasing  dilution,  and  finally  reaches  the  maximum. 
This  is  very  marked  in  the  case  of  hydrochloric  acid: 

Decomposition  point 

2n  HCl,  1 .  26  volts 

nHCl,  1.31  volts 

l/2nHCl,  1.34  volts 

l/6nHCl,  1.43  volts 

l/16nHCl,  1.62  volts 

l/32nHCl,  1.69  volts 

With  l/32n  IICl  a  point  is  reached  where  chlorine  is  no  longer  given 
off,  but  a  large  proportion  of  oxygen. 

In  leaching  ores  with  sulphate  solutions,  the  chlorides  are  not  likely 
to  present,  but  if  a  chloride  solution  is  used,  the  sulphates  are  quite  sure 
to  be  present,  especially  if  the  ore  is  roasted.  The  chlorides  will  be 
decomposed  before  the  sulphates. 

If,  for  instance,  the  electrolyte  contains  CuClj  ZnClj,  and  NajSOi, 
either  the  Cu,  Zn,  or  Na  may  be  active  in  transporting  the  current 
through  the  solution,  but  the  heat  of  combination  of  cupric  chloride  is 
62,500  calories;  that  of  zinc  chloride  113,000  calories,  and  that  of  sodiiun 
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sulphate  328,500  calories,  so  that  copper  will  be  deposited  to  the  exclusion 
of  zinc  until  the  minimum  voltage  for  the  electrolysis  of  zinc  chloride  is 
exceeded;  then  the  zinc  chloride  may  be  decomposed  if  there  are  not 
enough  copper  ions  in  the  solution  to  transport  the  current  through  the 
electrolyte,  and  finally  even  the  sodium  sulphate  may  be  decomposed,  if 
the  voltage  is  sufficiently  high.  It  is  evident,  however,  even  with  impure 
electrolytes,  copper  may  be  deposited  to  the  exclusion  of  other  metals 
in  appreciable  amounts. 

Effect  of  Bismuth,  Arsenic,  and  Antimony,  in  the  Electrolyte. — None 
of  the  metals  highly  injurious  to  copper,  such  as  bismuth,  arsenic  and 
antimony,  are  likely  to  affect  the  deposited  copper.  These  metals  are 
largely  eliminated  in  the  cyclic  operation  of  the  process,  even  if  contained 
originally  in  the  ore.  If  the  ore  is  a  sulphide  and  has  to  be  roasted,  these 
elements  are  largely  volatilized  during  the  roasting.  If  they  should 
accumulate  in  the  solution,  they  are  easily  removed  and  their  removal 
may  be  made  to  render  an  equivalent  in  acid  by  precipitating  with 
hydrogen  sulphide.  Bismuth  is  not  deposited  on  the  cathode  even  when 
present  in  considerable  quantities.  Neither  arsenic  nor  antimony  are 
deposited  with  the  copper  unless  the  solution  approaches  neutrality. 

Iron  in  the  Electrolyte. — Iron  is  most  likely  to  be  in  the  electrolyte, 
as  it  always  is  associated  with  copper  ores.  In  sulphate  solutions  the 
iron  is  likely  to  accumulate  indefinitely,  to  saturation,  unless  the  solution 
is  purified  at  intervals.  With  chloride  solutions,  the  iron  chloride  acts 
more  or  less  on  the  copper  compounds  in  the  ore  to  form  copper  chloride,' 
while  the  iron  is  precipitated  as  the  insoluble  ferric  oxide.  In  the 
electrolysis  of  a  copper  sulphate  solution,  containing  considerable  iron 
sulphate,  the  iron  passes  from  the  ferrous  to  the  ferric  condition  at  the 
anode,  and  is  transformed  back  again  to  the  ferrous  condition  at  the 
cathode,  and  thus  using  energy  without  rendering  a  useful  equivalent. 
Similarly  the  ferrous  chloride  may  be  transformed  to  ferric  chloride  and 
back  again,  as  the  solution  passes  from  anode  to  cathode,  but  in  so  doing 
the  ferrous  chloride  is  likely  to  be  oxidized  to  the  ferric  oxide,  under  the 
oxidizing  influence  of  the  chlorine. 

E.  H.  Larrison,  aptly  sums  up  the  effect  of  iron  sulphate  in  an  electro- 
lyte of  copper  sulphate  as  follows:^ 

"The  process  of  electrolysis  exercises  in  the  main  a  reducing  influence  in  an 
electrolyte  of  copper  sulphate  containing  iron  sulphate.  Further  reduction,  and 
probably  the  retardation  of  the  deposition  of  the  copper,  comes  about  through 
some  sucli  reaction  as  the  following: 

Cu  +  Fej(S0,),  =  CuS0,  +  2FeS0,. 

That  is,  copper  already  deposited  or  on  the  point  of  being  deposited  is  attacked 
by  the  ferric  sulphate  and  dissolved  thereby,  also  reducing  the  ferric  to  ferrous 

^E,  and  M.  J.,  Sept.  7,  1907. 
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sulphate.  When  the  process  has  gone  on  for  sometime  the  electrolyte  becomes 
so  dilute  with  respect  to  ferric  sulphate  that  the  last  of  the  copper  is  able  to  keep 
its  plac^e  upon  the  cathode.  This  accounts  for  the  difficulty  of,  and  the  compara- 
tive great  time  necessary  for  the  removal  of  the  last  few  miligrams  of  copper  from 
a  solution  high  in  iron.  When  u.sing  a  stirrer  and  high  current  densities,  a  ver>' 
small  reduction  in  the  current  density  is  quickly  followed  by  the  re-solution  of 
much  of  the  deposited  copper.  It  seems  as  if  the  copper  is  able  to  keep  its  place  on 
the  cathode  only  with  a  certain  electrical  or  reducing  tension. 

"Circulation  of  the  electrolyte  not  only  allows  the  use  of  higher  current 
densities,  and  thereby  more  rapid  work,  but  it  gives  the  current  greater  efficiency. 
This  is  not  only  due  to  the  fact  that  the  solution  is  kept  uniform  and  the  copper 
depo.sits  more  rapidly,  but  also  the  reducing  effect  of  the  iron  is  much  greater 
and  conse(|ucntly  the  dis.solving  power  of  the  solution  is  decn»ased  much  sooner. 
A  very  rapid  method  of  reducing  the  iron  before  applying  the  current  would  save 
time. 

"The  influence  of  iron  on  copper  electrolysis  may  be  summed  up  as  follows: 

**  1.  High  percentages  of  iron  in  the  ferric  condition  materially  retard  copper 
deposition.     Ferrous  salts  have  little  or  no  effect. 

"2.  The  effect  of  the  electric  current  in  the  usual  solution  is  t^  reduce  ferric 
salts  to  ferrous  salts.  This  reduction  must  proceed  to  a  certain  point  before  all 
the  copper  will  remain  on  the  cathode.  This  point  is  about  the  same  whatever 
the  iron  and  copper  percentages,  but  it  vari(»s  some  as  the  solution  is  circulated 
or  stationarv. 

•*3.  Rapid  circulation  of  the  solution  by  a  stirrer  permits  the  use  of  high 
current  densities  without  sponging,  thereby  making  faster  deposition.  The 
current  also  is  more  efficient  for  both  depositing  copper  and  reducing  iron." 

Purification  of  the  Electrolyte. — Various  nietliods  have  been  suggested 
for  purifying  the  electrolyte,  and  these  depend  to  a  large  extent  on  the 
nature  of  the  solvent.  Many  are  based  on  the  practice  of  the  electrolytic 
refineries. 

The  solution  may  ])e  treated  electrolytically  by  passing  a  current  of 
electricity  through  it  with  a  high  current  density  at  the  cathodes,  and 
employing  cither  coppcT  or  lead  anodes  for  sulphate  solutions,  and 
carl)on  anodes  for  chloride  solutions.  By  this  means  many  of  the 
metallic  impurities  can  be  thrown  down  on  the  cathode,  especially  if  the 
solution  is  not  too  highly  acid. 

At  Anaconda  a  process  was  used  which  consisted  in  passing  the  impure 
electrolyte  repeatedly  through  a  layer  of  oxidized  copper,  so  as  to  partially 
precipitate  the  antimony  and  bismuth.  Hy  this  treatment  the  solution 
becomes  nearly  neutral,  and  saturated  with  co])per,  and  was  then  oxidized 
by  passin;^  air  through  it,  so  that  the  iron  is  partially  precipitated  as 
ferric  oxide. 

rike  states  that  one  of  the  best  methods  for  purifying  old  solutions  is 
that  in  which  it  is  electrolyzed  in  .sj)ecial  vats,  the  anodes  being  of  lead, 
and  the  cathodes  of  copper.     A  current  d(»nsity  is  employed  sufficiently 
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great  to  deposit  the  arsenic  and  antimony,  but  not  strong  enough  to 

deposit  tlie  iron.     The  solution  thus  freed  from  the  arsenic  and  antimony 

iti  returned  to  the  copper  depositing  vats  to  he  used  in  the  ordinary  way, 

1  this  ia  repeated  until  the  bath  contains  so  much  iron  that  it  la 

leessary  to  remove  it  by  crystallizing  out  the  ferrous  sulphate. 

'  Ottaker  Hofmann  gives  the  following  method  of  purifying  copper 

^phate  solutions  having  in  addition  to  the  cupric  sulphate,  aaits  of  iron, 

nic,  antimony,  bismuth,  cobalt,  nickel,  etc' 

The  crude  neutral  cupric  sulphate  solution  is  forced  into  towers,  iibout  6  fl. 
diameter  and  16  ft.  high.  These  towers  are  lined  with  lead.  A  lead  pipe, 
lecting  with  an  air  compressor,  is  led  into  the  tower  through  the  funiiel- 
tped  bottom.  Near  the  bottom  tE  a  lead  steam  coil  for  heating  the  solution. 
When  the  tower  is  filled  with  impure  solution,  obtaim-d  by  treating  roasted 
iper  matte  with  dilute  sulphuric  acid,  steam  is  allowed  to  enter  the  coil  and 
,t  the  solution  and  at  the  same  time  air  is  forced  through  the  pipe  at  the 
bottom.  The  ascending  air  imparts  a  violent  boiling  motion  to  the  liquor. 
Part  of  the  iron  is  precipitated  as  basii'  salt,  by  the  action  of  the  air.  More  than 
half  the  iron  was  never  precipitated  although  the  treatment  wan  extended  many 
JwHjrs.  When  the  solution  is  hot  (75  to  S0°  C.)  roasted  matte  is  added.  The 
^nt  boiling  motion  of  the  solution  keeps  the  matter  in  susjienuon,  and  after 
4  hours  the  solution  will  be  entirely  free  from  iron,  arsenic,  antimony,  bis- 
muth, etc.  To  ol)ser^■e  and  regulate  the  progress  of  the  operation  the  solution 
in  tested  from  time  to  time  for  iron  by  taking  samples  through  a  small  eoek 
inserted  in  the  sides  of  the  tower.  It  is  nut  necessary  to  test  the  solution  for 
other  impuritjcs,  because  the  Iron  predominates,  and  by  the  time  all  of  it  has  been 
)cipilated.  no  trace  of  the  other  impurities  will  be  found." 

The  chemical  reaction  of  this  process  may  be  expressed  as  fuUows: 

2FcS0,  +  0  +  CuO  -  Fc,0,  +  2CuS0. . 
shows  that  the  cupric  oxide,  which  together  with  air,  is  used  to  precipitate 
iron,  combines  with  the  sulphuric  acid  of  the  ferrous  sulphalc,  and  gi>ea  in 
ilion  aa  cupric  sulphate;  a  decided  advantage,  as  the  precipitant  is  converted 
euprie  sulphate,  and  thus  enriches  the  copper  solution." 

At  the  Kftlakent  Copper  Works,  Russia,'  when  the  impurities  in  theclec- 
rolyte  had  accumulated  to  such  an  extent  aa  to  endanger  the  quality  of 
Uu;  electrolytic  copper,  the  foul  solutions  wore  withdrawn  from  the  in- 
dividual op  group  of  tanks  and  regenerated,  this  regeneration  being  ac- 
mpliuhed  with  considerable  difficulty  at  first,  but  finally  it  was  done 
Ivantageously  as  follows: 

"The  (oul  solutions  were  heated  and  passed  over  deaii  roasted  matte  finefi, 

^d  in  looBT-bottomod  trays  arranged  in  aeries  in  upright  rows.     By  this 

Ihod  oD  the  sulphuric  ucid  in  solution,  down  to  about  2  gnn.  |ier  100  c.c,  was 

alisvd  and  combined  with  copper  and  iron.     The  solution  was  then  allowed 

■Mineral  Imiustry,  Vol.  Vill,  p.  V.)>. 

'Titus  Ulkc,  "Modern  lilectrolylic  Ct>p\ifr  Itcliiiinj","  \i.  H3. 
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to  trickle  through  heaps  of  roasted  low-grade  copper  ores,  which  resulted  in  the 
almost  complete  neutralization  of  its  acid  contents.  It  was  then  diluted  with 
washwaters  down  to  10  to  12^  B.  and  heated,  to  free  the  solution  from  iron, 
arsenic,  tin,  and  bismuth,  in  lead  pans,  which  were  provided  with  an  appliance 
for  injecting  compressed  air  into  the  solution.  Anode  scrap  was  suspended  in 
the  pans  so  as  to  neutralize  any  remaining  portion  of  acid,  and  to  take  up  any 
new  acid  set  free  through  the  separation  of  iron  hydrates,  and  thereby  form 
copper  sulphate.  By  blowing  compressed  air  into  the  solution  heated  to  about 
50°  C,  the  copper  in  the  anode  residue  or  scrap  was  quickly  dissolved,  and  the 
separation  of  the  iron,  arsenic,  antimony,  tin,  and  bismuth,  which  occurred  ndien 
the  solution  had  been  nearly  or  completely  neutralized,  accomplished.  The 
solution  was  then  concentrated  up  to  14  to  15°  B.  and  clarified  in  special  reser- 
voirs. It  now  contained  3.5  to  4  grm.  of  copper  per  100  c.c,  and  of  impurities 
only  0.5  to  1  grm.  iron,  besides  traces  of  zinc,  nickel,  and  cobalt,  and  was  there- 
fore pure  enough  for  rouse  as  electrolyte.  The  excess  of  purified  electroljie 
which  gradually  accunmlated  with  this  method  of  regeneration  was  eventually 
withdrawn  from  the  circulating  system  and  worked  up  into  blue  stone.  The 
electrolytic  copper  j)ossessed  a  purity  of  at  least  99.9  per  cent,  by  analysis,  and 
averaged  99.93  per  cent,  copper." 

• 

If  cupric  sulphate  is  crystallized  out  of  impure  solutions  and  redis- 
solvcd  in  wat(»r,  it  may  he  (^loctrolyztMl  to  deposit  the  copper  and  liberate 
the  combined  Hul])huric  acid.  The  acid  solution  may  then  be  again 
applied  to  the  ore,  with  all  or  most  all  of  the  iin])urities  eliminated. 

lioepfnor*  j)ropos(Ml  pr(»cii)itatiii<i;  the  impurities  from  a  chloride 
solution  with  oxychlorido  of  C()i)per.  In  doing  this,  some  of  the  cuprous 
chloride  in  the  solution  is  converted  into  the  oxychloride  of  copper  by 
blowing  air  or  oxygen  into  the  elect rolyto: 

Cu.,Cl.^-()-(^l..('l..(). 

^'Tliis  i.s  most  conveniently  done  by  cooling  the  solution,  or  a  part  thereof  to 
precipitate  the  cuprous  ciihiride,  which  is  then  converted  into  the  oxychloride  by 
C(mtact  with  air.  This  solid  precipitate  is  a  most  efficient  reagent  for  iron  and 
to  enrich  solutions  poor  in  copper  so  a.s  to  make  it  more  suitable  for  electrolysis. 
The  reaction  may  be  cxpres.sod  as: 

M  'UjC  '1.0  +  2FeCK  =  4Cu(  '1, 4  C'u,(  \  +  Fe,0,. 

Lime,  the  caustic  alkalis  or  alkaline  earths,  or  their  carbonates,  may  be  used  as 
precipitants:  or  the  oxides  or  carbonates  of  metals,  as,  for  instance,  of  copper, 
may  bo  crnployod  in  the  separation  of  the  undcsiral)lo  metals  from  the  electrolyte, 
the  metals  l)oing  precipitated  according  to  the  procii>itant  used  in  the  form  of 
oxide  or  in  tiio  form  of  arsenate*  and  antiiiionato  of  iron  or  copper,  the  arsenic 
and  antimony  l>oing  present  in  tlie  solution  in  the  form  of  arsonious  and  antimon- 
ious  acids,  or  arsenic  aii<l  antirnonic  acids  which  arc  convert o<l  by  the  precipitant 
into  insoluble  arsenic  and  antirnonic  .salts.  wliil(»  if  an  o\id(?  or  carbonate  of 
copper  is  u^ed  the  ar>eni<'  and  antinmiiy  are  converted  into  insoluble  arsenate  or 

lU.  S.  Patents  No.  :),)7,\:\l),  Oct.  24,  \S\):\,  and  No.  7(M,039,  July  15,  1902. 
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arsenite  of  copper  and  the  corresponding  salts  of  antimony.  Inasmuch  as  the 
electrolyte  contains  copper  it  may  readily  happen  that  the  salts  last  referred  to 
will  be  formed  without  the  use  of  a  copper  salt  when  lime  or  an  alkali  is  used  as 
the  precipitant.  In  either  case,  but  a  comparatively  small  proportion  of  the 
copper  goes  over  with  the  precipitant,  which  quantity  is  in  no  case  greater  than 
the  quantity  of  the  arsenic  and  antimonic  salts  precipitated." 

Greenawalt  purposes  purifying  chloride  solutions  by  electrolyzing 
conimon  salt  to  form  caustic  soda  and  chlorine;  the  caustic  soda  is  used 
as  a  precipitant  of  the  impurities,  and  the  chlorine  to  produce  acid. 

In  purifying  the  electrolyte,  a  certain  portion  is  withdrawn  from  the 
cycle  of  operation,  and  the  caustic  soda  applied  to  it; 

RCl3  +  2NaOH  =  2NaCl-fR(OH)2 

in  which  R  may  represent  any  or  all  the  base  metals. 

In  this  way  the  base  metals  are  precipitated  and  the  sodium  chloride 
regenerated.  The  chlorine  liberated  by  electrolysis  of  the  salt  is  combined 
with  sulphur  dioxide,  in  the  presence  of  water,  or  the  solution,  to  form 
acid; 

2Cl-hSOj  +  2H20  =  2HCl-fH2SO,. 

In  this  way  all  the  undesirable  impurities  are  eliminated  from  the  solu- 
tion, and  a  corresponding  amount  of  acid  solution  regenerated. 

In  the  purification  of  the  electrolyte  it  is  generally  assumed  that  a 
pure  deposit  of  copper  is  necessary.  If  the  impurities  in  the  electrolyte 
do  not  materially  interfere  with  the  efficiency  of  the  process  it  would 
be  better  to  work  with  impure  solutions  even  though  an  impure  copper 
is  deposited.  There  is  no  reason  why  the  purity  of  the  deposited  copper 
should  be  a  matter  for  serious  consideration. 

The  relative  efficiency  of  the  process,  due  to  impurities  in  the  electro- 
lyte is  more  serious  than  the  relative  purity  of  the  copper.  Some  ele- 
ments cause  serious  loss  of  efficiency  if  present  in  certain  combinations, 
while  in  other  combinations  the  loss  cannot  be  considered  of  much 
consequence.  Ferric  salts,  for  example  in  the  electrolyte,  may  cause  a 
serious  loss  of  efficiency,  while  ferrous  salts  are  comparatively  harmless. 
And  this  applies  generally  to  the  elements  which  have  different  valencies 
for  different  combinations,  and  which  arc  capable  of  oxidation  and 
reduction  in  the  electrolyte  due  to  electrolysis. 

Depolarizers. — Various  depolarizers  have  been  suggested  in  connection 
with  the  electrodeposition  of  copper;  among  the  most  important  is  sul- 
phur dioxide.  The  use  of  reducing  gases,  and  particularly  sulphur 
dioxide,  for  the  depolarization  of  insoluble  anodes  in  the  deposition  of 
copper,  was  described  as  long  ago  as  1878  by  Co})ly.  Later  Luckow 
used  sulphur  dioxide  in  the  electrolysis  of  zinc  solutions,  and  its  applica- 
tion in  more  recent  years  has  been  quite  common  and  well  understood. 
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If  eupric  sulphate  is  oloctrolyzed : 

( UiSO ,  -V  electric  current  =  Cu  +  SO  ^. 

The  resulting  products  an*  copper  at  the  cathode  and  sulphion  at  the 
anode.     The  liberation  of  the  SO^  at  the  anode  immediately  results  in  a 

secondary  reaction, 

S(),-hH,0  =  H2S0,H-0 

wluTeby  water  combines  with  the  sulphion  to  form  sulphuric  acid,  whfle 
oxygen  is  rel(»ased.  If,  how(»ver,  sulphur  dioxide  is  in  the  anode  solution, 
the  SO^  and  80,  combine,  with  water,  to  form  two  atoms  of  sulphuric 
acid, 

SO,  i-S(),-|  2H,0  =  2H2SO, 

and,  th(M)retically,  no  oxygen  is  released.  This  reaction  develops  a 
<'ertjiin  electromotive  force  at  the  anode,  in  the  same  direction  as  the 
curr(»nt,  and  thus  reduces  tlu*  necessar}'  voltage  in  the  decomposition  of 
\\\v  copper. 

If  sulphur  dioxide  is  used  in  connection  with  chloride  solutions,  the 
<'l('ctric  current  decomposes  the  copper  chloride  into  copper  and  chlorine, 

L^Cud  -f  electric  current  =  2Cu  +  2Cl. 

The  chlorine  combining  with  the  water, 

2C1  + 11,0  -211(1+0  -MO,SOO  calories, 

h»  |)nMluce  hydrocldoric  acid  and  release  oxygen,  and  thus  chlorine  may 
IxM-nmc  an  oxidizing  agent.  This  reaction  takes  place  very  slowly,  but 
flir  u\vg<Mi  can  immediatelv  exert  a  further  chemical  action  in  the 
l»n'  :riirr  nf  sulphur  dioxi(l(»,  when  a  rapid  decomposition  of  water  takes 

pIlHM', 

2C1  i- SO, +  211, ()---!  1, SO, +  2 HC1  + 74,400  calories 

ill  w  liii  li  casi*  th(»  chlonne  released  at  the  anode  is  by  secondary  reaction, 
I  Mii\  iiiril  into  sulphuric  and  hydrochloric  acids  with  the  development  of 
VI.HMI  rjihuii's,  which  t(Mids  to  reduce  the  voltage  in  the  operation. 
I  )iihnMrilv.  chlorine  will  be  given  olT  at  the  anode  in  the  absence  of  sulphur 
iliii. iilf,  ln'cjiusr  th(»  oxidizing  action  of  chlorine  is  exceedingly  slow;  in 
ihi-  pn-  ••iicr  of  sulphur  dioxide  the  amount  of  chlorine  released  will 
ill  piiiil  upon  thr  current  density.  If  the  current  density  is  sufficiently 
Imw  In  |irrinil  (»f  the  released  chlorine  coming  in  contact  with  the  sulphur 
iliii  Miir  1m  lote  either  can  esca])e.  no  chlorine  will  appear,  as  such. 

iMliri  irMiiions  hav(»  been  sugg(»sted  in  the  decomposition  of  copper 
I  unipnurnl...  Mcting  on  the  principle  of  depolarizers.  In  l^ody's  process, 
biiMU    chloride  is  converted  into  ferric  chloride  bv  the  chlorine  released 
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at  the  anode;  in  the  Siemens-Halske  process  ferrous  sulphate  is  recon- 
verted to  the  ferric  sulphate  in  the  deposition  of  the  copper  from  a  solu- 
tion of  cupric  and  ferrous  sulphates;  and  in  the  Hoepfner  process,  in 
which  the  copper  is  deposited  from  a  cuprous  chloride  solution  and  a 
certain  amount  of  the  cuprous  chloride  converted  back  to  the  cupric 
chloride  by  the  chlorine  released  at  the  anode. 

In  all  of  these  reactions,  the  electromotive  force  developed  works  in 
the  direction  of  the  current  and  thus  reduces  the  necessary  voltage.  The 
approximation  of  the  theoretical  to  that  realized  in  practice,  depends  on 
the  conditions  of  operation,  principally  among  these  conditions  is  the 
current  density.  If  tte  current  density  is  so  low  as  to  permit  all  of  the 
anode  gases  to  combine  with  the  depolarizer,  the  theoretical  efficiency 
may  be  quite  closely  realized. 

Rapid  Deposition  of  Copper. — To  rapidly  deposit  a  metal  from  solution 
by  the  electric  current,  it  is  necessary  that  the  metal  ions  be  present  in 
sufficient  number  at  thie  cathode.  If  a  comparatively  high  cathode  density 
is  used,  the  danger  is  that  the  electrolyte  in  proximity  to  the  cathode 
becomes  poor  in  the  ions  deposited,  and  other  processes  start,  especially 
the  development  of  hydrogen.  To  counter  this  tendency,  it  is  necessary 
to  artificially  bring  fresh  electrolyte  to  the  cathode  surface,  as  for  instance, 
by  stirring,  or  rotating  the  cathode. 

In  an  ordinary  electrolyzer,  if  the  electrolyte  is  not  agitated  or  cathode 
rotated,  as  soon  as  the  current  is  switched  on,  copper  is  deposited  on  the 
cathode  and  a  thin  layer  of  electrolyte  touching  the  cathode  becomes  in 
consequence  impoverished  in  copper.  Before  more  deposition  can  take 
place  this  thin  layer  of  exhausted  electrolyte  has  to  be  removed.  If  left 
to  itself,  removal  and  changing  will  take  place  quite  slowly,  nevertheless 
it  will  be  fast  enough  to  supply  sufficient  copper  ions  to  the  cathode  if 
the  current  density  is  correspondingly  small.  No  loss  of  efficiency  would 
therefore  result.  If,  however,  the  current  be  greater  than  the  correspond- 
ing removal  of  the  impoverished  electrolyte  from  the  cathode,  the  current 
will  sieze  upon  the  next  available  material  in  the  electrolyte,  and  the 
result  will  be  a  corresponding  loss  of  efficiency  and  impure  and  rough 
copper  deposited.  To  prevent  this  action  from  taking  place  it  is  neces- 
sary to  remove  the  film  of  exhausted  electrolyte  as  rapidly  as  it  is  formed, 
either  by  violent  circulation  of  the  electrolyte,  friction,  or  rotating  cath- 
ode. Consequently  the  process  which  most  effoctujilly  removes  the 
impoverished  electrolyte  from  the  cathode,  and  which  at  the  same  time 
will  give  the  most  uniform  distribution  of  current  and  tlie  most  uniform 
strength  of  electrolyte  over  the  whole  surface  of  the  cathode,  should  l)e 
the  one  to  produce  the  highest  eifficiency,  the  best  deposits  of  copper,  and 
allow  of  the  highest  current  density. 

Various  methods  are  employed  to  accomplish  these  results.  One 
generally  used,  is  to  place  the  electrolyzers  in  cascade  series,  that  is  to 

20 
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-™i'-i-:  uffewncc  in  level  between  one  electro! 
-     -la;  -ae  electrolyte  pumped  into  a  tank  at 

-  .  .-iL  itito  it.  and  gradually  flows  through 

— .es-  :roi»  the  lowest  in  the  series  and  is  a 
.,1.    f  -o  the  leaching  vats.     The  rapidity  of 

.  ■M  difference  in  level  between  any  two  Is 
X    sfif.     If  the  tank  has  not  sufficient  slant, 

.  -iie  circulation  is  at  all  rapid. 


L..-v\>ttt[>lisliiiiK  (he  siinic  iini].iiso  is  to  force  uir  ii 
■:\U'  while  llic  cl<'rtviilysis  is  in  ])rof;resj<.  C 
•UvMvlvie  is  iiKitatotl  wilh  air,  liiiil  )li(Mi);it;ili.n 
[MVts  \'i  ihc  clccfnilyKiT.  Si.iiiotiines  stirn 
^■1  ttwn  the  electrinlcs  are  ii^cd  lo  better  advanti 
,1  ;v>u  is  likely  to  bo  riioie  uiiil'onii.  The  electroly 
cAihvvlos  ill  jetd  ha«  given  good  results,  but  is  n 
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P'iG.  55 1. — Hoepfner  revolving  cathode 
apparatas    Section. 


nowhere  u.sed.  A  rotating  cathode  gives  excellent  results,  but  a  ven- 
different  type  of  cell  Ls  required  than  when  any  of  the  other  methods  are 
employed.  If  diaphrams  must  be  used,  a  rotating  cathode  may  offer 
some  con.<tructional  diflBculties,  which,  however,  need  not  be  insur- 
mountable. Fig.  o4  shows  one  form  of  revolving  cathode  apparatus 
devised  by  CoflBn*  in  whicrh  A  is  the  electrolyzer,  lined,  preferably,  with 
sheet  lead,  B  is  a  post  or  pedestal  secured  in  the  center  of  the  tank  and 
surmounted  bv  a  metallic  head  D,  or  socket,  E  is  the  cathode  cvlinder, 
and  0  the  anodes.     Figs.  55  and  55 1  represent  another  form  of  apparatus 

devLsed  by  Hoepfner*  in  which  d  indi- 
cates the  carbon  anodes,  D  the  dia- 
phragms, and  a  the  cathodes,  revolving 
on  a  horizontal  shaft  r.  In  addition 
to  the  revolving  cathode,  brushes  are 
sometimes  used  and  adjusted  so  as  to 
cause  friction  on  the  deposited  cathode 
material.  Cowper-Coles  found  that 
copper  possessing  the  advantages  of 
hard  rolled  copper  of  high  tensile 
strength  and  free  from  porosity  can  be 
deposited  to  any  thickness  desired  at 
a  rapid  rate  by  revolving  the  cathode 
at  a  p(Mi])heral  s])ee(l  of  from  1500  to  2000  ft.  per  minute  when  employ- 
in*!;  current  densities  of  200  amperes  per  square  foot  of  cathode  surface 
and  an  electrolyte  containing  12.5  per  cent,  of  copper  sulphate  and  13 
per  cent,  of  sulphuric  acid  at  a  temperature  of  40°  C 

In  experimental  work  in  the  laboratory  of  applied  chemistry  at  the 
rniversit  V  of  Wisconsin*  it  was  observed  that  the  critical  current  densitv, 
that  is  to  say  the  current  density  at  which  powdery  deposit  occurs,  is 
approximately  pr()])ortional  to  the  speed  of  rotation,  or  better,  to  the 
linear  feet  per  minute,  as  the  cathode  speed  depends  upon  the  speed  of 
rotation  and  the  diameter  of  the  revolving  cathode. 

Belts'^  uses  anodes  preferably  in  the  form  of  rods,  and  gives  to  them 
a  reci])rocatin^  motion  in  a  direction  perpendicular  to  their  length, 
whereby  th(»  layer  of  electrolyte  touching  the  anode  is  rapidly  changed. 
In  <'l(NtroIyziii^  a  solution  of  ferrous  and  cupric  sulphates,  with  a  dia- 
])hra'zm,  deposit inj::  copper  on  a  cathode,  and  converting  ferrous  to  ferric 
snl|)li:ite  jit  the  anode,  and  with  a  circulation  of  electrolyte  that  was prc- 
vion>ly  coiisidenMl  :un])ly  suffici(»nt,  the  electromotive  force  required  to 
wt>rk   tlie  cell    was  considtM'ably   reduc(Ml,  the  evolution  of  gas  at  the 

'  r.  S.  Pat.   n.VOLM.  Nov.  12,  18S9. 

'  V.  S.  Pat.  .-)9>i.lS(),  Feb.  1,  1S9S. 

=*  i;.  S.  Patent  ^95,163,  Aug.  4,  1908. 

*J.  (i.  Zimmerman,  X.  Y.  Meeting  Electrochemical  Society,  1904. 

*  U.  S.  Pat.  H03,543  Nov.  7,  1905. 
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By  aiopped,  and  the  current  efficiency  raised  from  about 

TOO  per  cent,  on  giving  the  anodes  a  reciprocating  motion 

^hutidred  complete  cycles  per  minute,  nnth  an  amplitude  of 

ELECTROLrnc  SULPHATE  PROCESSES 

olj-tic  sulphate  processes  may  be  divided  info  two  general 
i  QD  the  solvent,  as, 

Sulphuric  Acid, 
Ferric  Sulphate, 
tvident  that  neither  of  these  processes  can  be  carried  out  to  the 
I  of  the  other.     All  solutions  resulting  from  leaching  roasted  or 
i0res  wilt  have  more  or  less  iron  sulphate  either  in  the  ferric  or 
mdition,  and  the  utility  of  a  neutral  solution  of  ferric  sulphate, 
red  with  an  acid  solution,  is  questionable.     Sulphuric  acid  is  an 
B  solvent  of  L-opper  from  roasted  or  oxidized  ores,  and  is  to  be 
Pjr  preferred.     On  certain  chalcocite  ores  ferric  sulphate  has  given 
WtUts  without  roasting. 
I  a  copper  sulphate  solution   containing  ferrous  sulphate,   both 
c  acid  and  ferric  sulphate  may  be  regenerated  during  electrolysis, 
B  formal  ion  of  ferric  sulphate  much  of  thcdifficultiesin  theelec- 
Bof  inipureeoppersulphatesolutionsmaybeattributed.     If  asoiu- 
B  of  copper  sulphate,  as  for  example  that  derived  from  leaching  copper 
<,  is  electrolyzed  without  a  diaphragm,  then  in  addition  to  the  reaction; 
CuSO,  +  H,0  + Electric  CrT*nt  =  Cu  +  H,SO,  +  0, 
here  may  also  take  place, 

CuS0,  +  2FeS0,  +  Elcctric  Current  =Cu  +  Fej(SiO,)j, 
3FcS0 .  +  Electric  Current  =  Fe  +  Fe^CSO J ,. 
The  ferric  sulphate,  finding  its  way  back  to  the  cathode,  and  under  the 
influence  of  the  current,  gives  rise  to  revemblc  reactions,  thus: 
Fe,(SOJ,-Cu  =2FeS0.  +  CuS0„ 
Fe,(SOJ,+Fe  =3FeS0., 
thus   nullifying  the  previous  reactions,  and  resulting  in  a  loss  of  effi- 
ciency.    This  loss  will  depend  largely  on  the  amount  of  iron  in  the  solu- 
tion.    If  the  iron  is  excessive,  the  copper  may  be  dissolved  as  rapidly  as 
precipitated,  and  the  sum  total  of  the  energy  expended  will  be  nil,  so 
far  B3  any  useful  effect  is  concerned. 

If  a  suitable  diaphragm  is  interposed  between  I  he  electrodes,  then 
both  sulphuric  acid  and  ferric  sulphate  are  regenerated,  but  the  delftcrious 
reactions  at  the  cathode  are  avoided,  and  the  current  efficiency  may 
very  closely  approximate  the  theoretical,  but  the  energy  efficiency  will 
be  governed  somewhat  by  the  resistance  of  the  diaphragm.   The  relative 
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amounts  of  sulphuric  acid  and  ferric  sulphate  regenerated  at  the  anode, 
will  depend  mostly  on  the  relative  proportions  in  the  solution.  If  the 
ferroiis  sulphate  is  highly  concentrate*!  then  ferric  sulphate  will  be 
largely  regenerated,  and  the  process  becomes  one  in  which  ferric  sulphate 
is  u«e«J  as  the  lixiviant  and  in  which  the  resulting  ferrous  sulphate  is  re- 
generated to  the  ferric  sulphate. 

Sulphuric  Add  Process. — The  simplest  form  of  the  electrohtic  sul- 
phate process  is  when  sulphuric  acid  is  used  as  the  initial  solvent  to 
extract  the  copper  from  its  ores  and  the  sulphate  solution  thus  obtained 
elect rolyzed  to  deposit  the  copper  anii  again  liberate  the  combined  acid. 
Copper  in  its  sulphide  combinations  is  not  soluble  in  sulphuric  acid;  it  is 
therefore  necessary'  to  roast  the  ore  if  a  sulphicie  before  the  solution  of 
the  copper  can  be  effected.  After  roasting,  the  copper  will  usually  be  in 
the  form  of  oxide  or  sulphate,  depending  upon  the  nature  of  the  roast. 
In  any  event,  the  sulphuric  acid  may  be  regarded  as  acting  on  the  oxide 
of  copper: 

CuO  ^  H5SO,  =  CuSO.  -  H,0. 

The  copper  sulphate  so  produced,  in  addition  to  that  soluble  in  the 
ore,  is  then  electrolvzed: 

CuSO^  —  Electric   current  =  Cu  -  SO^. 
S0,^H30  =  H,S0,-0. 

The  current  decomposes  the  coj)per  sulphate,  depositing  the  copper  on 
the  cathode,  and  the  acid  radical  is  lilx^rated  at  the  anode.  The  acid 
radical,  combining  with  water,  is  converted  into  an  equivalent  amount 
of  sulphuric  acid  to  that  from  which  the  copper  was  deposited,  and  oxygen 
makes  its  appearance  at  the  anode  as  a  result  of  the  secondary  reaction. 
For  every  pound  of  copper  deposited  1 .54  lb.  of  acid  is  regenerated. 

If  there  were  nothing  to  consider  but  the  solution  of  the  copper  from 
the  ore  with  sulphuric  acid,  and  the  elect rohtic  decomposition  of  the 
resulting  copper  sulphate  solution  into  metallic  copper  and  the  acid 
radical,  this  would  be  a  perfect  process,  requiring  nothing  more  than  the 
expenditure  of  a  certain  amount  of  energy  to  carry  it  on  indefinitely. 
The  difficulties,  however,  in  j>riictically  carrying  out  this  simple  process 
arc  considerable. 

Much  of  the  acid  consumed  in  treating  copp)er  ores  reacts  with  the 
base  elements,  and  hence  there  is  not  sufficient  acid  regenerated  to  treat 
the  next  charge  of  ore:  so  that  the  deficiency  has  to  be  made  up  in  some 
<nlier  way.  The  difficulty,  therefore,  of  the  solution  of  the  copper  is 
only  partially  solved,  n(»vortliel(»ss  it  is  a  ^rreat  st(»p  in  advance  of  iron 
precipitation,  where  all  the  acid  is  irrecoverably  lost.  If  the  ore  is  a 
sulphide,  and  has  to  be  roasted,  some  of  this  difficulty  may  be  overcome 
by  roasting  as  much  of  the  copper  as  possible  to  sulphate  rather  than  to 
oxide.    The  sulphate  or  copper  thus  formed  is  the  same  as  that  produced 
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by  the  action  of  sulphuric  acid  on  copper  oxide,  so  that  while  less  acid  is 
used  in  dissolving  the  copper  from  the  ore  more  acid  is  regenerated  in 
the  electrolysis  by  the  amount  of  copper  soluble  in  the  ore  as  sulphate. 
The  deficiency  may  also  be  supplied  by  installing  a  small  acid  works 
in  connection  with  the  other  metallurgical  operations,  or  it  may  be  pur- 
chased from  acid  manufacturers,  but  both  of  these  methods  add  con- 
siderable to  the  expense,  and  hence  do  not  ingeniously  solve  the  difficulty. 
Further,  the  impurities  in  the  ore,  which  cause  an  irrecoverable  loss 
of  acid,  also  contaminate  the  electrolyte,  and  cause  difficulty  in  the 
electrolvsis. 

No  really  satisfactory  anode  for  sulphate  solutions  has  yet  been 
discovered.  Lead  is  ordinarily  used  for  the  insoluble  anode  in  depositing 
copper  from  sulphate  solutions,  and  while  lead  makes  the  best  anode  for 
sulphate  solutions,  it  is  far  from  being  satisfactory.  In  depositing 
copper  from  sulphate  solutions,  oxygen  is  released  at  the  anode;  this 
oxygen  is  not  entirely  harmless,  but  attacks  the  lead  and  converts  it 
into  the  peroxide,  PbOj.  The  peroxide,  in  addition  to  destroying  the 
anode,  offers  considerable  resistance  to  the  electric  current,  and  thus 
necessitates  an  excessive  consumption  of  power. 

In  a  very  careful  test  made  by  Thomas  P.  Hughes,  in  Denver,  to 
determine  the  peroxidation  of  antimonial  lead  anodes  in  electrolyzing 
copper  sulphate  solution  produced  by  leaching  Arizona  carbonate  ore, 
the  following  results  were  recorded: 

Duration  of  test,  75 .  78  hours. 
Copper  deposited,  6 .  56  lb. 

Average  current,  30.0    amperes. 
Anode  area,  3.5    sq.  ft.    , 

Cathode  area,  3.5    sq.  ft. 

Current  density,  8 . 5    amperes  per  square  foot. 

Average  voltage,  2.0    volts. 

Watts,  60 . 0 
Kilowatt-hours,  4 .  547 

.  Copper  per  k.  w.-hour,  1.4  lb. 

There  were  15  sheet  copper  cathodes,  and  14  antimonial  lead  anodes, 
each  6X6  in.  The  anodes  increased  14  oz.  in  weight.  There  was  a 
black  coating  of  peroxide  of  lead  on  the  anodes,  which  could  easily  be 
scraped  off.  The  increased  weight  of  the  anodes  was  evidently  due  to 
the  oxygen  combined  with  the  lead  to  form  the  peroxide.  As  86.6  per 
cent,  of  peroxide  of  lead  is  lead,  and  13.4  per  cent,  oxygen,  it  follows  that 
5.6  lb.  of  lead  was  peroxidized  in  depositing  6.56  lb.  of  copper;  or  for 
every  pound  of  copper  deposited,  0.85  lb.  of  lead  was  peroxidized.  The 
peroxide  of  lead,  unless  closely  watched,  is  likely  to  drop  to  the  ])ottom 
of  the  electrolyzer  and  short  circuit  the  current.  la  this  experiment 
the  current  was  not  operating  continuously;  it  was  turned  on  in  the 
morning  and  shut  down  in  the  evening. 
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In  experiments  made  by  Greenawalt  to  get  more  information  on  the 
rate  of  oxidation  of  lead  anodes,  one  test  of  1000  ampere-hours,  continu- 
ous run,  with  a  current  density  of  20  amperes  per  square  foot  resulted 
in  depositing  37  oz.  of  copper  and  in  producing  1*4  oz.  of  lead  peroxide. 
Another  run  of  500  ampere-hours  was  made  in  which  20  oz.  of  copper 
was  deposited  and  3  oz.  of  peroxide  recovered.  While  still  another  run 
of  1458  ampere-hours,  with  a  higher  current  density  produced  60  oz.  of 
copper  and  only  3  1/4  oz.  of  peroxide  of  lead. 

There  is  no  difficulty  in  collecting  the  peroxide  and  again  reducing  it  to 
metallic  lead  to  l^e  reused  for  anodes,  but  it  necessitates  an  extra  expen.se 
in  the  operation  of  a  plant  which,  however,  is  largely  compensated  for  by 
the  fact  that  with  the  exception  of  a  small  loss  in  reduction  there  is  no 
cost  for  material  for  replacements. 

The  suggestion  naturally  occurs  that  if  the  peroxide  of  lead  is  the 
ultimate  ])roduct  of  the  lead  anode,  why  not  make  an  anode  of  peroxide, 
and  thus  overcome  entirelv  the  difficulties  due  to  oxidation?  This  has 
been  tried  repeatedly,  and  Hughes  tried  it  in  various  ways,  but  the 
resistance  to  the  electric  current,  even  with  a  good  conducting  skeleton, 
was  so  high  as  to  put  it  beyond  further  consideration. 

If  sulphur  dioxide  is  used  as  a  depolarizer  in  the  electrolysis  of  copper 
sulphate  solutions,  then,  theoretically,  twice  the  amount  of  acid  com- 
bined with  the  copper  is  regenerated: 

SO, +  80, +  2H2()  =  211280, +21, 320  calories, 

])ut  it  is  difficult  to  carry  this  out  in  ])ractice,  for  the  reason  that  the 
sul])hur  dioxide  and  the  acid  radical,  at  the  moment  of  liberation,  cannot 
be  brouglit  iirto  sufficiently  intimate  contact  to  make  it  effective,  espe- 
cially if  a  reasonably  large  curnMit  density  is  used. 

If  sulphur  dioxide  is  used  as  a  dej)olarizer,  some  of  the  lead  in  the 
anode  will  be  convertcul  into  the  sulphate,  but  the  action  of  the  forma- 
tion of  sulphate  of  lead  is  very  much  slower  than  in  the  ordinary  elec- 
trolysis where  the  lead  is  converted  into  the  peroxide.  The  lead  sulphate. 
however,  is  more  difiicult  to  reconvert  back  into  metallic  lead  than 
the  oxide. 

Th(»  (Miergy  re(|uired  to  (lecompos(»  an  aqueous  solution  of  copper 
sulj)hiite  is  th(M)retically,  1.22  volts.  In  ])ractice  it  will  usually  vary 
between  l.o  and  3  volts,  dej)ending  princi])ally  upon  the  current  density 
us(m1.  Tile  theoretical  out})ut  of  (•oj)j)er  is  therefore,  38.35  lb.  per  h.  p.- 
day.  or  .')1.43  lb.  per  k.  w.-day.  of  21  hours.  If  a  depolarizer  is  used,  such 
for  e\:iinj)l('  as  sulpiiur  dioxide,  then  tli(*  acid  radical  combining  with 
the  .'^ulphiir  dinxidc  to  form  sulpliuric  acid,  will  develop  an  electromotive 
force  workiii<;  witli  tiie  current,  and  thus  reduce  the  the(»r(*tical  voltage, 
but  the  anioiiiu  of  tiiis  i-e(hiction  is  limited  larjrelv  bv  the  current  density 
(Muployed.  and  the  coinpletcMiess  with  which  the  two  substances  are 
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brought  in  contact  with  one  another  at  the  moment  the  acid  radical  is 
released  at  the  anode.  Tossizza^  ascertained  by  experiment  that  the 
transformation  of  the  sulphur  dioxide  into  sulphuric  acid  at  the  anode 
gives  rise  to  an  electromotive  force  which  diminishes  the  necessary  volt- 
age and  lowers  it  to  0.2  volt. 

While  the  theoretical  voltage  gives  much  desirable  information,  it  is 
always  best,  indeed  necessary,  to  get  the  voltage  by  direct  experiment 
because  there  arc  so  many  factors  which  occur  in  practice  that  do  not 
occur,  and  cannot  be  taken  into  account  in  the  theoretical  determina- 
tions. The  practical  voltage,  once  determined,  is  always  constant,  and 
is  independent  of  the  magnitude  of  the  operation.  This  is  a  factor  which 
can  be  just  about  as  accurately  determined  on  a  small  scale,  on  a  labo- 
ratory basis,  as  in  a  large  working  plant.  Similarly,  the  amount  of  copper 
deposited  from  a  certain  electrolyte,  on  a  small  scale  under  the  conditions 
obtaining  in  practice,  will  always  be  constant,  no  matter  what  the  scale 
of  operations  may  be.  For  this  reason,  the  factor  of  efficiency,  and  of 
voltage,  can  be  quite  accurately  determined  beforehand  for  any  par- 
ticular process  and  made  the  basis  of  calculations  of  a  large  plant  of  any 
sized  unit. 

For  sulphate  solutions,  in  practice,  with  a  current  density  of  5  to  10 
amperes  per  square  foot,  the  voltage  will  usually  be  found  to  vary  from 
1.5  to  2.5  volts.  The  practical  energy  efficiency  can  only  be  determined 
by  weighing  the  copper  deposited  in  a  certain  definite  time,  under  an 
observed  voltage  and  current.  It  will  be  found,  in  making  such  tests, 
that  frequently  the  results  will  be  far  from  the  theoretical,  and  that  the 
temperature,  purity  of  the  electrolyte,  and  current  density  have  much 
to  do  with  the  efficiency.  The  best  that  can  be  done  in  practice  is  to 
approach  the  theoretical  efficiency  although  it  does  not  follow  that 
the  most  efficient  process  in  the  electrolysis  is  the  most  economical  in 
operation. 

Electrolytic  Extraction  of  Copper  From  Ore  at  Medzianka,  Poland. — 
At  Medzianka,  a  copper  mining  locality  in  Russian  Poland,  about  50 
miles  from  Cacrow,  and  140  miles  east  of  Breslau,  explorations  by  the 
Laszczynski  brothers,  led  to  the  discovery  of  ore  bearing  limestone, 
about  11/4  miles  long  and  150  ft.  wide,  containing  copper  ore  inter- 
spersed in  strips  1/2  in.  thick,  with  calc  si)ar  and  some  quartz.  The 
mineral  is  almost  entirely  copper  glance,  but  mixed  with  it  is  a  little 
azurite  and  malachite. 

The  produce  of  the  mine  has  been  divided  into  ore  with  50  per  cent,  of 
copper  which  is  separated  underground,  and  mixed  ore  with  IG  to  20 
per  cent,  copper  containing  calcite  and  pieces  of  limestone,  which  is 
improved  by  hand  picking,  at  the  surface.     The  ore  as  brought  from  the 
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mine  is  cnished  in  rolls,  mixed  with  5  per  cent,  of  damp  brick  earth  and 
m()ul(l(Ml  into  blocks,  which  when  dried  by  the  waste  heat  of  the  furnace, 
ar(»  subj(»ct(*d  to  a  paitial  roasting  in  a  kiln  fired  from  the  outside, 
with  free  access  of  air,  which  converts  the  copper  into  sul])}iat<^  and 
oxide. 

The  roasted  blocks  are  then  crushed  fine  and  leached  in  lead  lined 
wooden  tanks,  with  the  elect rolyzed  solution  from  the  electrolytic  cells 
containing  al^out  5  per  cent,  of  free  sulphuric  acid.  A  liquor  containing 
about  5  p(M*  cent,  of  copper  and  1  per  cent,  free  sulphuric  acid  is  obtained. 
This  solution  is  passed  through  a  filter  press,  to  thoroughly  clarify  it, 
and  then  elect rolyzcnl  in  tanks  of  about  35  cu.  ft.  capacity.  Insoluble 
anodes  of  lead  plates  enchised  in  cloth  bags,  and  thin  copper  cathodes 
are  used.  A  current  of  1000  amperes  at  2.5  volts,  corresponding  to  a 
current  density  of  about  one  ampere  per  s(|uare  decimeter  of  cathode 
surface  (10  amperes  i)er  scpiare  foot)  is  used,  producing  metallic  copper 
free  from  sul])huric  acid  or  oxygen.  The  dej)osited  copj)er,  about  1.1 
grm.  j)er  amj)ere-hour,  is  nearly  equal  to  the  theoretical  amount.  The 
p()W(»r  consumed  ])er  kilogram  of  coj)j)er  is  2.2S  k.  w.-hours  or  3  1/2  h.  p. 
(1.3  k.  w.-hours  or  1.(5  h.  j). -hours  per  jxmnd  of  copper).  Between  the 
anodes  and  cathodes  there  are  wooden  stirrers,  which  agitate  the  solution 
during  the  entire  electrolytic  ])rocess.  The  liquor  is  exhausted  in  from 
3()  to  40  hours,  and  then  again  containing  about  1  per  cent,  copper,  and 
from  1  to  7  j)er  cent,  free*  acid,  is  ai)i)lied  to  a  fresh  lot  of  ore.  The 
cathodes  remain  in  the  ])atli  for  about  a  month,  when  the  deposit,  from 
1  to  1  11  in.  thick,  is  reni()ve(l  und  sold.  It  is  of  greater  purity  than  the 
ordinarv  elect  rolvticallv  refin(»d  c()i)ner.  The  four  baths  used  in  the 
])rocess  an*  served  by  a  Siemens  dynamo  of  1000  amperes  at  12  volts. 
Tlie  daily  outjiul  of  (:()])i)er  is  from  225  to  500  lb.  The  entire  process  is 
su])ervise(l  by  one  man  in  the  mill  witliout  any  oth(M*  trained  assistance. 

A  vital  point  in  tlie  success  of  tiie  ])r()cess  is  in  the  employment  of 
closely  fitted  bags  or  enveloj)es  of  thick  c()tton  duck  for  the  lead  anodes. 
The  bngs,  si>aked  with  sulj)huric  acid,  exclude  the  iron  salts  and  thus 
overcome  imicli  of  tiie  dilliculty  from  that  source.  Its  function  is  about 
the  same  as  a  <liaj»l»ragm.  These  cotton  l^ags  are  renewed  about  once  a 
vear. 

Tile  r.aszcvnski  process,  used  at  Medzianka,  Russia,  is  described  bv 
the  inventor  as  follows:' 

"If  a  solution  of  sulphate  of  iron.  I'cSO,,  is  elect  rolyzed,  at  the  cathode  the 
hivalent  fcrro-ion  is  UH'tallirally  dcposiicii  at  the  same  time  the  sai<l  cathion 
coiii(\s  ill  contact  with  the  iii^oJiiMc  .'iiiode.  there  i)ein<.''  no  diaphragm,  and  is  then^ 
o\i<lized  into  trivalent  fciri-ioii.  The  latter.  ho\vev(»r,  before  it  is  deposited  as 
metallic  iron  has  to  })e  roiiuced  at  the  c.-ithode  to  lerro-ion.  In  this  manner 
there  is  soon  s(^t  up  a  state  of  etjuilihrium  in  which  the  same  (juantity  of  fcrro- 
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ions  are  reduced  at  the  cathode  as  are  produced  at  the  anode.     The  chemical 
action  of  the  current,  therefore,  is  m7." 

"  In  the  present  process  the  detrimental  side  action  is  avoided  by  wrapping 
around  the  insoluble  anode  a  cover  or  envelope  of  porous  fabric.  The  wrapping 
being  permeable,  there  is  before  closing  the  circuit  no  difference  between  the 
chemical  composition  of  the  anode  and  cathode  bath.  As  soon  as  the  current 
is  turned  on,  however,  a  layer  of  pure  sulphuric  acid  will  form  around  the 
anode,  since  there  the  SO4  ions  are  discharged.  Consequently  new  sulphuric 
acid  is  generated  which  can  only  drain  off  into  the  close-fitting  envelope,  dis- 
placing in  this  manner  the  solution  of  iron  sulphate,  so  that  in  a  short  time 
a  second  process  takes  place  similar  to  the  one  described.  Since  the  ferro-ions 
and  the  ferri-ions  are  cathions,  they  travel  at  the  closing  of  the  circuit  from 
the  anode  to  cathode.  The  envelope  around  the  anode  forms  a  layer  of  quiet 
liquid,  no  matter  if  the  electrolyte  is  in  circulation,  so  that  the  traveling  of  the 
cathions  can  take  place  without  being  dis- 
turbed. The  result  of  the  two  actions  is 
that  no  ferro-ions  can  be  oxidized,  since 
none  come  in  contact  with  the  anode." 

"Referring  to  the  drawing.  Fig.  56,  in 
the  application  of  the  process  to  copper 
ores,  a  is  the  electrolytic  cell,  preferably 
made  of  wood  and  tightened  with  asphaltum 
or  the  like,  b  represents  the  copper  sheet 
(rathodes,  and  c  represents  the  anode  which 

consists  of  refined  lead  and  is  provided  with  an  envelope  of  thick  cotton  stuff; 
for  example,  fustian. '^ 

All  copper  ores  without  exception  contain  iron,  which  when  treated  with 
.sulphuric  acid  dissolves,  together  with  the  copper.  By  the  electrolysis  the  iron 
is  oxidized  at  the  anode  to  ferric  suli)hate,  which  salt  dissolves  the  copper 
deposited  on  the  cathode  equal  to  the  action  of  dilute  nitric  acid: 

Cu  +  Fe,  (SO,) ,  =  CuSO,  +  2FeS0,. 

In  this  way  the  amount  of  copper  deposited  is  not  only  reduced  to  one-half  or 
even  less,  but  also  a  brittle  and  inferior  metal  is  obtained. 

*'The  present  invention  now  prevents  the  oxidation  of  the  iron  salts  and 
makes  possible  the  direct  electrolysis  of  copper  baths  containing  iron,  even  if 
they  contain  twice  as  much  iron  as  copi)er,  with  a  useful  effect  differing  but 
slightly  from  the  theoretical,  because  the  iron  remaining  in  the  state  of 
wholly  inoffensive  ferrous  sulphate,  FeSO,,  there  is  no  corroding  action  of 
any  kind." 


Fic.  56. 


The  Laszcynski  proce.ss  for  elcctrolytically  obtaining  metals,  especially 
copper  and  zinc,  out  of  the  ores  by  moans  of  insoluble  anodes,  consists  in 
tightly  wrapping  \\w  insoluble  anode  in  a  porous  and  perfectly  permeable 
envelope,  of  fabric  or  other  material,  the  thickness  of  which  is  in  inverse 
proportion  to  the  applied  density  of  current,  for  the  purpose  of  preventing 
anodic  oxidation  of  the  cathions. 
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Plant  of  the  Intercolonial  Copper  Co.,  N.  S.  Canada. — The  plant  of  the 
Intorcolonial  Copper  Co.,  in  N.  »S.  Canada,  was  designed  by  HenryCii-  . 
niicliael,  and  according  to  Johnson*  this  plant  for  some  time  produced  I 
ynw  ton  of  electrolytic  copper  daily,  which  was  sold  to  brass  founders' 
as  eijual  to  the  best  brands  of  electrolytic  copper. 

The  copper  in  the  ore  varied  from  2  to  4  per  cent.  The  very  small 
Valiums*  in  the  precious  metals  were  lost.  The  ore  was  crushed  to  20 
in(»sh,  which  was  fed  by  screw  conveyoi^s  into  a  battery  of  15  revolving 
roasters.  These  consisted  of  long  tubes  of  cast  iron  passing  through  a 
lin^lnick  muffle,  luxated  by  a  flame  from  the  fire-box.  The  first  part  of  | 
tlie  roaster  was  a  brick  lined  drum.  All  revolved,  and  the  ore  was  first  j 
l)artially  desuli)hurized  in  brick  lined  drums.  It  was  then  passeci  to  the 
inui  tube,  when*  it  was  dead  roasted.  The  lime  was  sulphated  and  the 
iron  was  changed  to  the  ferric  state.  The  roasted  ore  from  the  revolv- 
ing drums  was  carried  by  a  chain  conveyor  directly  to  lead  lined  vats 
of  2()-tons  cai)acity.  The  roasters  had  a  capacity  of  2  to  3  tons  each 
per  day. 

Th(»  liot  ore  falling  from  the  conveyors  dropped  into  a  5  per  cent,  solu- 
tion of  sulphuric  acid.  The  solution  of  the  copper  took  place  rapidly. 
Tlir  solution  from  the  leached  ore  ccnitained  2.5  per  cent,  copper  and 
<'onsi(h'rahle  free  acid,  which  was  drawn  into  a  storage  vat.  The  tailings 
assay e( I  less  than  0.10  ])er  cent.  <'opper. 

'Hie  sohition,  as  drawn  from  the  ore  and  ])umped  to  a  storage  tank, 
was  impregnated  with  suli)hur  di<)xi(le  gas,  nuide  by  Inirning  brimstone 
ill  an  iion  pot  under  l)last.  Tlu»  coi)i)cr  solution  in  the  storage  tank, 
imprrgiiated  witli  sulphur  dioxide,  was  then  flowed  into  elect rolyzers, 
whirh  were  arranged  in  cascade  series  so  that  the  solution  could  flow 
li(»iii  one  to  the  otlier.  Sulj)hur  dioxide  was  also  blown  through  the 
I'Ircl  rolyle  in  the  (»lectrolyzers  ]\v  means  of  perforated  hard  rubber  tubes, 
v\liirh  in  adflition  to  supplying  tlie  luM^essary  sul])hur  dioxide,  agitated 
thr  riecl  rolyle,  ami  thus  gave  tlu*  desired  circulation. 

The  suli>Inir  dioxide  ])rotected  tlie  lead  anodes  from  peroxidation. 
I  III-  Minnies  were  ^^radually  converted  into  h^ad  sulphate,  but  the  sul- 
|,|iiiii/.;iii«m  was  much  slower  than  the  peroxidation  which  would  have 
,H  .  Ill  i«'d  w  it  lioiit  the  introduction  of  t  he  sulphur  dioxide. 

I. ;«!;•(•  .juaiitities  of  sulphuric  acid  wt»re  regenerated  by  the  use  of 

ulpliiii  ilio\id<'.     The  sulphui"  dioxide  also  acted  as  a  depolarizer,  thus 

M  .|iH  III'.'  the  necessary  volta.i^e.  aii<l  consetjUiMitly  the  amount  of  power, 

,1,    I  lir  rlrct  fodeposit  ioil. 

11,,.  r«,|,|)er  was  |)reci|)itat(M|  at  tin*  Intercolonial  ])lant  at  1.5  volts. 
.  ,||,  .,  niiiviit  (l('M>iiy  nl  <>  aiiiprres  per  s.juare  fool,  and  (electrodes  about 
I    I     •   Hi     a|)art.     The  current    eflicieiicy   was  about   ^M)  ])er  cent.     The 
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cathodes  were  greased  and  graphitized.  The  electrolysis  was  conducted 
until  the  copper  contents  was  reduced  from  2.5  to  1  per  cent.  The 
electrolyzed  solution,  regenerated  in  acid  by  the  secondary  anode  reac- 
tions, and  still  containing  1  per  cent,  copper,  was  returned  to  the  leaching 
vats,  and  the  cycle  continued  indefinitely. 

Keith  Process. — In  the  Keith  process  the  electrode  area  is  increased 
ill  the  different  cells,  as  the  electrolyte  becomes  improvished  in  the 
metal  being  deposited.     The  electrodes  of  each  cell  are  in  multiple  in 


Fig.  57. — Keith  process.     Tanks  arranged  so  that  there  is  a  gradual  reduction  of 
current  density,  as  the  electrolyte  becomes  impoverished  in  copper. 


the  cell,  but  in  series  in  their  relation  to  all  other  cells.     The  strengtli 
of  current  is  the  same  in  all  the  c^ells. 

It  is  evident  that  a  solvent,  stroiij:;  in  the  metal  ])oing  deposited, 
entering  the  first  cell,  will  admit  of  a  greater  current  density  in  producing 
reguline  metal  on  the  cathodes,  than  will  the  weaker  electrolyte  entering 
the  succeeding  cells  in  the  series.  The  deposition  of  metal  in  each  cell 
of  the  series  impoverishes  the  electrolyte  which  enters  the  succeeding 
cell,    and    therefore    the    current    density,    must    be    correspondingly 
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of  copper  in  the  electrolyte  in  its  course  through  the  vats.  The  current 
density  was  from  15  to  20  amperes  per  square  foot  of  cathode  area  with 
a  G  per  cent,  copper  solution,  provided  proper  circulation  and  sufficiently 
rapid  movement  of  the  electrolyte  was  kept  up  between  the  anode  and 
cathode  surfaces. 

During  the  electrolysis  there  was  a  counter-electromotive  force  of  1.6 
volts  in  each  of  the  series.  The  generator  was  operated  at  approximately 
249  volts,  which  gives,  for  128  cells,  1.87  per  cell.  The  voltage,  per  cell, 
required  was  1.87—1.60  =  0.27  volt  for  resistance  of  conductors,  etc. 

Primarily  both  the  anodes  and  cathodes  were  of  sheet  lead,  but  under 
electrolytic  action  the  anodes  became  coated  with  PbOj  and  the  cathodes 
with  copper.  As  soon  as  the  copper  deposit  reached  a  thickness  of  card- 
board it  was  stripped  off  each  lead  cathode,  which  was  then  replaced  in 
its  cell,  and  the  two  copper  sheets  thus  produced  had  connections  rivited 
on  them,  and  were  then  rehung  as  cathodes  in  some  of  the  vats,  where 
thoy  remained  a  sufficient  length  of  time  to  receive  the  desired 
thickness. 

The  Siemens-Halske  Process. — In  this  process  the  ore  is  finely  ground 
and  roasted  at  a  moderate  temperature  in  such  a  way  that  the  iron  is 
almost  completely  oxidized,  while  the  copper  is  contained  in  the  roasted 
material,  partly  as  copper  sulphate,  and  partly  as  copper  oxide,  but 
principally  as  cuprous  sulphide,  CU2S.  It  is  stated  by  the  inventors  that 
roasting  is  not  necessary  with  all  ores.  The  roasted  ore  is  then  treated  at 
a  temperature  of  about  90°  C.  (194°  F.) ,  with  a  solution  of  ferric  sulphate, 
FejCSOJj,  to  which  is  added  a  little  sulphuric  acid. 

On  dissolving  the  copper,  the  ferric  sulphate  is  reduced  to  ferrous 
sulphate,  the  copper  going  into  solution  as  cupric  sulphate.  The  solution 
of  copper  and  ferrous  sulphate  is  then  led  into  the  cathode  compartment 
of  an  electrolytic  cell,  and  in  which  the  anodes  and  cathodes  are  separated 
by  a  permeable  diaphragm.  Part  of  the  copper  is  deposited  on  the  cath- 
ode, and  the  solution  then  circulates  through  the  diaphragm  to  the  anode. 
This  consists  of  carbon  rods.  At  the  anode  the  ferrous  sulphate  is  reoxi- 
dized  to  the  ferric  sulphate,  which  is  then  again  used  to  dissolve  copper 
from  new  charges  of  ore. 

The  chemical  reactions,  which  take  place  during  the  electrolysis,  and 
the  leaching  of  the  ore,  are  clearly  shown  by  the  following  equations: 

(1)  xH2SO,  +  2CuSO,-f4FeSO,  =  2Cu  +  2Fe2(SO,)3-l-xH2SO„ 

in  which  the  copper  is  electrolytically  precipitated,  and  the  ferrous 
sulphate  reconverted  to  the  ferric  sulphate,  at  the  anode.  The  electro- 
lyzed  and  regenerated  solution  is  then  returned  to  the  ore  and  the 
copper  dissolved; 

(2)  xH2SO,  +  CujS-f2Fe2(SO,)3  =  2CuS04  +  4FeSO,4-S-+-xH2SO,. 
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If  there  is  cupric  oxide  in  the  ore,  it  may  be  acted  upon  either  by  the 
sulphuric  acid  or  ferric  sulphate; 

(3)  CuO-f  HjSO,  =  CuSO,-f  H,0. 

(4)  3CuO  -f  Fe^CSOJ,  =  CuSO,  +Fe  A- 

A  comparison  of  equations  1  and  2  shows  that  if  the  copper  in  tbe 
ore  is  in  the  form  of  cuprous  sulphide,  the  electrolj^te,  after  pasaing 
through  the  leaching  vats,  will  contain  exactly  the  same  quantity  of 
copper  sulphate,  ferrous  sulphate,  and  free  sulphuric  acid  as  it  did  prior 
to  electrolysis;  and  that  it  is,  therefore,  completely  regenerated,  and  may 
he  used  again  for  the  electrol>'tic  decomposition.  But  if  the  copper  is 
present  in  the  ore  partly  iis  oxide,  it  is  evident  from  equations  3  aad4 
that  in  this  case  the  solution  will  be  richer  in  copper,  but  poorer  in 
respect  of  iron  and  sulphuric  acid  than  it  was  before  electrolysis.  These 
equations  do  not  take  into  account  the  possible  reactions  with  base 
elements  in  the  ore. 

If  a  solution  containing  cu])ric  and  ferrous  sulphates  is  electrolyzed 
in  the  presence  of  sulphuric  acid,  copper  is  deposited  in  preference  to  the 
iron.  If  the  electrolysis  is  performed  without  a  diaphragm  between  the 
electrodes,  the  ferrous  sulphate  is  oxidized  at  the  anode  to  ferric  sulphate, 
and  reduced  again  at  the  cathode  to  ferrous  sulphate.  This  represents 
a  waste  of  energy,  which  appears  as  heat,  and  the  electrolyte,  as  a  solvent 
for  copper,  is  not  much  improved.  Ferric  sulphate  is  a  solvent  of  copper 
from  its  oxide  and  sulphide  combinations;  ferrous  sulphate  is  not;  it  is 
therefore  desirable  to  have  as  nuK'h  as  possible  of  the  iron  in  the  solution 
in  the  ferric  condition,  before  again  applying  it  to  the  ore,  and  thi.««  is 
brj[)ught  about  by  interposing  diaphragms  between  the  electrodes,  and 
then  passing  the  solution  from  the  cathode  to  the  anode  compartment, 
or  ])y  permeating  the  solution  through  the  diaphragm  from  the  cathode 
to  the  anode  compartment. 

The  scheme  in  the  Siemeus-IIalske  process,  at  first  contemplated 
roust  ing  t  he  ore  con  t  aining  the  copper  sulphides,  at  a  low  temperature,  so  as 
to  oxidize  tli(»  sulphide  of  iron  whicli  it  contains,  to  ferric  oxide,  and  to  free 
the  cuj)r()us  sulphide  originally  forming  a  constituent  of  copper  pyrites 
in  the  ore.  in  tlie  cours(»  of  the  roasting  some  of  the  cuprous  sulphide 
is  converted  into  sulphate*,  but  this  only  advances  the  process  by  the 
amount  of  ('()j)j)('r  sulpluitizc^d. 

('o|)p('r-iron  sulj)hi(l(\  us  occurring  in  nature*  in  the  ore,  is  not  readily 
soIul)l('  in  tVrric  suIj)hMte  so  that  an  impracticable  long  time  is  required 
to  cflVct  (lie  solution  of  the  ('oj)j)er.  even  with  exceedingly  fine  grinding. 
so  that  a  connncrcial  a  pplicat  ion  of  this  method  of  leaching  sulphide  ores 
is  not  frasihlc  uucUm'  existing  conditions.  It  is  impossible  to  perform 
the  (l(*li('ate  roast  nec(\<sarv  to  release  the  copper  sulphide  and  oxidize 
the  iron  sul])hide. 


ELECTROLYTIC  PROCESSES 


321 


Free  copper  sulphides  and  oxides  react  with  ferric  sulphate  easily  and 
quickly.  The  presence  of  a  large  quantity  of  ferrous  sulphate  in  the 
ferric  sulphate  solution  impairs  the  solution  of  the  copper  from  cuprous 
sulphide  by  means  of  ferric  sulphate. 

The  method  suggested  in  the  Siemens-Halske  process  for  roasting 
sulphide  ore,  so  that  the  main  quantity  of  the  iron  is  transformed  to 
oxide  while  the  larger  portion  of  the  copper  remains  as  cuprous  sulphide, 
is  quite  impossible.  Neither  can  satisfactory  results  be  obtained  by 
dead-roasting,  for  the  reason  that  at  the  temperature  required,  basic 
silicates  are  formed  by  means  of  a  combination  of  the  copper  oxide  with 
the  silicates  of  the  gangue,  and  perhaps  also  salts  of  the  type  FcjOi  are 
formed  by  combination  of  the  oxides  of  copper  and  iron;  such  salts  are 
acted  upon  very  slowly  by  ferric  sulphate.  Cuprous  oxide  is  also  formed 
by  roasting  at  fairly  high  temperatures,  and  the  cuprous  oxide  so  formed 
is  not  readily  soluble  in  a  solution  of  ferric  sulphate. 

There  is  no  difficulty  in  making  the  copper  soluble  by  roasting  at  a 
low  temperature.  This  temperature  is  about  450  to  480^  C.  The 
copper  in  the  ore,  at  these  temperatures,  is  largely  converted  into  sulphate 
and  some  into  oxide.  There  would  appear  to  be  no  reason  why  the 
roasting  should  be  attempted  to  be  carried  on  as  originally  proposed  by 
the  inventors,  when  it  is  more  satisfactory  and  just  as  cheap  to  give  the 
ore  a  thorough  roast  at  a  low  heat. 


Fig.  58. — Horizontal  diaphragm  cell.     Used  in  the  Siemens-Halske  process. 

Various  difficulties  were  encountered  in  the  practical  operation  of  the 
Siemens-Halske  process,  principally  among  these,  was  the  indifferent 
nature  of  the  solvent  and  the  inability  to  obtain  suitable  anodes  and 
diaphragms.  The  anode  difficulty  has  not  yet  been  overcome,  as  this 
process,  in  common  with  all  other  sulphate  processes  is  still  laboring 
under  the  disadvantage  of  not  being  able  to  find  a  suitable  insoluble 
anode.  In  the  Siemens-Halske  process,  as  experimentally  carried  out 
some  years  ago,  carbon  was  used  as  the  anode,  but  it  was  not  at  all 
satisfactory. 

In  the  later  form  of  apparatus  used  in  the  electrolysis,  the  diaphragms 
and  electrodes  wore  placed  horizontally,  and  constructed  as  shown  in 
Fig.  58.     The  electrolyzer,  E,  is  divided  horizontally  into  two  compart- 
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HaUke  plant. 


[•'ijl.  .W  shows  a  coniplclc  (nitlino  plant  for  the  Sietnens-Halske  pro- 
cess. ,1  is  tlii>  stoiiifTi"  tank  for  the  solution  to  be  electrolysed.  The 
soluiion  passfs  tlinmsh  the  pipe  !i  into  the  bath  C,  flows  first  into  the 
nillu'di-  di  vision  k.  and  then  ibrouffh  the  filter  into  the  anode  division  a. 
fnmi  whii-li  llifi'scii]ii'  pipe/>Jeadsit  to  the  pipe  ff,  which  eonduetsit  into 
llicsoliitidii  tank  //.  Here  it  cnnies  iu  contact  with  the  ore  to  be  leached, 
wliicli  has  been  yrtjuiid  in  the  ball  mill  K.  After  the  copper  has  been 
dissolviri.  ihi'  mi  Mine  of  cxhaiislcd  ore  and  liquor  runs  into  the  vacuum 
tilliT  K.  'ihi'  soliih'oii  aspirated  through  the  filter  is  again  conveyed 
lo  (In-  siora^rc  tank  A  Ijy  iho  pipe  M. 

Tiic  lliforciiial  voltage  required  in  the  Sietnens-Halske  process,  to 
|iri'ii|iiia[r  (In-  copper  and  convert  the  corresponding  amount  of  ferrous 
siilpliaii'  lo  fiTrii-  siil]ihatc  is  ().:!(>  volt.     The  inventors  considered  that 
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0.7  volt  would  give  a  current  density  of  the  required  strength  for  practical 
operations.  In  the  experimental  tests  it  varied  from  0.75  to  1.8  volts. 
The  process  is  nowhere  now  in  practical  use. 

M.  DeKay  Thompson  Jr.'s  Experiments  on  the  Siemens -Halske 

Process. 

Interesting  experiments  on  the  Siemens-Halske  process  were  made 
by  M.  DeKay  Thompson  Jr.^  to  determine  the  solvent  action  of  ferric 
sulphate  on  copper  compounds  likely  to  occur  in  raw  or  roasted  ore,  and 
also  to  determine  the  efficiency  of  the  electrolytic  precipitation.  His  con- 
clusions may  be  summarized  as  follows: 

Cupric  Oxide y  CuO. — 1.  The  investigation  of  the  action  of  ferric  sul- 
phate on  cupric  oxide  leads  to  the  conclusion  that  the  reaction  between 
the  two  is  probably  represented  by  the  equation: 

3CuO+Fej(SO,)3=3CuSO,+Fe,03, 

when  the  two  are  present  in  equivalent  quantities.  When  this  is  not  the 
case,  basic  salts  are  formed  to  a  considerable  extent. 

2.  Copper  sulphate  is  precipitated  by  copper  oxide.  When  the 
ttmount  of  oxide  is  equivalent  to  the  amount  of  copper  in  the  solution, 
the  precipitation  is  only  partial;  in  the  presence  of  a  large  excess  of  copper 
oxide  it  is  complete. 

3.  A  metathesis  takes  place  between  copper  oxide  and  ferrous  sul- 
phate, analogous  to  that  with  ferric  sulphate.  Ferrous  oxide  and  copper 
sulphate  are  the  resulting  products. 

4.  Under  certain  conditions  all  iron  and  copper  salts  could  be  thrown 
out  of  solution. 

Cuprous  Oxide  J  Cu,©. — 1.  The  results  of  the  experiments  with  cuprous 
oxide  are: 

1.- Cuprous  oxide  reduces  ferric  sulphate  to  ferrous  sulphate  according 
to  the  equation, 

Cu,0+Fe2(SO,)3  +  H,SO,  =  2CuSO,  +  2FeSO,  +  H,0, 

and  both  ferrous  and  ferric  iron  is  precipitated. 

2.  Cupric  sulphate  does  not  act  on  cuprous  oxide. 

3.  Ferrous  sulphate  does  not  act  on  cuprous  oxide. 

Cuprous  Sulphide  J  CujS. — The  results  of  the  experiments  with  cuprous 
sulphide  showed: 

1 .  The  verification  of  the  equation, 

Cu2S-h2Fc2(SO,)3  =  2CuSO,  +  4FeSO,+S. 

2.  The  FeSO^  formed  has  no  effect  on  cuprous  sulphide. 

3.  The  CuSO^  formed  has  no  effect  on  cuprous  sulphide. 

*  Electrochemical  Industry,  June,  1904. 
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4.  Sulphuric  acid  dissolves  cuprous  sulphide  in  the  presence  of 
oxygen  very  slowly.  The  presence  or  absence  of  sulphuric  acid  in  the 
solvent  is  therefore  of  very  little  consequence  as  far  as  the  CujS  is 
concerned. 

Cupric  Sulphide,  CuS. — The  following  seems  to  be  the  simplest  reac- 
tion that  can  take  place  between  copper  sulphide  and  ferric  sulphate: 

CuS-hFe,(SO,)3  =  CuSO,+2FeS04+S. 

In  the  tests  some  sulphur  was  set  free,  but  the  amount  of  copper  dis- 
solved was  in  excess  of  that  called  for  by  the  above  equation.  This 
excess  was  evidently  due  to  the  oxidation  of  the  copper  sulphide  to 
sulphate.  To  show  this,  tests  were  then  made  with  sulphuric  acid  of 
1.2  sp.  gr.,  with  a  1.15  per  cent,  solution  of  cupric  sulphate,  and  with  a 
0.55  per  cent,  solution  of  ferrous  sulphate.  In  all  cases  about  the  same 
amount  of  copper  was  dissolved,  which  shows  that  it  was  due  to  the 
oxygen  present.  Copper  sulphide  is  therefore  not  dissolved  by  any  of 
these  reagents. 

Many  copper  ores  contain  iron,  which  is  changed  over  to  oxide  on 
roasting.  The  reaction  that  takes  place  between  ferric  oxide  and 
ferric  sulphate  is  to  precipitate  iron  from  the  solution  as  a  basic  salt. 

Experiments  were  then  made  with  a  copper  ore  having  the  following 
analysis: 

Cu,  29.99  per  cent. 

Fe,  27.89  percent. 

S  33.32  percent. 

SiO,,  9. 75  per  cent. 

100.95  per  cent. 

The  composition  of  the  mineral  in  this  ore  corresponds  closely  to  that  of 
copper  pyrites. 

The  first  experiment  showed  that  the  ore  was  scarcely  attacked  by 
a  5  per  cent,  solution  of  ferric  sulphate.  The  powdered  ore,  crushed  to 
80  mesh,  was  then  roasted  for  several  hours.  After  roasting  it  was  found 
to  contain  28.8  per  cent,  copper,  and  18.9  per  cent,  sulphur,  and  the  iron 
was  computed  to  be  27.0  per  cent.  Some  of  the  iron  and  copper  was 
oxidized,  so  that  7.G  per  cent,  of  the  ore  was  copper  sulphate,  and 2.3 
per  cent,  iron  sulphate.  Solution  tests  showed  that  not  much  more  than 
75  per  cent,  of  the  copper  in  this  roasted  ore  could  be  dissolved  from  this 
sample  with  a  ferric  sulphate  solution  containing  2.833  grm.  of  iron  in 
50  c.c.  of  solution. 

A  second  sot  of  experiments  were  made  with  a  smaller  amount  of  the 
ore,  and  the  same  volume  of  solvent.  In  this  case  a  little  more  copper 
was  dissolved.  These  results  confirmed  those  previously  obtained. 
Experiments  were  then  made  to  see  if  more  of  the  copper  could  be  dis- 
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-» solved  out  of  the  ore  already  treated  by  using  fresh  portions  of  the  solvent. 

.:  After  from  three  to  five  treatments  in  this  way,  the  ultimate  extraction 

was  81.0  per  cent.     The  residues  from  these  experiments  were  collected 

.  and  roasted  again.     It  was  found  that  by  this  means  91.8  per  cent,  of 

the  copper  still  remaining  in  the  ore  was  dissolved  by  the  solvent  in  one 

hour. 

For  this  reason  the  ore  used  in  the  above  experiments  was  roasted 

«  again.     The  copper  then  amounted  to  30.3  per  cent.     This  ore,  when 

.  agitated  for  1  hour  with  a  6  per  cent,  solution  of  ferrir  sulphate  showed 

.  an  extraction  of  93.9  per  cent,  of  the  copper.     In  5  hours,  under  similar 

conditions,  98.9  per  cent,  of  the  copper  was  dissolved. 

These  experiments  show  that  copper  can  be  dissolved  by  ferric 
sulphate  pretty  completely  as  soon  as  the  ore  is  sufficiently  roasted. 
The  question  is  what  are  the  compounds  formed  by  roasting,  which  are 
so  much  more  soluble  than  the  unroasted  ore.  It  seems  that  this  is  due 
to  the  formation  of  copper  oxide.  If  this  is  the  case,  just  as  much  copper 
would  be  dissolved  by  sulphuric  acid.  To  test  this  conclusion  some  of 
the  ore  was  similarly  treated  with  sulphuric  acid  of  1.2  sp.  gr.  for  5  hours. 
This  showed  an  extraction  of  97.7  per  cent,  of  the  copper.  It  was  found, 
however,  in  the  study  of  cuprous  sulphide,  that  this  was  easily  extracted 
by  ferric  sulphate,  and  this  is  exactly  what  was  under  investigation  in 
these  experiments,  combined  with  sulphide  of  iron.  It  must  be  this 
double  combination,  therefore,  that  prevents  the  copper  from  being  ex- 
tracted by  the  ferric  sulphate. 

The  results  of  the  experiments  with  the  ore  may  be  summarized  as 
follows : 

1.  Copper  pyrites  is  not  appreciably  attacked  by  ferric  sulphate. 

2.  Roasting  so  changes  the  ore  that  nearly  all  the  copper  can  be 
extracted  by  either  sulphuric  acid  or  by  ferric  sulphate.  This  makes  it 
seem  probable  that  the  roasting  changes  the  copper  largely  over  to  oxide. 

The  Electrolysis. — The  electrolysis  comprises  two  reactions,  the  reduc- 
tion of  the  copper  at  the  cathode  and  the  oxidation  of  the  iron  at  the 
anode.  These  were  investigated  separately.  The  vessel  used  was 
a  copper  voltameter  jar  divided  into  three  narrow  compartments  by  two 
clay  diaphragms  made  fast  to  the  glass  sides  with  paraffine.  The  anode 
and  cathode  were  in  the  outer  compartment,  while  the  inner  one  pre- 
vented diffusion  from  one  electrode  to  the  other. 

In  the  experiments  on  the  deposition  of  copper  a  lead  plate  was  used 
as  anode,  and  the  anode  compartment  was  filled  with  sulphuric  acid. 
The  cathode  compartment  was  filled  with  a  solution  of  the  following 
composition: 

5  per  cent,  ferrous  iron. 

3.5  per  cent,  copper. 

2.5  to  3.0  per  cent,  sulphuric  acid 


;i2G  //  YimO METALLURGY  OF  COPPER 

The  same  solution  was  contaiued  in  the  middle  compartment.  During 
electrolysis  the  liquid  in  the  cathode  compartment  was  stirred  by  a  cm^ 
rent  of  carbon  dioxide. 

The  object  in  these  experiments  was  to  determine  how  poor  the  wJu- 
tion  may  l)ecome  in  copper  without  affecting  the  character  of  the  copper 
deposited  at  a  given  current  density.  This  was  to  be  determined  for 
the  different  current  densities.  For  this  purpose  the  gain  in  weight  of 
the  copper  cathode  was  compared  with  the  copper  deposited  in  a  copper 
voltameter.  The  accompanying  table  gives  the  results  obtained  witht 
current  density  of  0.98  am|>ere  per  square  decimeter.  (9.1  amperes  per 
square  foot.) 
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0.3201  08.65 

0.3328  99.45 

0.3356  '            99.40 

0.3384  100.00 

0.3460  I            99.07 

0.3390  I         100.00 

0.3312  I           90.75 

0.3341  100.00 

0..')3.'>2  


After  4  liours  the  (•()pj)er  commenced  to  be  spongy.     The  cathode  solution    < 
was  then  analyzed  and  was  found  to  contain  0.72  per  cent,  copper.    In 
another  simihir  experiment  with  the  same  current  density,  the  copper 
(lid  not  b(»gin  to  be  spongy  till  the  strength  of  the  solution  had  reached 
0.3S  per  cent,  copper. 

In  still  another  experiment  with  a  current  density  of  1.8  amperes  per 
scjuare  decimeter  (1G.8  amperes  per  scjuare  foot)  the  copper  began  to  get 
sj)ongy  at  the  end  of  the  second  hour.  The  electrolysis  was  therefore 
(liscoutiiuicd  and  the  solution  in  the  cathode  compartment  analyzed. 
It  contained  0.98  per  cent,  copper.  The  current  density  was  then  reduced 
to  0.47  amj)ere  p(»r  s(|uare  decimeter  (4.4  amperes  per  square  foot)  and 
the  el(M'tr()lysis  continued.  The  copper  came  down  in  good  form  till  the 
(•onc(uitration  of  copper  was  O.Oo  per  cent,  in  the  solution.  Two  other 
experiments  wen*  carried  out  with  current  densities  of  3.4  amperes  and 
2.0  amperes  per  s(|uare  decimeter,  respectively.  (31. G  and  24.2  amperes 
per  s(iuare  foot.)  In  the  first  case  the  copper  was  deposited  in  a  spong\' 
form  immediately.  The  same  was  true  in  the  second  case  though  not  in 
so  marked  a  manner.  Some  of  the  spongy  copper  was  tested  for  iron, 
hut  this  impurity  was  not  present. 

Oxidation  of  the  Iron  at  the  Anode. — In  all  of  the  experiments  to 
determine  the  oxidation  of  the  iron  at  the  anode,  the  yield  for  the  first 
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few  hours  amounted  to  more  than  100  per  cent.  It  seems  probable,  there- 
fore, that  if  the  disturbing  causes  were  removed,  the  yield  would  not  fall 
much  below  100  per  cent.  At  the  end  of  the  first  period  the  solution 
contained  2.1  per  cent,  ferrous  sulphate.  Therefore  the  conclusion  may 
be  drawn  that  starting  with  a  solution  containing  5  per  cent,  ferrous  iron, 
this  may  be  oxidized  with  approximately  100  per  cent,  yield,  till  the 
solution  contains  only  2  per  cent,  of  ferrous  iron,  using  a  current  density 
of  from  0.3  to  0.5  ampere  per  square  decimeter  (2.79  to  4.64  amperes  per 
square  foot).  When  the  solution  contains  between  2  per  cent,  and  1  per 
cent,  oxidizable  iron,  the  yield  would  still  be  about  90  per  cent.  When 
the  concentration  is  still  more  diminished,  the  evolution  of  gas  becomes 
strong  and  the  yield  falls  off  correspondingly. 

Siemens -Halske  Process  in  Spain. — The  Siemens-Halske  process  was 
installed  for  practical  operation  in  Southern  Tyrol  in  Spain,  but  the  results 
were  unsatisfactory,  owing  mostly  to  the  indifferent  nature  of  the  solvent. 
The  ore  contained  the  copper  in  form  of  the  compound  CUjS.FeS.FeSj, 
which  was  found  difficult  to  dissolve,  either  raw  or  roasted,  to  encourage 
further  operations.  Later,  the  ore  was  roasted  at  a  very  low  tempera- 
ture, and  leached  with  sulphuric  acid,  and  the  copper  in  the  solution 
crystallized  to  copper  sulphate,  for  which  there  was  a  good  local  market. 

Experiments  at  the  Ray  Mines,  Arizona. — W.  L.  Austin  gives  an  ac- 
count of  experiments  made  at  the  Ray  Mines,  by  W.  Y.  Westervelt  in  the 
summer  of  1905,  which  are  interesting.^ 

''Westervelt,  after  making  preliminary  wet  concentration  tests  which  gave 
unsatisfactory  results,  instituted  leaching  experiments  on  the  Ray  ore.  These 
were  sufficiently  encouraging  to  warrant  the  construction  of  a  small  plant  on  the 
property  for  the  purpose  of  carrying  out  further  investigations. 

"The  ore  from  the  Ray  mines  consists  of  disseminated  sulphides  in  a  porphyry 
— or  schistose — gangue,  and  is  thought  to  average  about  2.22  per  cent,  copper, 
accompanied  by  little  or  no  precious  metals.  Immense  quantities  of  this  ore 
are  known  to  exist. 

"At  Ray,  leaching  with  sulphuric  acid  was  found  to  remove  a  small  percent- 
age of  the  copper  from  the  crude  ore  but  did  not  attack  that  which  was  shut  up 
in  the  sulphides.  However,  practically  all  of  the  copper  present  could  be  readily 
brought  into  solution  by  treatment  with  a  hot-acid-solution  of  ferric  sulphate, 
and  investigations  along  these  lines  were  started  in  tub-lots  of  200  lb.  each,  to 
determine  whether  or  not  some  practical  method  of  leaching  might  be  developed. 
The  process  finally  decided  upon  for  experimentation  at  Ray  was  a  leaching  of  the 
raw  ore  by  ferric  sulphate,  the  liquor  being  allowed  to  percolate  through  the 
coarse  material.  This  was  followed  by  treatment  of  the  copper-bearing  sohition 
by  the  electric  current.  In  the  electrolytic  treatment  the  effort  was  made  to 
precipitate  metallic  copper,  and  at  the  same  time  to  regenerate  the  hquors  so 
that  they  could  be  reused  for  leaching;  somewhat  along  the  lines  of  the  Siemens- 
Halske  process. 

'  "Mines  and  Methods,"  Oct.,  1910. 
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"The  Ray  ore  was  found  to  be  very  amenable  to  leaching,  for  when  crushed 
to  one-half  inch  size,  and  after  the  larger  pieces  of  copper  sulphide  had  been 
removed  by  rough  jigging,  a  high  extraction  of  the  copper  was  easily  efifected  by 
using  ferric  sulphate  solution. 

"Two  methods  of  preparing  the  ferric  sulphate  were  investigated:  1.  Its 
manufacture  by  chemical  means;  and  2.  through  the  use  of  electrolysis.  The 
salt  was  prepared  chemically  by  precipitating  copper  from  sulphate  solutions 
on  scrap  iron,  neutralizing  the  ferrous  liquor  by  means  of  milk  of  lime,  and  then 
oxidizing  the  emulsified  ferrous  hydrate  by  ebullition  with  compressed  air. 
The  ferrous  hydrate  produced  in  these  operations  could  then  be  dissolved  in 
sulphuric  acid  and  in  this  manner  the  desired  ferric  sulphate  obtained.  Although 
this  method  of  obtaining  the  ferric  salt  was  feasible,  it  proved  to  be  an  ex- 
travagant means  of  reaching  the  desired  end  because  of  the  wasteful  consump- 
tion of  materials. 

"The  second  method  above  mentioned  appears  to  have  given  more  satis- 
factory results,  but  the  matter  was  not  carried  far  enough  to  have  established  its 
economic  value.  After  considerable  experimenting  to  determine  the  proper 
composition  of  solutions,  density  of  current,  and  the  various  details  of  plant 
design,  a  small  mill  was  constructed  capable  of  treating  at  one  time  1000  lb.  of 
ore,  and  in  this  the  complete  operation  was  carried  out,  from  roughly  jigged  ore 
to  the  leached  tailings  and  copper  cathodes.  A  continuous  test  run  was  made 
which  lasted  33  davs  of  24  hours  each. 

"In  the  experiments  all  the  material  pre\'iously  in  the  vats,  or  subsequently 
added,  as  well  as  the  tailings  resulting  from  the  operations,  were  carefully  sam- 
pled, weighed  and  assayed.  The  material  remaining  in  the  vats  at  the  end  of 
the  tests  was  likewise  treated.  The  same  was  done  with  the  solutions  in  the 
vats,  electrolytic  and  storage  tanks. 

"Commercial  sulphuric  acid  (06°  B.)  was  used  in  these  experiments,  and  the 
amount  added  was  carefully  weighed,  as  was  the  water  consumed.  The  condi- 
tions of  the  solutions  were  daily  determined  by  assay,  and  at  the  completion  of 
the  run  measurements  and  assays  were  again  made. 

"The  electrolytic  copper  was  deposited  on  cathodes  previous'y  obtained 
from  Ray  ore  by  deposition  on,  and  stripping  from,  rolled  copper  sheets.  The 
cathodes  were  removed  and  weighed  daily. 

"The  voltage  maintained  at  the  tank  was  determined  hourly  by  a  Weston 
voltmeter,  capable  of  being  read  to  O.OI  volt.  The  amperes  were  determined 
both  by  hourly  readings  of  a  Weston  ammeter,  and  by  checking  against  the  daily 
weighings  of  a  standard  copper  voltameter. 

"Closed  lead  pipe  coils  were  placed  in  the  bottom  of  the  leaching  vats  for 
heating  the  charges  which  were  kept  at  an  average  temperature  of  72**  C.  Steam 
was  supplied  from  those  coils  from  a  main  line  running  over  the  five  vats,  the 
sui)ply  being  regulated  by  a  valve  at  each  coil.  Provision  was  made  for  collecting 
and  measuring  the  condensed  water,  which  amounted  to  33  lb.  for  each  pound  of 
copper  deposited.  Allowance  was  made  in  calculating  the  results  for  the  surface 
exposed  to  evaporation,  which  was  excessive,  and  for  the  area  exposed  to  con- 
densation in  such  a  small  plant,  as  conii)ared  with  one  which  might  be  designed 
for  commercial  purposes. 

"In  the  Hay  experiments  the  entire  ore  treated  was  1  ton,  the  grade  being 
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about  2.5  por  cent.  (50  lb.  copi>or  per  ton  of  ore),  and  a  total  extraction  of  •40.2<S 
lb.  copper  was  effecteii,  or  SO  per  cent.  The  tailings  assayed  0.3  per  cent.  Five 
tanks  were  used  for  leacliing  the  ore,  the  combined  capacity  being  1000  lb. 

*'The  copper  deposited  j^er  dicni  was  1.22  lb.,  or  2.44  lb.  per  ton  of  ore  in  the 
vats,  and  1G.4  days  were  recjuired  to  extract  40  lb.  of  copper  from  a  ton  of  ore. 
The  acid  consumed  during  the  entire  run  was  91.4  lb.,  or  2.27  lb.,  i)er  pound  of 
copper  deposited.  The  average  voltage  carried  was  1 .7  and  the  current  consumed 
amounted  to  22.382  ampere-hours;  0.55G  ampere-hours  per  pound  of  copper 
produced.  This  is  equivalent  to  38.0494  kilowatt-hours  for  the  entire  run,  or 
0.045  per  lb.  of  copper  deposited.       , 

**The  following  estimate  of  the  cost  of  leaching  the  Ray  ore  was  made  by 
Mr.  W'estorvclt,  based  on  the  erection  of  a  sulphuric  acid  plant  on  the  ground,  and 
assuming  first  class  ore  handling  facilities  to  be  provided.  It  was  thought  that 
the  acid  could  be  manufactured  locally  for  $13.00  per  ton,  it  being  understood 
that  the  cost  of  the  sulphuric  acid  made  at  Clifton,  Arizona,  by  the  Arizona 
Copper  Co.  for  use  in  leaching  operations  carried  on  at  that  place,  is  between 
SI  0.00  and  $12.00  per  ton— including  the  pyrites,  which  cost  $2.00  per  ton. 
With  fuel  oil  at  $1.25  jior  barrel,  the  use  of  high-pressure  compound  steam  engines 
for  tlie  generation  of  electric  current,  and  emj)loying  exhaust  steam  for  heating 
the  vats,  it  was  estimated  that  the  cost  of  [producing  both  power  and  heat,  in- 
cluding labor  and  fuel,  would  be  about  $0.02  j)er  kilowatt-hour,  or  $130.70  per 
horse-f)ower  per  annum. 

"In  the  table  given  below  neither  the  cost  of  the  ore,  nor  interest  on  the 
capital  invested,  nor  amortization  are  included  in  the  totals.  Also  the  expenses 
of  shipping  the  product  to  market  and  of  disposing  it  are  not  taken  into  account ; 
in  other  words  the  figures  arc  usually  termed  the  operating  expenses. 

Estimated  Cost  of  Tkk.xtixg  One  Ton  of  2.5  Per  Gent.  Ork,  and  of  Producing 
TiiEREtTioM  40  Pounds  of  Electuolytic  Copper  in  the  Form  op  Cathodes. 

Per  lb.  Per  ton 
copper        ore 

Crusliing  and  rough  jigging;  handling  and  leaching  attendance,  $0,010  $0.40 

Acid,  2.27  per  pound  of  copper  at  $13  per  ton,  0.015      O.CO 

Electrolytic  deposition  and  licating  vats;  0.95  k.  w.-hr.  per  pound 

of  copper,  0.020      0.80 


$0,046    $1.80 


"In  these  tests  the  operation  was  carried  out  by  allowing  the  liquor  to  per- 
colate without  employing  agitation,  and  the  material  subjected  to  leaching  was 
rather  coarse.  The  result  was  that  to  extract  SO  per  cent,  of  the  copper  requiicd 
10.4  days,  even  when  a  tein[)eraturo  of  72°  C.  was  muntained.  Had  tln^  ore 
been  crushed  finer— to  1/1  in.  aj^i^roximately — the  action  would  have  neces.s.irily 
been  more  rapid,  and  agitation  would  have  still  further  decreased  the  time 
required." 

According  to  Austin,  an  investigation  made  in  1009  as  to  the  prohahle 
cost  of  handling  Kay  ore  by  wet  concentration  in  the  mill  at  pi  osent 
under  construction  led  to  the  following  figures:  « 


Per  ton 

Per  cent. 

$1.25 

29.1 

0.20 

4.7 

0.40 

9.3 

0.93 

21.7 

0.15 

3.5 
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Estimated  Cost  of  Handling  Ray  Orb 

Mining, 

Transportation-Ray  to  Winklcman, 

Milling-on  basis  of  5000  tons  daily, 

Smelting,  converting,  shipping  East, 

Refining  and  selling, 

Adm  nistration,  "* 

Total  cost  of  treating  one  ton  of  Ray  ore,  $4.29  100.0 

Total  cost  of  producing  copper  $0. 142  per  lb 

"Taking  the  third  and  fourth  items  (Milling,  etc;  Smelting,  etc.)  as  being  the 
nearest  equivalent  to  cost  by  the  wet  method,  showing  the  expense  of  producing 
electrolytic  copper  to  be  $0,045  per  pound,  it  is  evident  that  these  amount  to 
31  per  cent,  of  the  probable  cost  of  the  copper,  which  brings  the  total  up  to 
$0,145  per  pound,  or  about  the  equivalent  of  what  is  expected  from  the  wet 
concentration  mill. 

"On  the  other  hand,  while  the  percentage  of  extraction  accomplished  by 
leaching  was  80  per  cent.,  that  expected  from  wet  concentration  is  only  about 
70  per  cent.,  of  which  a  furthur  5  per  cent,  of  the  70  per  cent,  will  have  to  be 
deducted  for  subsequent  metallurgical  losses  before  refined  copper  is  reached." 

Tosizza  Process.* — In  this  process  the  ferruginous  copper  sulphate 
solutions  are  electrolyzed  by  introducing  sulphur  dioxide  into  the 
electrolyte  bath,  while  at  the  same  time  adjusting  the  voltage  so  as  to 
effect  the  decomposition  of  the  copper  while  the  iron  remains  unaffected. 

Tosizza  finds  that  the  sulphur  dioxide  reduces  the  tension  necessar}' 
to  deposit  the  copper  to  0.2  volt.  Since  copper  is  more  readily  deposited 
than  iron,  by  properly  regulating  the  voltage,  copper  may  be  deposited 
to  the  exclusion  of  iron.  Tosizza  finds  this  to  take  place  between  0.2 
and  0.6  volts. 

Ramen  Process.- — In  order  to  reduce  the  voltage  required  in  the 
decomposition  of  copper  solutions,  and  have  a  uniform  and  concen- 
trated anolyte,  Ramen  purposes  using  ferrous  salts  derived  from  pre- 
cipitating a  portion  of  the  copper  solution  with  iron.  He  accomplishes 
this  by  dividing  the  lixiviant  into  two  parts,  one  part  going  directly 
to  the  cathode  compartment  of  the  electrolyzer,  while  the  other  part 
is  precipitated  with  iron,  and  the  ferrous  liquor  so  obtained 
is  passed  through  the  anode  compartment.  In  this  way  a  strong 
ferrous  solution  is  obtained  before  being  brought  in  contact  with  the 
anode,  thus  acting  more  effectively  as  a  depolarizer  than  an  electrolysed 
cathode  solution. 

»  U.  S.  Patent  710,346,  Sept.  30,  1902. 
»  U.  S.  Pat^t  913,430,  Feb.  23,  1909. 
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Treatment  of  Ore  at  the  Braden  Copper  Co's.  Mine,  Chile.^ — The  mines 
of  the  Braden  Copper  Co.  are  situated  in  the  Andes  mountains,  O'Higgins 
province,  Chile,  198  miles  by  rail  from  Valparaiso.  The  metallic  minerals 
of  the  mine  are  iron  pyrite,  magnetite,  chalcopyrite,  bornite,  and 
secondary  chalcopyrite,  in  the  sulphide  zone;  and  in  the  zone  of  oxida- 
tion, limonite,  cuprite,  metallic  copper,  and  the  carbonates  and  silicates 
of  copper.  The  principal  non-metallic  minerals,  outside  of  the  original 
constituents  of  the  rock  are,  tourmaline,  quartz,  ankerite,  calcite, 
chlorite,  sericite,  mica,  epidote,  and  zircon. 

The  average  copper  content  of  the  ore  is  estimated  at  2.70  per  cent, 
copper.  The  ore  is  first  concentrated  and  an  extraction  of  65  per  cent,  is 
estimated  in  the  mill  concentration,  and  95  per  cent  in  the  smelting. 
Ratio  of  Concentration  9  to  1.  The  ultimate  amount  of  copper  extracted, 
therefore,  is  estimated  at  33.5  lb.  per  ton  of  ore.  The  concentration 
plant  is  designed  for  crushing  with  gyratory  crushers  and  rolls,  screening 
by  means  of  shaking  screens;  treating  the  product  on  roughing  and 
cleaning  jigs  of  the  Woodbury  type,  regrinding  the  tailings  in  Chilean 
mills,  classifying  the  finer  sizes,  and  treating  same  on  Wilfly  tables  and 
Frue  vanners.  The  concentration  will  be  done  in  two  separate  mills,  the 
first  of  three  units,  each  unit  having  a  nominal  daily  capacity  of  553  tons. 
These  two  mills  will  be  brought  up  to  daily  capacity  of  3000  tons.  The 
concentrate  will  be  delivered  either  to  the  smelter  or  to  the  roasting 
plant,  should  leaching  of  the  concentrate  be  decided  on. 

The  average  analysis  of  the  concentrate  will  be  about  as  follows; 


Copper, 

Iron, 

Sulphur, 


16  per  cent 
19  per  cent. 
22  per  cent. 


Silica, 

Alumina, 

Lime, 


24  per  cent. 

12  per  cent. 

2  per  cent. 


A  smelting  plant  has  been  designed,  consisting  of  a  blast  furnace, 
44  X 180  in.  at  the  tuyeres,  with  a  7-ft.  ore  column,  and  a  Pierce-Smith 
basic   lined    converter  for  converting    the  matte  into  blister  copper. 

It  has  also  been  decided  to  put  in  a  leaching  plant  capable  of  treating 
the  concentrate  from  one-fifth  of  the  daily  tonnage.  In  general,  this  plant 
will  consist  of  roasting  the  concentrate,  making  sulphuric  acid,  and 
precipitating  the  copper  electrolytically.  Numerous  experiments  on  a 
working  scale  have  been  made  in  America  on  concentrates  from  the 
Braden  Copper  Co.,  which  have  been  most  successful,  and  should  the 
same  success  be  obtained  in  Chile,  on  a  much  larger  working  scale,  it  is 
estimated  that  the  cost  of  production  per  pound  of  copper  will  be  materi- 
ally reduced. 

This  leaching  plant  will  consist  of  one  Wedge  furnace  with  acid 
towel's  and  accessories,  three  leaching  vats,  three  settling  tanks,  and 

^Annual  Report  of  the  Company  by  Pope  Yeatman,  Consulting  Engineer, 
E.  and  M.J.,  Dec.  30,  1911. 
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a  precipitation  plant  of  ten  tons  catliode  copper  capacity  per  day,  which, 
should  leaching  not  be  carried  out,  would  be  used  for  refining  a  certain 
portion  of  the  blister  copper  from  the  blast  furnace.  The  electrolytic 
precipitation  plant  will  probably  be  increased  so  as  to  handle  copper 
either  from  the  blast  furnace  of  from  the  leaching  plant.  What  makes 
the  method  of  treating  the  concentrate  by  leaching  so  attactive  is  that 
it  is  believed  the.  costs  will  be  lower  and  the  extraction  higher,  and  the 
basis  for  the  low  costs  is  the  low  cost  of  power  produced  by  the  water- 
power  installation  on  the  Cachapoal. 

Extraction  of  Copper  from  Matte. — Copper  may  be  extracted  direct 
from  copper  matte  by  using  the  matte  as  an  anode  in  an  electrolyte  of 
copper  sulphate.  Copper  is  deposited  on  the  cathode,  while  the  sulphur 
remains  behind  at  the  anode.     Iron  is  dissolved  as  ferric  sulphate. 

It  is  somewhat  questionable  if  the  direct  electrolysis  of  matte  oflFers 
any  advantage  in  practical  application.  Once  copper  is  obtained  as 
matte  it  is  readily  converted  into  blister  copper  followed  by  the  ordinary 
process  of  electrolytic  refining.  If,  however,  conditions  arise  which 
would  make  advisable  the  extraction  of  copper  from  matte  it  could  prol)- 
ably  be  more  advantageously  treated  by  first  crushing  and  roasting,  and 
then  dissolving  and  precipitating  the  copper  as  in  any  other  chemical  or 
electrolytic  method  for  the  extraction  of  copper  from  ores.  Marchese 
carried  out  work  on  a  practical  scale  on  the  direct  electrolysis  of  copper 
matte,  and  while  the  results  were  not  sufficiently  encouraging  to  warrant 
its  continuance  in  practice,  they  are  highly  interesting. 

Marchese  Process. — In  the  Marchese  process,  as  carried  out  on  a 
practical  scale  at  Stolberg,  the  matte  was  cast  into  anodes  31  1/2  in. 
square  and  11/2  in.  thick.  The  iron  moulds  in  which  the  matte  was  cast 
were  sunk  in  the  ground  so  that  cooling  took  place  very  slowly,  thus 
preventing  the  cracking  of  the  plates.  A  copper  strip  was  cast  into  the 
anode  as  a  positive  conductor  for  the  electric  current.  The  cathodes 
consisted  of  copper  sheets  31  1/2  in.  square  and  0.04  in.  thick  with 
copper  strips  riveted  to  them  for  suspension  and  conducting  the  current. 

The  average  composition  of  the  matte  treated  was  as  follows:  * 

Copper  (Cu),  15  to  16  per  cent. 

Lead  (Pb),  14  per  cent. 

Iron  (Fe),  40  to  42  per  cent. 

Sulphur  (S),  25  per  cent. 

Sil  ver,  0 .  05  per  cent. 

The  electrolyte  was  made  by  extracting  the  richest  matte  (carrying 
about  50  per  cent,  copper)  with  dilute  sulphuric  acid,  and  when  ready 
for  use  contained  about  27  to  28  grm.  of  copper  and  15  grm.  of  iron  per 
liter.     The  vats  were  arranged  in  cascade  series,  and  were  7  ft.  2  in.  long 

^  Borchers,  Electric  Smelting  and  Refining,  p.  255. 
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by  3  ft.  3  in.  wide  by  3  ft.  3  in.  deep,  lined  with  lead.  Each  bath  had 
15  anodes  and  16  cathodes,  arranged  in  parallel,  and  at  a  distance  of 
2  in.»apart. 

The  current  density  was  2.8  amperes  per  square  foot,  and  the  electro- 
motive force  at  the  begininng  of  the  electrolysis  was  1  volt   per  cell. 

At  first  the  electrolysis  proceeded  satisfactorily,  but  after  a  few  days 
the  resistance  began  to  increase  and  at  times  reached  a  tension  of  5  volts. 
The  high  resistance  was  due  to  a  dense  deposit  of  sulphur  at  the  anode. 
Another  difficulty  developed  in  the  disintegration  of  the  anodes  due  to 
the  iron  and  copper  going  into  solution,  so  that  large  fragments  crumbled 
away,  filled  up  the  space  between  the  anodes  and  cathodes  at  the  bottom 
of  the  tank,  and  thus  short  circuited  the  current.  The  deposited  copper 
was  very  impure;  it  was  found  to  contain  antimony,  bismuth,  lead,  iron, 
zinc,  and  sulphur.  It  was  then  determined  to  replace  the  matte  with 
lead  anodes.  Under  these  conditions  the  electromotive  force  required 
w^as  1.7  volts,  and  the  results  at  first  were  good,  but  in  a  short  time  the 
quantity  of  copper  deposited  fell  to  60  per  cent,  of  the  theoretical  and  the 
potential  rose  to  2.5  volts.  The  immediate  cause  of  the  increase  of 
potential  was  due  to  the  formation  of  lead  peroxide  on  the  anode.  Exper- 
iments were  made  with  sulphur  dioxide  as  a  depolarizer,  and  while  this 
did  not  diminish  the  required  voltage,  the  yield  of  copper  was  increased 
and  the  copper  was  exceptionally  pure,  containing  99.984  Cu. 

Gunther  Process.^ — In  the  electrolytic  treatment  of  copper  matte  at 
Mansfeld  by  the  Gunther  Process,  the  matte,  containing  75  per  cent, 
copper  (White  metal)  is  cast  into  anodes  40  in.  square  and  2  in.  thick, 
which  are  suspended  in  lead  lined  vats  by  means  of  T-shaped  copper 
strips  tinned  on  the  ends,  these  ends  being  embedded  in  the  matte. 
The  anodes  are  suspended  between  alternate  cathode  plates  of  thin 
sheets  of  metallic  copper.  The  anodes  must  be  removed  before  they 
become  so  thin  as  to  crumble  away  and  contaminate  the  slime. 

The  electrolyte  is  heated  to  75°  C.  by  means  of  steam  coils,  and  is 
thoroughly  aerated  and  circulated.  The  electromotive  force  required 
is  not  more  than  0.5  to  0.7  volt,  and  a  current  density  of  30  amperes  per 
square  foot  is  used.  Iron,  nickel,  and  cobalt  go  into  solution,  small 
particles  of  the  anodes  (copper,  silver  and  sulphur)  collect  at  the  bottom 
of  the  vat  as  slime,  and  the  pure  copper  is  collected  on  the  cathodes. 

To  clean  up  the  slime,  the  clear  electrolyte  is  siphoned  off,  removed 
and  filter  pressed.  It  is  next  treated  w^ith  a  hot  solution  of  acetylin 
tetrachloride  to  remove  the  sulphur,  this  sulphur  separating  out  on 
cooling.  The  residual  liquid  is  used  again.  The  silver  bearing  mud  now 
receives  a  sulphatizing  roast,  and  is  further  treated  by  the  Ziervogel 
method.  The  residue  after  extraction  of  the  silver  is  used  to  neutralize 
that  portion  of  the  electrolyte  withdrawn  for  purification. 

*  E.  and  M.  J.,  Oct.  12,  1907. 
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ELECTROLYTIC  CHLORIDE  PROCESSES 

Electrolytic  chloride  processes  may  be  divided  into  three  general 

classes,  baaed  on  the  solvent: 

Hvdrochloric  Acid, 
Ferric  Chloride, 
Cupric  Chloride, 

but  all  of  these  compounds  may  be,  and  usually  are,  present  no  matter 
what  the  basis  of  the  chloride  solvent  mav  be. 

If  a  solution  of  copper  chloride,  containing  free  acid  and  ferrous 
chloride,  such  as  might  result  from  the  leaching  of  copper  ores,  is  elec- 
trolyzod  without  a  diaphragm,  then  in  addition  to  the  reaction 

CuCl  =  Cu+Cl 

there  will  take  place 

CuCl  -hCl  =  CuCl2 
FeCl2  +  Cl=FeCl3. 

The  chlorine,  cuj)ric  chloride,  and  ferric  chloride,  finding  their  way 
back  to  the  cathode  and  under  the  influence  of  the  current,  give  rise  to 
the  reversible  reactions: 

Cu-hCl^      =  CuClj 
Cu-hCuCl2  =  2CuCl 
Cu+Fe(n3=    CuCl+FeCl, 

thus  disturbing  the  efficiency  of  the  process,  and  the  disturbance  may 
become  so  great  that  no  copper  will  be  deposited. 

If  a  suitable  diaphragm  is  interposed  between  the  electrodes,  thus 
nMiioving  the  deposited  copper  from  the  effects  of  the  anode  reactions, 
then  a  high  efficiency  may  be  obtained. 

Since  the  reaction 

Cu+CuCl2  =  2CuCl 

takes  place  to  some  extent  without  the  intervention  of  the  current,  it  is 
desiral)le  to  have  the  copper  in  the  cuprous  condition,  and  the  iron  in  the 
ferrous  state. 

riuler  these  circumstances,  the  electrodeposition  may  be  highly 
efficient,  because  twice  the  amount  of  copper  is  deposited  from  the 
univalent  cuprous  chloride  than  from  the  bivalent  cupric  chloride,  and 
the  anode  reactions  give  rise  to  an  electromotive  force  which  materially 
reduces  the  voltage  necessary  for  the  decomposition. 

The  resulting  anode  product  will  (lej)end  largely  on  the  lixiviant.  If 
the  lixiviant  is  hydrochloric  acid  and  the  resulting  copper  chloride  solution 
reasonably  j)iire,  then  chlorine  will  l)e  evolved  at  the  anode.  If  the 
lixiviant  is  cupric  chloride,  as  in  the  HoepfncT  process,  then  with  a  low 
ciH'rent  dtMisity,  cupric  chloride*  will  be  regenerated  from  the  cuprous 
chloride  anolvte.     Similarlv,  if  the  lixiviant  is  ferric  chl(n*ide,  as  in  the 
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Body  process,  then  ferric  chloride  will  be  regenerated  from  the  ferrous 
chloride  anolyte. 

The  use  of  ferric  chloride  as  the  solvent,  and  its  regeneration  from 
ferrous  chloride,  is  analogous  to  the  corresponding  ferric  sulphate  process. 

The  first  attempt  to  use  iron  salts  in  an  electrolytic  copper  process 
was  made  by  Body,  in  1886.  The  purely  metallurgical  engineering  art 
had,  up  to  this  date,  long  known  the  utilization  of  iron  salts,  especially 
the  oxidation,  reduction,  and  solvent  powers  of  its  respective  sulphates 
and  chlorides.  The  application  of  these  facts  to  the  development  of 
electrolytic  methods  of  extracting  copper  from  its  ores,  has  given  rise  to 
several  interesting  processes.  Body,  in  1886,  applied  for  a  patent  in 
which  ferric  chloride  in  connection  with  common  salt  was  used  as  the 
electrolyte.  This  must  be  considered  the  forerunner  of  the  Siemens- 
Halske  process  in  which  ferric  sulphate  is  used  as  the  electrolyte,  and  of 
the  Hoepfner  process  in  which  cupric  chloride  is  used  as  the  solvent  of  the 
copper  and  cuprous  chloride  as  the  electrolyte. 

In  all  processes  in  which  the  copper  is  dissolved  as  chloride  either  by 
hydrochloric  acid  or  metal  chloride,  the  electrodeposition  is  made  from 
the  cuprous,  and  not  from  the  cupric  chloride,  although  in  precipitating 
from  cuprous  chloride  solutions  some  cupric  chloride  may  be  present  or 
formed  during  the  electrolysis. 

Electrolysis  of  Cupric  Chloride. — When  cupric  chloride  is  elect roly zed, 
copper  is  deposited  on  the  cathode  and  chlorine  released  at  the  anode. 
The  theoretical  pressure  required  is  1.35  volts. 

CUCI2+  Electric  current  =Cu  +  2Cl 

the  chlorine  released  may  be  used  in  some  other  step  in  the  extraction  of 
the  copper,  or  as  a  basis  for  the  manufacture  of  by-products. 

Experiments  made  in  electrolyzing  a  solution  of  cupric  chloride,^ 
using  a  platinum  cathode  and  a  carbon  anode,  in  a  porous  cell,  showed 
the  following  interesting  results: 

When  the  solution  is  stirred,  it  is  found  that  rapid  stirring  diminishes 
the  yield  for  a  given  current,  but  the  copper  deposited  is  purer  because 
the  cuprous  chloride  formed  by  the  dissolving  of  separated  copper  by  the 
cupric  chloride  is  washed  away  from  the  deposit. 

In  a  series  of  experiments,  the  solution  was  circulated  through  the 
electrolytic  cell  and  passed  into  another  vessel  containing  a  copper  plate, 
and  the  rate  at  which  the  copper  dissolved  was  measured.  To  obtain 
constant  results  the  liquid  must  always  circulate  at  the  same  rate. 
Addition  of  hydrochloric  acid  diminishes  the  current  yield,  but  leads  to 
a  purer  copper,  because  the  cuprous  chloride  formed  is  retained  in  solu- 
tion. When  the  concentration  of  the  acid  is  very  great  the  yield  begins 
to  increase  slightly.     Sodium  chloride  added  to  the  solution  diminishes 

*  London  Electrical  Engineer,  1902. 
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the  current  yield,  but  not  to  anything  like  the  same  extent  as  hydrochloric 
acid;  the  deposited  copper  is  very  pure.  The  current  yield  diminishes 
as  the  concentration  of  the  cupric  chloride  increases,  and  the  copper 
deposited  becomes  more  impure,  for  more  cuprous  chloride  is  formed, 
and  it  may  even  happen  that  cuprous  chloride  alone  is  deposited.  It  is 
not  advisable,  however,  to  diminish  the  concentration  too  much,  as  then 
the  copper  is  deposited  in  a  very  spongy  form. 

At  a  temperature  of  about  12°  C,  the  deposited  copper  is  spongy;  a 
coherent  deposit  is  obtained  at  25°  C,  but  as  the  temperature  rises  above 
this,  the  current  yield  diminishes  and  the  deposit  is  not  so  pure. 

Increase  of  current  density  slightly  increases  the  current  yield,  be- 
cause the  solubility  of  the  copper  in  the  electrolyte  is  almost  independent 
of  this  density.  At  very  high  current  densities  however,  the  current 
yield  falls  off  on  account  of  the  separation  of  hydrogen  at  the  cathode. 
A  deposit  containing  up  to  99.98  per  cent,  of  copper  can  be  obtained 
from  a  solution  containing  0.1  gram-molecule  of  cupric  chloride;  0.1 
gram-molecule  of  hydrochloric  acid,  and  0.4  gram-molecule  of  sodium 
chloride,  per  liter. 

Metallic  copper  is  somewhat  soluble  in  cupric  chloride  solutions,  the 
cupric  chloride  being  reduced  to  the  cuprous  chloride: 

CuCl2  4-Cu  =  2CuCl. 

Metallic  copper  is  also  quite  soluble  in  chlorine  solutions,  especially  under 
the  influence  of  the  electric  current  and  in  the  presence  of  cupric  chloride. 
Electrolysis  of  Cuprous  Chloride. — When  cuprous  chloride  is  elec- 
trolyzed,  copper  is  deposited  on  the  cathode,  and  chlorine  is  released  at 
the  anode;  but  the  chlorine  released  is  only  half  the  amount  liberated 
in  the  electrolysis  of  cupric  chloride,  for  the  same  equivalent  of  copper. 
Or  it  may  be  considered  that  the  amount  of  chlorine  released  with  a 
definite  amount  of  current  is  the  same  for  both  the  cupric  and  cuprous 
chloride,  but  the  copper  deposited  from  a  cuprous  solution  is  twice  that 
deposited  from  a  cupric  solution: 

CuCI  +  Electric  current  =  Cu  4- CI. 

The  chlorine  Iil)crated  at  the  anode  may  escape  or  be  used  in  some  other 
stej)  in  the  process.  Some  of  it  will  combine  with  the  cuprous  chloride  to 
convert  it  into  the  cupric  chloride,  unless  proper  diaphragms  are  inter- 
posed between  the  anolyto  and  the  catholyte.  If  there  is  ferrous  chlo- 
ride in  the  elertrolyte  it  mav  be  converted  into  the  ferric  chloride. 

FoCl,+Cl=--FoCI,. 
CuCl  +Cl=(:uCU. 

The  niininunn  electrical  ])ressure  required  theoretically  to  decompose 
cuprous  chloride  is  1.42  volts.  Any  reconi])ination  of  the  chlorine  liber- 
ated at  the  anode  and  conibinin<i;  with  cuprous  or  ferrous  chloride  to  form 
the  corresponding  cupric  and  ferric  salts,  will  tend  to  lower  this  voltage. 
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If  diaphragms  are  not  interposed  between  the  anode  and  cathode  the 
electrolyte  will  gradually  be  converted  into  the  cupric  chloride  and  the 
yield  of  copper  will  also  gradually  diminish,  and  if  the  electrolysis  is 
continued  until  the  solution  is  saturated  with  free  chlorine,  the  falling 
off  in  the  yield  will  be  very  perceptible. 

Dr.  M.  DeKay  Thompson,  and  E.  R.  Hamilton  made  some  interesting 
investigations  to  determine  the  possible  use  of  cuprous  chloride  solution  to 
copper  refining.^  Much  of  this  information  is  also  interesting  in  connec- 
tion with  insoluble  anodes.  Dr.  Thompson  and  Mr.  Hamilton  determined 
the  conductivity  of  saturated  solutions  of  cuprous  chloride  in  solutions 
containing  15,  25,  and  30  grm.  of  NaCl  in  100  grm.  of  water.  The  con- 
ductivities in  the  following  table  are  given  in  reciprocal  ohms  per  centi- 
meter cube. 

SATURATED  SOLUTIONS  OF  CUPROUS  CHLORIDE  IN  SOLUTION  OF 


Temperature 


25*' C 
40*' C 
60*' C 


15  grm.  NaCl  in  100 
grm.  water 


0.145 
0.185 
0.217 


II 

25  grm.  NaCl  in  100 

grm.  water 


0.193 
0.245 
0.281 


III 

30  grm.  Naa  ia  100 

grm.  water 


0.200 
0.258 
0.298 


As  compared  with  the  conductivity  of  pure  sodium  chloride,  the  satura- 
tion with  cuprous  chloride  lowers  the  conductivity  of  the  solution.  For 
example,  the  conductivity  at  25°  of  a  solution  made  by  dissolving  25  grm. 
of  sodium  chloride  in  100  grm.  of  water  is  0.225  reciprocal  ohms,  while 
after  saturating  it  with  cuprous  chloride  it  falls  to  0.145.  This  can  be 
counteracted  by  the  addition  of  a  small  amount  of  hydrochloric  acid, 
which  at  the  same  time  clears  up  the  turbidity. 

The  measurements  of  the  following  table  were  made  of  the  conduc- 
tivity of  a  solution  made  by  dissolving  25  grm.  of  sodium  chloride  in 
100  grm.  of  water,  saturating  with  cuprous  chloride  and  adding  the 
indicated  amount  of  hydrochloric  acid  of  specific  gravity  1.188  at  21.7°. 


Cubic  centimeters  of  HCl  added  to 
100  c.c.  of  solution 

Conductivity 

1.115 

0.195 

1.595 

0.204 

2.08 

0.206 

2.52 

0.215 

3.26 

0.224 

3.66 

0.230 

4.32 

0  237 

4.81 

0.242 

5.55 

0.251 

«Pittaburg  Meeting  Electrochemical  Society,  May,  1910. 
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For  the  sake  of  comparison  measurements  were  also  made  on  the 
conductivity  of  acid  copper  sulphate  solutions.  In  electrolytic  copper 
refining  the  solutions  used  in  practice  generally  contain  between  12  and 
20  per  cent,  of  crystallized  copper  sulphate,  and  between  4  and  10  per 
cent,  free  sulphuric  acid,  and  are  employed  between  50°  C.  and  60**  C. 
Measurements  were  made  of  two  solutions:  "A,"  containing  3.75  per 
cent,  free  acid  and  12.5  per  cent,  copper  sulphate;  "B,"  9.3  per  cent,  acid 
and  18.3  per  cent,  copper  sulphate.  The  specific  gravity  of  A  at  22.2". 
was  1.077;  that  of  B  at  21.2°,  was  1.199.  The  results  of  the  conductivity 
measurements  are  given  in  the  following  table: 

CONDUCTIVITY  OF  ACID  COPPER  SULPHATE  SOLUTIONS 


Temperature 

Solution  A 

Solution    B 

25°  C 

0.1573 

0.3260 

40°  C 

0.1752 

0.3754 

60°  C. 

0.1895 

0.4252 

As  it  thus  appears  that  the  conductivity  of  the  cuprous  chloride 
solution  can  be  made  by  the  addition  of  free  hydrochloric  acid  as  satis- 
factory as  that  of  copper  sulphate  solutions,  the  next  point  to  be  investi- 
gated was  the  ampere-hour  efficiency  attainable  in  the  electrolysis  of 
cuprous  chloride  solutions. 

Before  studying  the  effect  of  impurities  a  few  clectrolj'ses  were 
carried  out  in  a  pure  solution,  such  as  was  used  in  the  conductivity  deter- 
niiuatioiLs.  Two  small  cells  containing  a  solution  of  25  grm.  of  sodiuDi 
chloride  in  100  grm.  of  water  saturated  with  cuprous  chloride,  and  copper 
electrodes,  were  connected  in  series  with  a  copper  coulometer.  The 
cuprous  chloride  cells  were  covered  with  a  layer  of  liquid  paraf&ne.  In 
one  cell  the  solution  had  turned  to  deep  brown,  while  in  the  second  it 
remained  nearlv  white. 

On  elect rolyzing  with  a  current  density  of  2  amperes  per  square 
decimeter  (18.0  amperes  per  square  foot)  at  room  temperature  the 
efficiency  in  the  dark-colored  cell  was  78.2  per  cent.,  and  in  the  other 
95. i)  i)er  cent.,  100  per  cent,  being  taken  as  twice  the  amount  of  copper 
deposited  in  the  coulometer.  The  anodes  were  eaten  away  badly  at  the 
surface  of  the  licjuid.  This  always  took  place  in  neutral  solutions 
where  there  was  no  stirring.  There  was  also  a  corresponding  heavier 
d(»posit  on  the  upper  part  of  the  cathode,  as  though  the  liquid  conducted 
better  at  the  top  than  at  the  IxUtom  of  the  cell. 

Tlien^  was  a  great  teud(»ncv  to  form  crystalline  trees  of  copj)er,  so 
that  where  the  current  density  was  not  uniform  the  tree  would  grow  to 
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the  anode  and  short-circuit  the  cell.  Stirring  the  solution  prevented 
uneven  solution  of  tee  anode  and  produced  an  even  deposit  on  the 
cathode  of  a  darker  color  than  obtained  with  a  sulphate  solution.  During 
the  electrolysis  the  solution  tended  to  oxidize  and  form  a  green  scum  on 
the  surface.  The  scum  and  the  turbidity  of  the  solutions  can  be  removed 
by  the  addition  of  a  little  hydrochloric  acid. 

In  order  to  see  what  effect  the  acid  has  on  electrolysis,  to  one  portion 
of  a  solution  of  25  grm.  of  sodium  chloride  in  100  grm.  of  water  saturated 
with  cuprous  chloride  just  enough  hydrochloric  acid  was  added  to  clear 
the  turbidity;  to  a  second  portion  hydrochloric  acid  of  specific  gravity 
1.118  was  added  in  the  proportion  by  volume  of  4.6  of  acid  to  100  of 
solution.  These  were  placed  in  cells  with  copper  electrodes,  and  were 
connected  in  series  with  a  coulometer  and  electrolyzed  with  a  current 
density  of  0.75  amperes  per  square  decimeter  (7  amperes  per  square  foot). 
The  cuprous  chloride  solutions  were  stirred  by  passing  in  hydrogen. 
The  results  are  given  in  the  following  table: 


ELECTROLYSIS  OF  ACID  CUPROUS  CHLORIDE  SOLUTIONS 


Cuprous  chloride 


No.  1 


Voltage  at  start i       2.0 

Voltage  after  2  hours '       3.0 

Voltage  after  3  hours 0.84 

Gain  in  weight 2 .  68  grm. 

Current  efficiency i  80. 6  per  cent. 


No.  2 


0.18 
0.50 
0.20 

3 .  05  grm. 
91 . 6  per  cent. 


Cupric  sulphate 


0.36 
0.46 
0.35 

1.66  grm. 
100.  per  cent. 


The  deposits  in  cells  1  and  2  were  both  smooth  and  adhered  firmly. 
After  the  electrolysis  the  solutions  stood  in  contact  with  the  anodes  for 
48  hours.  After  24  hours  the  first  solution  had  a  bright  green  scum  on 
the  surface,  and  had  become  turbid,  while  at  the  end  of  48  hours  the 
second  solution  had  only  become  a  little  darker  in  color.  The  copper  was 
badly  corroded  at  the  surface  of  the  liquid  in  cell  No.  1,  while  in  cell  No.  2 
it  was  scarcely  corroded  at  all. 

The  general  results  of  the  investigations  are  summed  up  as  follows: 
the  conductivity  of  cuprous  chloride  solution  can  be  made  as  high  as 
that  of  the  solutions  ordinarily  used  in  copper  refining,  by  the  addition 
of  hydrochloric  acid.  At  room  temperature  a  current  efficiency  of  90 
per  cent,  of  the  theoretical  can  be  obtained  when  the  solutions  are  acidi- 
fied.    The  presence  of  free  acid  is  therefore  beneficial  in  every  respect. 
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The  Body  Process.* — The  Body  process  consists  essentially  of  separat- 
ing copper,  silver  and  gold  from  its  ores  by  electrolytic  action,  consisting 
in  first  roasting  the  ore,  then  subjecting  it  to  the  action  of  ferric  salt 
solutions,  and  at  the  same  time  passing  an  electric  current  through  the 
solution,  whereby  the  metal  becomes  dissolved  and  precipitated,  and 
chlorine  gas  is  generated  at  the  positive  pole,  which  reconverts  the  re- 
sulting ferrous  salts  into  ferric  salts. 

In  carrying  out  the  process,  the  ore  is  first  suitably  ground  and  if  a 
sulphide,  it  is  roasted.  The  solvents  employed  are  the  ferric  salts,  such 
as  ferric  sulphate  or  ferric  chloride,  either  alone  or  mixed  with  common 
salt.  The  ore  itself  is  subjected  to  electrolytic  action.  The  operations 
that  take  place  are  as  follows: 

1.  The  ores  are  dissolved  by  the  action  of  the  ferric  salts,  which  arc 
thereby  converted  into  ferrous  salts; 

2.  The  dissolved  copper  is  deposited  on  the  cathode  by  the  action  of 
the  current; 

3.  The  chlorine  liberated  by  the  current  at  the  anode  effects  the 
reconversion  of  the  ferrous  to  ferric  salts,  and  any  excess  of  chlorine 
passing  off,  in  penetrating  the  ore  has  an  energetic  dissolving  action 
thereon. 

Fig.  60  shows  the  construction  of  the  apparatus  preferred  by  Body 
to  carry  out  the  process.  It  is  made  of  Portland  cement,  which  has  been 
found  to  be  a  good  non-conductor  of  electricity,  and  which  is  painted 
inside  and  outside  with  a  suitable  impermeable  coating.  The  outer 
walls  of  the  apparatus  are  represented  by  aa,  within  which  are  inner  walls, 
bh,  at  a  small  distance  therefrom,  and  which  pass  down  within  a  cer- 
tain distance  from  the  bottom  surface,  c,  this  being  coated  with  a  layer 
of  carbon.  The  openings  left  below  the  inner  walls  are  provided  with 
permeable  surfaces  at  x,  formed  of  felt,  and  the  inner  surfaces  of  the 
outer  walls  are  coated  with  a  layer  of  carbon,  d.  The  parts  of  the 
bottom  floor  between  the  outer  and  inner  walls  are  situated  at  a  lower 
level  than  the  inner  floor.  The  electric  circuit  is  connected  at  one  pole 
with  the  inner  floor,  and  at  the  other  pole  with  the  two  precipitating 
plates  XX,  suspended  in  the  small  compartments  of  the  vessel.  The 
solution  enters  at  the  floor,  c,  of  the  inner  compartment,  and,  after 
flowing  upward  and  over  the  tops  of  the  inner  walls,  6,  into  the  outer 
compart nients,  escapes  through  openings,  o,  near  the  bottom  of  these 
compartments. 

By  const ructin*;  the  lower  parts  of  the  walls,  b,  of  a  permeable 
material  the  current  is  enabled  to  pass  direct  from  the  electrode,  c,  to 
the  precipitating  plates,  X.  By  this  arranp;einout  the  solution  is  sul>- 
jected  in  the  best  manner  to  the  action  of  the  precipitating  plates,  and 

»  U.  S.  Pat.  333,815,  Jan.  5,  18SG. 
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can  be  made  to  permeate  in  a  continuous  manner  through  the  ore. 
Centrally  in  the  inner  compartment  is  a  stirrer,  e. 

A  suitable  solution  for  the  treatment  of  the  ore  is  100  parts  of  water 
to  20  parts  of  common  salt,  5  parts  of  persulphate  of  iron,  and  5  parts  of 
sulphuric  acid.  The  solution  may,  however,  be  used  without  the  coramon 
salt  in  connection  with  chloridized  o 


Fio.  60.— Body  ceU. 

Body  claims  in  his  U.  S.  patent:  "In  the  process  of  separating  gold 
silver,  copper,  and  other  metals  from  their  ores  by  electrolytic  action,  the 
method  of  dissolving  and  precipitating  the  metal  from  the  ore,  and  recon- 
verting ferrous  salts  into  ferric  salt,  consisting  in  subjecting  the  ore  to 
the  action  of  ferric  salt  solutions  under  the  influence  of  an  electric 
current." 

This  appears  to  be  the  first  disclosure  of  the  application  of  electrolysis 
to  the  extraction  of  metals  from  their  ores,  based  on  the  reactions  between 
ferric  and  ferrous  chloride,  and  ferric  and  ferrous  sulphate,  although  it  is 
evident  that  Body,  in  his  patent,  preferred  the  chloride  solution. 
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The  Body  process,  although  patented  in  Belgium  as  early  as  March, 
1883,  was  never  attempted  in  practice,  and  is  chiefly  of  historical  interest. 
The  electrolysis  of  the  ore  direct,  although  frequently  tried,  has  never 
met  with  much  encouragement  in  any  electrolytic  method. 

The  theoretical  electromotive  force  required  in  the  Body  process,  in 
precipitating  the  ferrous  from  cupric  chloride  solution  at  the  cathode,  and 
reconverting  the  ferrous  to  ferric  chloride  at  the  anode,  according  to  the 
following  equation: 

CuCl  J  +  2FeCl3  =  Cu  +  2FeCl, 

is  0.15  volt.  Some  of  the  copper  in  the  electrolyte  would  doubtless  be 
in  the  form  of  cuprous  chloride,  and  some  of  the  chlorine  released  may 
not  combine  with  the  ferrous  chloride  to  form  ferric  chloride,  so  that  the 
true  theoretical  voltage  would  be  quite  difficult  to  determine. 

The  Hoepfner  Process. — In  this  process  cupric  chloride  is  used  as  the 
solvent,  in  connection  with  a  solution  of  sodium  or  calcium  chloride. 
The  cupric  chloride  reacts  with  the  copper  in  the  ore  to  form  cuprous 
chloride,  which  is  retained  in  solution  by  the  sodium  or  calcium  chloride. 
Tlie  cuprous  chloride  solution  is  then  electrolyzed  in  a  diaphragm  cell, 
where  the  copper  is  precipitated  at  the  cathode,  and  an  equivalent  amoimt 
of  cuprous  chloride  is  reconverted  into  cupric  chloride,  by  the  chlorine 
released  at  the  anode.  This  regenerated  cupric  chloride  solution  is  then 
again  returned  to  the  ore  to  dissolve  more  copper  as  cuprous  chloride. 

The  process  may  be  described  as  follows:  The  ore  ground  to  about 
90  niosh  is  automatically  conveyed  to  leaching  drums.  Here  it  is  mixed 
with  a  heated  solution  of  cupric  chloride,  which  contains  before  entering 
the  drums  00  grm.  of  copper  to  the  liter,  is  saturated  with  common  salt 
or  chloride  of  calcium,  and  is  left  in  contact  with  the  ore  from  2  to  6 
hours.  Above  the  leaching  drums  is  a  tank  filled  with  the  necessary 
quantity  of  hot  liquor  to  allow  of  continuous  work. 

The  leaching  takes  place  in  two  consecutive  steps:  at  first  in  one  of 
the  drums  fresh  cupric  chloride  solution  is  added  to  the  ore  that  has 
previously  l)eeu  treated  witli  cupric  chloride  solution,  to  extract  any 
remaining  copper  or  other  metals;  then  it  is  drawn  into  another  drum 
containing  fresh  ore.  Here  the  cupric  chloride  solution  is  completely 
reduced  to  cui)rous  chloride.  With  sulphide  ores  the  following  reactions 
take  place: 

Cu8  +  CuCl,  =  Cu2Cl2  +  S 
AgoS  ■\-  2CuC],  =  CiuCU  4-  2AgCl  +  S. 

Aft(M-  all  the  (Economic  niotals  have  l)een  extracted  from  the  ore  the 
residue  is  taken  out  of  the  drums  l)y  means  of  a  sand  i)ump,  transferred 
to  filter  presses,  washed  and  then  dropped  into  cars  and  carried  away. 
These  tailings  in  careful  work  do  not  contain  more  than  0.2  per  cent. 
copper. 
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The  solution  after  having  been  completely  changed  to  the  cuprous 
chloride  in  the  drums,  is  drawn  off  into  vats,  allowed  to  clear,  and  then 
purified.  The  purified  solution  now  contains  120  grm.  of  copper  (as 
cuprous  chloride)  per  liter,  which  is  twice  as  much  as  its  contents  before 
extracting  the  copper  from  the  ore. 

Elect rolyzers  are  employed,  which  are  separated  by  diaphragms  into 
anode  and  cathode  compartments,  and  allow  an  independent  circulation 
from  anode  to  anode,  and  from  cathode  to  cathode  compartments  in  any 
desirable  number.  In  the  anode  compartments  are  placed  insoluble 
anodes  generally  formed  from  gas  retort  carbon;  in  the  cathode  compart- 
ments the  cathodes  are  of  sheets  of  pure  copper.  The  solution  from  the 
ore  of  perfectly  reduced  cuprous  chloride  in  a  sodium  or  calcium  chloride 
solution  flows  into  the  electrolyzers  in  two  separate  streams,  one  going 
to  the  anodes  and  the  other  to  the  cathodes. 

At  the  cathodes  metallic  copper  is  plated  out  at  a  rate  of  2.36  grm. 
per  ampere  hour,  exactly  double  the  quantity  as  precipitated  from  an 
oxide  salt  of  copper,  such  as  sulphate,  from  which  1.18  grm.  are  deposited 
per  ampere  hour.  At  the  anode,  if  no  cuprous  chloride  were  present, 
chlorine  will  be  liberated  and  a  potential  difference  of  1.8  volts  will  be 
necessary  to  effect  the  dissociation,  but  as  cuprous  chloride  is  always 
present  at  the  anode,  the  chlorine,  ions  react  with  the  cuprous  chloride 
and  the  formation  of  cupric  chloride  results: 

CU2CI2  +201  =  2CuCl,  +54,200  calories. 

This  reaction  produces  an  electromotive  force  which  amounts  to 
about  one  volt,  and  in  the  same  direction  as  the  working  current,  so  that 
it  aids  the  electrolytic  decomposition  and  reduces  the  power  necessary  to 
plate  out  the  copper.  The  electrolysis  practically  proceeds  at  a  potential 
difference  of  0.8  volt  at  the  terminals  of  the  cell.  The  solution  passing 
the  cathodes  has  its  copper  precipitated  and  eventually  becomes  free  or 
partially  free  from  copper.  It  is  then  withdrawn  from  the  electrolyzers 
to  be  taken  up  in  the  cycle  for  the  purpose  of  restoring  the  original 
volume  of  solution.  The  anode  solution  retains  its  original  contents, 
but  at  the  end  of  the  operation  the  copper  no  longer  exists  as  cuprous 
chloride,  but  is  completely  oxidized  to  the  cupric  chloride.  The  anode 
solution  now  containing  its  copper  as  cupric  chloride,  and  the  cathode 
solution,  freed,  or  partially  freed  from  its  copper,  are  again  mixed,  so 
that  the  original  condition  of  a  cupric  chloride  solution  containing  again 
GO  grm.  of  copper  per  liter,  is  again  applied  to  the  ore. 

The  electromotive  force  required  for  the  deposition  of  copper  from 
cuprous  chloride  under  the  conditions  of  the  Hoepfner  process  is, 
theoretically,  about  0.18  volt,  and  practically  from  0.6  to  0.8  volt. 
This  condition,  however,  can  only  be  realized  at  very  low  current 
densities. 


344  HYDROMETALLURGY  OF  COPPER 

The  purification  of  the  solution  is  accomplished  by  chemical  means, 
employing  copper  oxide,  caustic  lime  or  alkali,  whereby  arsenic,  antimony.  ; 
and  bismuth,  which  have  a  decidedly  deleterious  effect  on  the  deposited 
copper,  are  removed.  Silver  may  be  either  chemically  removed  by 
means  of  granulated  copper,  potassium  iodide,  or  electrolytically,  before 
the  copper.  By  means  of  caustic  lime,  the  iron  which  had  been  taken  up 
is  also  removed.  If  it  was  not  removed  the  iron  contents  of  the  solu- 
tion would  gradually  increase  to  such  an  extent  that  the  solvent  ability 
of  the  impure  solution  would  be  only  one-fourth  that  of  the  original 
solvent. 

The  quantity  of  copper  precipitated  by  a  mechanical  horse-power 
(taking  730  volt-amperes  for  24  hours  at  a  potential  difference  of  0.8 
volt,  including  10  per  cent,  current  loss)  is  approximately  43  kg.  (theoretic- 
ally 46.4  kg.).  In  view  of  the  fact  that  in  the  larger  power  plants  only  22 
kg.  of  coal  are  required  per  horse-power  day,  we  find  that  with  economical 
management,  1  kg.  of  coal  suffices  to  produce  about  2  kg.  of  electrolytic 
copper.  Taking  into  account  1  kg.  of  coal  additional  for  grinding  the 
ore,  leaching,  pumping,  etc.,  we  have  the  production  of  1  kg.  of  copper 
to  the  expenditure  of  1  kg.  of  coal. 

The  advantages  claimed  by  Hoepfner  for  his  process  were: 

1.  The  greater  depositing  power  of  the  current  in  the  cuprous  solution, 
affording  twice  as  much  copper  per  hour  as  would  be  possible  with  a 
sulphate  process,  so  that  the  cost  of  the  electric  installation  is  reduced 
one-half. 

2.  The  higher  efficiency  of  the  chloride  solutions,  which  is  able  to 
extract  from  the  ore  all  the  valuable  metals  that  it  contains. 

3.  The  considerable  dissolving  power  of  the  chloride  solution,  which 
may  be  as  much  as  150  grm.  of  copper  per  liter  (1  1/2  lb.  per  gallon)  in 
consequence  of  which  the  leaching  plant  may  be  of  comparatively  small 
size  and  demands  the  expenditure  of  but  little  mechanical  power. 

The  hopes  entertained  by  Iloepfner,  for  his  process,  were  never 
realized.  The  process  was  used  at  the  Schwartzenberger  Hutte  in 
Saxony  from  August,  1891,  to  March,  1892,  and  also  at  the  Giessen  an 
Weidcnau  works  near  Siegcn.  Tlie  electrolyte  used  consisted  of  cuprous 
chloride  in  calcuim  chloride.  Notwithstanding  certain  advantages  the 
process  was  discontinued.  The  ore  treated  was  cupriferous  pyrite  and 
ph}Totite  from  Northern  Norway.  At  Sclnvartzenberg  only  the  richer 
sulphides  containing  9.5  to  12.3  per  cent,  copper,  and  from  24.5  to  32.6  per 
cent,  iron,  and  from  98  to  56  gi*ni.  of  silver,  per  ton,  were  treated.  The 
ore  was  crushed  so  fine  that  on  an  average  85  per  cent,  of  any  sample 
would  pass  through  a  sieve  with  200  holes  to  the  linear  inch,  and  96  per 
cent,  would  pass  a  100-mcsh  sieve.  The  ore  was  leached  in  large  revolv- 
ing wooden  barrels  holding  from  200  to  1500  gallons  each,  into  which 
steam  was  admitted  to  hasten  the  reaction  between  the  ore  and  the  solu- 
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tion,  the  latter  consisting  of  the  cupric  chloride  from  the  anodes  and 
calcium  chloride. 

The  barrels  gave  considerable  trouble  owing  to  leakage,  which  in- 
creased with  the  rise  of  temperature  and  with  the  growing  percentage  of 
cuprous  chloride  in  the  solution. 

The  chemical  reaction  of  a  hot  solution  of  cupric  chloride  on  cuprifer- 
ous pyrites  and  pyrrhotite  caused  a  large  portion  of  the  iron  to  be  dis 
solved  and  on  this  account  a  much  higher  percentage  of  cupric  chloride 
had  to  be  used  in  the  leaching  solution  than  would  seem  necessary  for 
the  ore  alone.  Generally  50  per  cent,  of  the  copper  in  the  ore  was  obtained 
in  the  first  leaching,  but  the  remainder  in  the  richer  ores  required  3  or  4 
leachings,  and  in  the  poorer  ores  from  ten  to  twelve  leachings  were  required 
to  get  a  satisfactory  extraction  on  the  remaining  half.  This  unsatisfactory 
result  was  caused  by  the  high  percentages  of  iron  in  the  ore,  the  absorp- 
tion of  water  by  the  calcium  chloride,  and  the  consequent  dilution  of 
the  solutions,  and  also  by  the  insufficient  evaporating  and  heating 
arrangements.  The  slimes  were  filter  pressed  after  leaching  in  order 
to  extract  as  much  as  possible  of  the  solution  from  them.  The  cathodes 
consisted  of  thin  copper  plates  of  0.25  square  meter  surface,  and  the 
anodes  of  paraffined  carbon  rods.  The  anode  and  cathode  compartments 
were  separated  by  a  diaphragm  of  parchment  enclosed  in  jute  linen. 
These  diaphragms  were  easily  ruptured  so  that  a  mixture  of  the  anode 
and  cathode  solutions  frequently  occurred.  The  carbon  anodes  quickly 
disintegrated,  and  the  fragments  of  the  anodes  collected  at  the  bottom 
of  the  cells,  and  pressing  against  the  parchment,  produced  rupture. 

As  a  result  of  these  difficulties  the  daily  output  of  copper  of  the  plant 
was  only  50  to  80  per  cent,  of  the  theoretical  amount.  The  copper 
obtained  by  the  Hoepfner  process  was  of  good  quality  in  spite  of  the  fact 
that  it  was  precipitated  from  somewhat  impure  solutions.  Analysis 
showed  only  traces  of  iron,  arsenic,  antimony  and  lead;  nickel  and 
cobalt  amounting  to  0.0012  per  cent,  and  molybdenum  0.0023  per  cent. 

Many  of  the  difficulties  which  militated  against  the  Hoepfner  proc- 
ess at  the  time  these  plants  were  in  operation,  would  certainly  not 
present  any  great  impediments  at  the  present  time.  The  cost  of  fine 
grinding  is  no  longer  considered  much  of  a  problem,  in  view  of  the  fact 
that  immense  quantities  of  material  is  ground  exceedingly  fine  and  at 
very  low  cost,  in  tubemills,  in  which  the  grinding  is  done  either  wet  or 
dry.  The  agitation  of  this  product  with  a  leaching  solution  is  also 
easily  and  cheaply  accomplished.  The  filtering  of  slimes  has  also  been 
worked  out,  but  the  filtering  of  acid  copper  slimes  is  not  as  easy  as  filtering 
cyanide  slimes,  nevertheless  it  should  not  present  any  very  serious  difficul- 
ties. Graphitized  carbons  have  solved  the  practical  difficulty  of  the 
anode  when  depositing  copper  from  chloride  solutions.  Such  anodes 
are  strong  and  durable.     Diaphragms  could  very  likely  be  made  of 
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asbestos  procliic-ts  whicli  would  give  aiitiaf  actoi-y  resulte.  Such  diaphragms 
are  now  in  coiiiinerf.'ial  use  in  enormously  large  plant  for  the  electrolysis 
of  salt  into  chlorino  aiid  caustic  soda,  where  the  conditions  are  very 
much  more  severe  than  in  the  electrolysis  of  cuprous  chloride. 

The  princii)al  difficulty  appears  to  be  metallurgical.  The  solution 
of  large  quantities  of  copper  from  a  raw  sulphide  ore,  with  a  somewhat 
indifferent  solvent  like  cupric  chloride,  is  a  difficulty  not  easily  overcome. 
Roasting  with  tlie  present  efficient  mechanical  furnaces  is  neither  expen- 
sive nor  difficult,  and  removes  many  of  the  objectionable^ elements  from 


(11.  — CcH'hti  tell  fur  HcetrolyainK  cuprouH  chloride. 


the  ore.  But  even  with  roasletl  ore,  it  is  (luestiouable  if  the  solvent 
action  of  tupric  chloride  would  bf  sufficiently  energetic  to  make  a  desir- 
able working  i)ioceBS. 

To  overcome  the  diaphragm  difficulty  in  the  Hoepfner  process,  Coehn 
proposed  a  gravity  cell,  which  is  interesting  and  ingenious,  but  under  the 
conditions  of  practical  coj)per  eleclrolysia  it  is  too  delicate  for  operation 
and  it  is  ciuestionablc,  even  with  the  utmost  care,  if  it  would  ever  lead  to 
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working  results,  although  it  is  well  known  that  gravity  cells  are  in  suc- 
cessful operation  in  the  electrolytic  decomposition  of  salt. 

The  cell  suggested  by  Coehn  is  shown  in  Fig.  61.  Coehn  noticed 
that  in  the  electrolysis  of  cuprous  chloride  solution  at  a  low  current 
density  that  the  cupric  chloride  produced  at  the  anode  formed  a  specific- 
ally heavier  solution  than  the  cuprous  chloride  electrolyte.  On  account 
of  its  greater  specific  weight,  cupric  chloride  sinks  to  the  bottom  of  the 
electrolyzer,  and  forms  a  distinct  layer  which  constantly  increases  in 
volume,  displacing  the  cuprous  chloride  electrolyte.  By  means  of  the 
apparatus  shown  in  the  figure  the  deposition  of  the  copper  was  effected 
without  the  use  of  a  diaphragm,  and  at  a  potential  difference  of  less  than 
one-half  volt.  This  gives  an  output  of  approximately  74  kg.  (163  lb.) 
per  electrical  horse-power  day,  allowing  10  per  cent,  loss  in  current. 

The  Douglas  Process.* — The  Douglas  process  consists  essentially  in 
electrolyzing  solid  cuprous  chloride  and  employing  the  gases  evolved 
in  the  treatment  of  copper  ore  and  matte. 

The  solid  cuprous  chloride  may  be  obtained  from  copper-bearing 
ores  by  any  method,  but  will  usually  be  the  resultant  product  obtained 
as  described  in  the  Hunt  and  Douglas  process,  only  instead  of  precipitat- 
ing the  copper  from  the  cuprous  chloride  by  iron  or  lime,  Douglas 
precipitates  the  copper  by  electrolysis. 

In  the  Hunt  and  Douglas  process  the  ore  is  acted  upon  with  sulphuric 
acid,  producing  a  solution  of  copper  sulphate;  a  chloride  salt  is  then 
added  to  the  copper  sulphate  solution,  which  is  also  subjected  to  the 
action  of  sulphur  dioxide,  when  the  solid  cuprous  chloride  is  formed  by 
the  following  reaction: 

2CuSO,  +  2NaCl  +  S02  +  2H20  =  Cu2Cl2  +  Na2SO,  +  2H2SO,. 

The  solid  cuprous  chloride  thus  thrown  down  is  removed  and  placed 
in  an  electrolyzer,  and  both  the  positive  and  negative  electrodes  inserted 
into  the  solid  mass.  The  cuprous  chloride  is  slightly  moistened  with 
water  slightly  acidified,  to  render  the  electrolytic  action  easier.  By  the 
action  of  the  electric  current  the  solid  cuprous  chloride  is  converted  into 
copper  and  chlorine,  and  by  continuing  the  operation  every  trace  of 
copper  can  be  extracted  and  the  chlorine  can  be  used  as  a  solvent  of 
copper  by  bringing  it  in  contact  with  moistened  copper  ore  or  matte 
whether  the  ore  and  matte  be  oxidized  or  not.  The  absorption  of  the 
chlorine  or  chlorine  compound,  by  being  brought  in  contact  with  the 
moistened  ore  or  matte,  can  be  effected  in  towers  or  large  earthenware 
tubes,  connected  with  the  cells  in  which  the  cuprous  chloride  is  elec- 
trolyzed.  Fig.  62  shows  the  apparatus  employed  by  Douglas  in  carrying 
out  his  process,  in  which  the  vessel  or  electrolyzer  1  is  closed  by  the 
cover  2  and  receives  the  solid  cuprous  chloride  3  and  electrolyte  4,  which 

*U.  S.  Pat.  No.  563,143,  June  30,  1896,  and  No.  664,537,  Dec.  25,  1900. 
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varies  under  different  conditions.  For  instance,  at  one  stage  of  the 
process  the  electrolyte  may  consist  of  solid  cuprous  chloride,  into  which 
the  cathode  is  placed,  and  water  slightly  acidified  with,  say,  hydro- 
chloric acid,  to  enable  it  to  conduct  the  current.  As  the  process  goes  on 
the  current  deposits  metallic  copper  and  liberates  chlorine  and  chlorine 
compounds,  and  at  the  end  of  this  stage  the  electrolyte  is  a  more  or  less 
acid  solution  of  the  above  gases.  This  electrolyte  may  be  used  for 
leaching  purposes,  and  when  the  solution  so  obtained  is  used  directly 
as  an  electrolyte  it  will  contain  principally  various  chlorine  and  other 
compounds  of  copper  in  addition  to  various  compounds  of  other  metals 


Fig. 


T)ougla><  procFM  for  cIcctrolMiDg  Rolid  cuprous  chlonde. 


present  as  impunties  The  electrolyte,  therefore,  is  composed  of  solid 
cuprous  chloride  and  a  solution  contauung  acid  and  various  compounds 
of  copper  and  other  metals  The  anode  5  is  immersed  m  the  electrolyte 
and  the  cathode  b  is  inserted  in  the  cuprous  chlonde  The  tower  8  ia 
connected  with  the  electrolyzcr  by  means  of  a  pipe  7  The  copper  ore 
or  matte  9  is  placed  in  the  receptacle  8,  and  is  dissolved  by  the  chlorine 
or  gaseous  compound  of  chlorine  evolved  from  the  electrolytic  separation 
of  the  cuprous  chloride  in  the  electrolyzcr  1. 

When  the  copper  ore  or  matte  9  in  the  receptacle  8  is  subjected  to 
chlorine  or  gaseous  compound  of  chlorine,  the  compounds  of  copper 
formed  consist  in  p.irt  of  tupric  chloride,  which  is  soluble  in  water,  and 
in  part  of  cuprous  chloride,  which  is  insoluble  in  water,  but  may  be  dis- 
solved by  a  solution  of  any  of  the  alkaline  chlorides,  such  as  chloride  of 
sodium  or  chloride  of  calcium,  or  by  the  acid  electrolyte,  which,  as  stated, 
is  one  of  the  results  of  the  electrolytic  decomposition  of  the  cuprous 
chloride.  If  the  electrolyte  be  used  to  dissolve  the  cuprous  chloride 
the  solution  may  be  allowed  to  flow  back  into  the  clectrolyser,  where 
the  copper  can  be  deposited  cleetrolj'tically. 
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The  electrolytic  recovery  of  the  copper  from  the  cuprous  chloride, 
as  suggested  by  Douglas,  is  unquestionably  a  decided  step  in  advance  of 
the  iron  or  lime  precipitation  of  the  Hunt  and  Douglas  process.  Many, 
if  not  all,  of  the  difficulties  encountered  by  Hofmann  at  Argentine, 
Kansas,  would  be  eliminated. 

In  the  electrolytic  precipitation  of  the  copper  from  practically  the  pure 
and  concentrated  cuprous  chloride,  a  high  current  efficiency  and  a  high 
energy  efficiency  may  be  expected,  and  the  deposited  copper  should  be 
of  exceptional  purity. 

No  electrolytic  difficulties  could  possibly  develop  which  would  be 
at  all  commensurate  with  the  chemical  difficulties  the  process  is 
intended  to  obviate. 

The  Greenawalt  Process,* — In  the  Greenawalt  process  the  copper  is  dis- 
solved by  dilute  acid  chloride  solutions,  and  then  precipitated  by  elec- 
trolysis, while  at  the  same  time  the  acid,  which  was  combined  with  the 
copper,  is  again  regenerated  and  augmented,  at  the  expense  of  sulphur 
dioxide  and  water.  Salt  is  the  only  chemical  which  it  is  necessary  to 
provide.  Theoretically,  the  chlorine  in  the  salt  is  not  consumed;  never- 
theless in  practice,  about  1/8  lb.  of  salt  should  be  provided  for  every 
pound  of  copper  produced.  The  oxide,  carbonate,  and  silicate  ores  of 
copper  may  be  treated  without  roasting.  The  sulphides  are  roasted. 
If  the  ore  is  roasted,  salt  may  be  added  during  the  roasting,  but  an 
oxidizing  roast  is  preferred  unless  the  ore  contains  much  silver. 

The  ore,  after  being  crushed,  is  placed  in  large  leaching  vats,  or  in 
agitators,  for  chemical  treatment.  The  first  step  in  the  chemical  process 
consists  in  combining  chlorine,  generated  from  metal  chlorides  by  elec- 
trolysis, with  sulphur  dioxide  produced  by  roasting  concentrates  or 
sulphide  ore,  in  the  presence  of  water,  to  form  acid.  This  may  be  shown 
by  the  following  well-known  reactions: 

(1)  2C1  +  S02  +  2H20  =  H2S0,  +  2HC1. 

(2)  2HCl  +  CuO  =  CuCl3  +  HjO. 

(3)  H2SO,  +  CuO  =  CuSO,  +  H20. 

Both  sulphuric  acid  and  copper  sulphate  react  with  common  salt  to 
form  hydrochloric  acid  or  cupric  chloride,  so  that  neither  the  sulphuric 
acid  nor  the  copper  sulphate  could  exist  in  the  solution.  These  well- 
known  reactions  are: 

(4)  H2SO,  +  2NaCl  =  2HCl  +  Na2SO,. 

(5)  CuSO,  +  2NaCl  =  CuCl2  +  Na2SO,. 

Cupric  chloride,  when  warm  and  in  the  presence  of  other  metal 
chlorides,  acts  readily  on  silver  and  its  compounds  in  the  ore  to  form 
silver  chloride,  thus: 

(6)  Ag  +  CuCl2  =  AgCl  +  CuCl. 

» E.  and  M.  /.,  Nov.  26,  1910.    U.  S.  Pat.  973,776,  Oct.  25,  1910. 
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From  80  to  90  per  cent,  of  the  silver  may  in  this  way  be  extracted 
with  the  copper,  especially  if  the  ore  is  given  a  chloridizing  roast.  If 
the  ore  contains  considerable  silver,  it  is  desirable  to  leach  with  a  fairly 
concentrated  solution  of  base  metal  chlorides. 

The  solubility  of  chlorine  in  water  is  quite  limited.  By  the  indirect 
method  of  combining  the  chlorine  with  sulphur  dioxide  and  water  to  form 
acid,  any  desirable  strength  of  acid  solution  may  be  obtained  for  the 
copper,  and  a  chlorine  solution  of  suflScient  strength  for  the  gold. 

The  cupric  chloride  solution  issuing  from  the  leaching  vats  is  satu- 
rated with  sulphur  dioxide  obtained  from  roasting  sulphide  ore.  This  con- 
verts the  cupric  chloride  into  the  cuprous  chloride,  thus: 

(7)  2CuGl2  +  SO2  +  2H,0  =  2CuCl  +  2HC1  +  H,SO,. 

The  object  of  this  is:  First ,  the  electric  current  deposits  twice  as 
much  copper,  theoretically,  per  ampere,  from  a  cuprous  as  from  a  cupric 
solution,  and  with  an  expenditure  of  only  65  per  cent,  of  the  energy 
per  unit  of  copper.  Second j  the  sulphur  dioxide,  combining  with  cupric 
chloride  and  water,  produces  large  quantities  of  acid.  A  molecule  of 
acid  is  in  this  way  regenerated  for  every  molecule  of  copper  reduced 
from  the  cupric  to  the  cuprous  condition.  For  every  pound  of  copper 
reduced  from  the  cupric  to  the  cuprous  chloride,  1.4  lb.  of  acid  is  regen- 
erated. Thirdy  the  excess  of  sulphur  dioxide  combines  with  the  chlorine 
liberated  during  the  electrolysis  of  the  cuprous  chloride  to  precipitate 
the  copper,  thereby  again  regenerating  1.4  lb.  of  acid  for  every  pound  of 
copper  reduced  from  the  cuprous  chloride  to  metallic  copper.  The 
reactions  are: 

(8)  2CuCl  +  Electric  current  =  2Cu  +  2C1. 

(9)  2C1  +  SO,  +  2H2O  =  2HC1  +  H2SO,  +  74,400  calories. 

Fourth,  the  above  reactions  give  rise  to  an  electromotive  force  working 
with  the  current,  thereby  greatly  reducing  the  necessary  voltage  in  the 
deposition  of  the  copper.  Fifth^  it  dispenses  with  the  necessity  of  dia- 
phragms in  the  elect rolyzers.  Sixth,  it  is  possible  by  this  method  to 
extract  other  valual)le  metals  from  the  ore  with  the  copper,  and  with 
the  same  solution.  This  is  not  possible  when  working  on  a  sulphate 
basis.  Seventh y  insoluble  anodes,  precipitating  metals  from  chloride 
solutions  have  proved  vastly  more  durable  than  when  precipitating  from 
sulphate  solutions.  (Iraphitized  carbon  electrodes  have  for  many  yearB 
been  successful  l^otli  in  the  United  States  and  Europe  for  the  electro- 
lytic (lccoiiii)osition  of  the  various  metal  chlorides,  while  the  production 
of  a  suitable  insolul)le  anode  for  the  decomposition  of  sulphates  may 
still  be  regarded  as  one  of  the  unsolved  problems  of  electrochemistry. 

It  is  evident  that  in  depositing  one  pound  of  coj)per,  2.8  lb.  of  acid 
is  regenerated   at   the  expense   of  sulphur  dioxide   and   water.     This 
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amount  of  acid  is  capable  of  taking  up  twice  the  amount  of  copper  from 
which  it  was  precipitated.  The  regenerated  acid  solution  is  again 
applied  to  the  ore,  where  some  of  the  acid  again  combines  with  copper 
and  some  with  the  base. elements,  principally  lime,  forming  the  insoluble 
calcium  sulphate,  which  remains  in  the  ore.  The  sulphuric  acid  is  the 
one  which  is  eliminated  by  combining  with  the  base  elements,  while 
the  hydrochloric  acid  combines  with  the  copper,  again  resulting  in  the 
formation  of  the  original  cupric  chloride  This  cycle  of  solution,  pre- 
cipitation, and  regeneration,  is  repeated  indefinitely.  When  one  vat  of 
ore  is  sufficiently  treated,  the  solution  is  turned  into  the  next. 

All  of  the  metal  chlorides  have  the  faculty  of  displacing  copper  from 
its  sulphate  combinations.  For  example,  if  there  is  lime  in  the  ore,  as 
there  usually  is,  both  the  sulphuric  and  hydrochloric  acids  may  com- 
bine with  it.  If  the  hydrochloric  acid  combines  with  the  lime,  the  result 
will  be  the  formation  of  calcium  chloride,  but  the  calcium  chloride  will 
at  once  react  with  the  copper  sulphate  in  the  solution  and  convert  it 
into  the  cupric  chloride,  thus: 

(10)  2HCl  +  CaO  =  CaCl2  +  H20. 

(11)  CuSO,+CaCl2  =  CuCl2  +  CaSO,. 

It  is  evident,  therefore,  that  the  sulphuric  acid  is  the  one  which  is 
eliminated  by  reacting  with  the  base  elements;  and  the  sulphuric  acid 
resolves  itself  back  to  the  sulphur  dioxide  from  the  roasting  furnace. 

If  there  is  gold  in  the  ore,  the  acid  chloride  solution  is  charged  with 
chlorine,  generated  either  from  the  copper  chloride  or  from  common 
salt,  by  electrolysis.  It  takes  1.7  lb.  of  salt  to  produce  1  lb.  of  chlorine, 
and  5  lb.  of  chlorine  will,  ordinarily,  extract  the  gold  from  a  ton  of  the 
average  copper  ore.  This  chlorine  is  not  lost,  but  is  ultimately  converted 
into  base  or  alkali  metal  chloride,  in  which  form  it  is  again  used  to  ex- 
tract the  copper  and  silver  from  new  charges  of  ore.  Theoretically, 
none  of  the  chlorine  used  in  the  process,  whether  free  or  combined,  is 
lost.  It  simply  changes  its  condition  from  acid  to  chloride  in  the  leach- 
ing vats,  and  is  again  regenerated  to  acid  by  the  electrolysis.  In  prac- 
tice there  is,  of  course,  a  small  unavoidable  loss  of  chlorine,  but  this 
should  not  exceed  that  contained  in  1/8  lb.  of  salt  per  pound  of  copper 
produced. 

It  takes  from  1/4  to  1/2  lb.  of  sulphur,  usually  in  the  form  of  sul- 
phide ore,  or  concentrates,  to  produce  1  lb.  of  copper.  This  sulphur 
is  used  in  the  form  of  sulphur  dioxide,  produced  from  roasting  the  ore. 
After  the  ore  is  roasted,  it  is  treated  in  leaching  vats  or  agitators  for  the 
extraction  of  the  copper.  The  sodium  sulphate  produced  in  the  process 
is  inert;  its  presence  in  the  solution  does  not  appear  in  any  way  to  be 
advantageous,  neither  does  it  appear  to  be  deleterious.  It  is  evident 
that  as  the  chlorine  is  not  permanently  taken  from  the  cycle  of  operation, 
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the  sodium  sulphate  formed  will  not  accumulate  indefinitely,  but  will 
be  a  more  or  less  constant  factor. 

It  will  be  noticed  that  sulphur  dioxide  is  the  substance  consumed  in 
the  sulphate  process,  as  it  is  also  the  substance  consumed  in  the  present 
chloride  process;  but  the  electrolytic  deposition  in  the  chloride  process  is 
from  a  chloride  and  not  from  a  sulphate  solution.  In  this  way  one  of 
the  greatest  difficulties  in  the  electrolytic  extraction  of  copper  from  its 
ores — that  of  the  insoluble  anode — is  entirely  overcome. 

It  is  intended  primarily  to  work  the  process  with  impure  solutions. 
Any  electrolytic  method,  depending  on  pure  solutions  for  success,  must 
of  necessity  be  unsatisfactory.  Nevertheless,  in  time  the  solution  may 
contain  suflficiently  undesirable  elements  to  make  their  removal  advis- 
able. The  elements  most  injurious  to  copper  are  bismuth,  arsenic,  and 
antimony.  These,  together  with  all  the  metals  of  the  first  and  second 
groups,  may  be  completely  removed  from  acid  solutions  by  hydrogen 
sulphide,  and  at  the  same  time  regenerating  an  amount  of  acid  equivalent 
to  the  metals  precipitated. 

Should  a  more  thorough  purification  be  desired,  the  following  method 
is  preferred;  Salt  (NaCl)  is  electrolyzed  to  produce  chlorine  and  caustic 
soda,  thus: 

(12)  NaCl  +  HjO  +  Electric  current  =  CI  +  NaOH  +  H. 
The  chlorine  thus  obtained  is  converted  into  acid,  thus: 

(13)  2C1 +  SO2  -f  2H3O +2NaCl  =  4HC1  +  Na^SO,, 

which  is  used  to  dissolve  more  copper  from  the  ore.  The  caustic  soda 
is  used  to  purify  the  solution  by  precipitating  out  the  base  elements,  thus: 

(14)  RCl2+2NaOH  =  2NaCl  +  R(OH)2, 

after  which  the  purified  solution,  regenerated  in  salt,  is  filtered  from  the 
precipitated  hydroxides. 

Two  kilowatt-hours,  costing  from  1/2  to  4  cents,  will  produce  ap- 
proximately 1  lb.  of  chlorine,  capable  of  dissolving  2  lb.  of  copper,  and 
1.2  lb.  of  caustic  soda  which,  at  the  same  time,  is  used  for  the  purification 
of  the  solution  and  regeneration  of  the  salt.  From  this  it  will  be  seen 
that  the  purification  of  the  solution  is  a  negligible  matter. 

Iron  cannot  well  accumulate  in  the  solution  in  the  operation  of  the 
process.  Ferrous  chloride  is  a  good  solvent  of  copper,  but  in  dissolving 
the  copper  the  iron  is  precipitated  as  the  insoluble  ferric  oxide,  and  is  in 
this  way  continually  eliminated  from  the  solution,  thus: 

(15)  2FeCl2  -f  3CuO  =Fc203  4- CUCI3  +2CuCl. 

(16)  2FeCl2 -f 3CUCO3  =Fe203 4- CuClj  +2CuCl  +3CO3. 

It  will  be  seen  from  this  that  the  iron  is  not  oidy  eliminated,  but  that 
the  chlorine,  combined  with  the  iron,  renders  its  equivalent  in  copper. 
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In  this  respect  the  chloride  solution  has  an  advantage  over  a  sulphate 
solution,  since  in  a  chloride  solution  the  iron  is  continually  eliminated  as 
the  ferric  oxide,  while  in  a  sulphate  solution  it  changes  from  the  ferric 
to  the  ferrous  condition  in  the  ore  and  back  again  in  the  electrolysis, 
but  it  may  not  be  eliminated. 

The  iron  in  the  chloride  solution  as  it  is  applied  to  the  ore  will  be  in 
the  condition  of  ferric  chloride,  and  the  ferric  chloride  is  not  only  a  good 
solvent  of  copper,  but  is  also  an  excellent  chloridizer  of  the  silver  which 
may  be  contained  in  the  ore. 
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FiQ.  63. — Greenawalt  chloride  process.     Diagrammatic  sketch. 

The  accompanying  sketch.  Fig.  63,  shows  in  a  general  way  the  opera- 
tion of  the  process,  in  which  1  is  a  leaching  vat,  containing  the  ore  to  be 
treated.  An  agitator  would  do  quite  as  well  as  the  leaching  vat,  but 
this  point  is  immaterial  in  the  operation  of  the  process. 

The  acid  chloride  solution,  coming  in  contact  with  the  ore,  reacts 
with  the  copper  compounds,  as  shown  by  equations  (2)  and  (3) ,  and  then 
issues  from  the  vat  or  agitator,  as  a  solution  of  cupric  chloride,  contain- 
ing also,  perhaps,  some  cuprous  chloride,  and  flows  into  storage  and 
regulating  tank,  from  whence  it  can  be  passed  through  the  reducing 
tower,  in  an  even  and  continuous  stream.  The  solution  dripping  down 
through  the  tower,  while  in  contact  with  sulphur  dioxide,  generated  in 
SO 3  apparatus,  converts  the  cupric  chloride  into  the  cuprous  chloride 
according  to  the  reaction  shown  by  equation  (7) . 

The  partly  regenerated  acid  cuprous  chloride  solution,  which  will  also 
usually  contain  an  excess  of  sulphur  dioxide,  flows  into  storage  and 
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regulating  tank,  from  whence  it  is  drawn  into  the  copper  electrolyze, 
as  desired.  In  the  electrolysis  copper  is  deposited  and  chlorine 
liberated.  Any  tendency  of  the  liberated  chlorine  to  convert  the  cuprous 
chloride  back  to  the  cupric  chloride  will  be  immediately  checked  by  the 
sulphur  dioxide  in  the  electrolyte.  In  working  with  reasonably  high 
current  densities,  almost  all  of  the  chlorine  will  make  its  appearance  as 
the  gas,  and  is  conducted  by  means  of  a  pipe  and  exhauster,  to  the 
acid  tower.  The  excess  of  sulphur  dioxide  from  the  reducing  tower 
may  also  be  conducted  to  the  acid  tower.  The  electrolyzed  solu- 
tion, now  deprived  of  most  of  its  copper,  flows  into  a  tank,  where  by 
means  of  pump,  and  pipe,  it  is  elevated  to  a  storage  and  regulating  tank 
and  from  there  drawn  into  the  acid  tower  as  desired.  The  solution 
dripping  or  sprayed  througli  the  acid  tower,  coming  in  contact  with  the 
chlorine  from  the  electrolyzer,  and  the  sulphur  dioxide  from  the  sulphur 
dioxide  generator,  reacts  to  form  acid  according  to  equation  (1).  The 
acid  solution  flows  into  a  storage  tank,  where  it  may  be  drawn  into  the 
leaching  vat  or  agitator,  as  desired.  The  original  condition  of  things 
has  been  re-established,  with  the  difference  that  an  excess  of  acid  has 
been  regenerated.  This  excess  is  consumed  by  the  base  elements  in  the 
ore,  and  precludes  the  necessity  of  getting  acid  from  extraneous  sources. 
If  the  ore  contains  gold,  a  chlorine  solution  for  the  extraction  of  the 
gold  may  be  detained  by  simply  temporarily  shutting  off  the  sulphur 
dioxide  from  the  acid  tower,  in  which  case  no  sulphur  dioxide  being 
present  to  convert  the  chlorine  to  acid,  the  chlorine  will  remain  uncom- 
bincd,  and  in  solution,  ready  to  act  on  the  gold,  or  on  the  silver,  in 
the  ore. 

Application  of  the  Process. — The  ores  best  adapted  to  the  process 
arc  those  which  are  highly  silicious,  preferably  oxidized,  and  contain- 
ing but  little  lime.  Such  ores  are  most  difficult  to  smelt,  since  they 
contain  little  or  no  fluxing  material,  and  usually  not  sufficient 
sulphur  to  form  a  desirable  matte.  The  ores  suited  to  the  process 
may  be  classified  as  follows: 

Silicious  oxidized  copper  ores,  containing  the  copper  either  as  the 
oxide  or  carbonate. 

Silicious  sulphide  ores. 

Silicious  coj)per  ores  containing  silver,  gold,  or  small  quantities  of  lead. 

Silicious  gold  and  silver  ores  containing  copper. 

Copper  concentrates  which  may  contain  silver,  gold  or  lead. 

If  there  is  lime  in  the  or(»,  it  will  not  be  ])resent  in  the  concentrates  in 
injurious  amounts.     Zinc  is  harmful  but  not  serious  in  small  quantities. 

Up  to  the  present  no  satisfactory  chemical  process  has  yet  been 
disclosed  for  the  treatment  of  silicious  gold  and  silver  ores  containing 
copper.  It  is  claimed  for  this  jn'ocess  that  it  solves  the  problem  of  the 
treatment  of  these  ores.     Not  only  is  the  gold  and  silver  recovered  satis- 
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f actorily,  but  the  copper  in  the  ore  is  a  benefit  to  the  treatment,  and  is 
recovered  at  a  profit. 

The  elements  most  injurious  to  an  electrolytic  process,  and  which 
are  frequently  found  in  copper  ores,  are  calcium,  magnesium,  aluminum, 
and  zinc.  Any  other  elements  offer  no  serious  obstacle  to  the  process. 
Of  the  injurious  elements,  the  quantities  which  are  fatal  depend  largely 
on  the  way  they  are  combined  in  the  ore.  For  example,  calcium  occur- 
ring as  the  sulphate,  gypsum,  is  unaffected  by  the  process,  but  calcium 
occurring  as  the  oxide  or  carbonate,  lime  or  limestone,  is  likely  to  give 
trouble  if  present  in  considerable  quantities.  If  the  ore  contains  much 
iron,  roasting  is  desirable;  if  it  contains  sulphides,  roasting  is  necessary. 

Plants  may  be  erected  of  any  size  and  operated  in  any  unit.  For 
economic  reasons,  however,  it  will  not  ordinarily  be  desirable  to  erect 
and  operate  plants  of  less  than  25  tons  per  day.  For  large  plants  a 
unit  of  250  tons,  or  even  500  tons  per  day,  will  probably  be  the  most 
convenient.  The  power  consumed  in  the  electrolysis  is  proportional  to 
the  amount  of  copper  deposited. 

The  fineness  to  which  it  is  desirable  to  crush  the  ore  will  depend 
largely  on  the  nature  of  the  ore.  Some  carbonates  may  be  most  economi- 
cally treated  by  crushing  no  finer  than  four  to  eight  mesh,  while  with  sul- 
phides it  is  advisable  to  crush  to  12  or  16  mesh.  If  agitation  is  resorted 
to  in  the  chemical  treatment  instead  of  percolation,  the  ore  may  be  crushed 
to  any  degree  of  fineness  desired,  as  now  done  in  most  plants  treating  gold 
ores  by  the  cyanide  process.  The  sulphur  used  in  the  process  may  be 
obtained  from  any  source,  and  it  may  be  either  in  the  form  of  sulphur 
or  of  sulphide  ore.  Ordinarily  the  sulphur  dioxide  will  be  obtained 
from  roasting  sulphide  ore,  in  which  the  roasting  is  preparatory  to 
further  metallurgical  treatment. 

The  copper  is  deposited  by  the  electric  current  in  a  granular  condition 
and  does  not  adhere  to  the  cathodes.  It  is  of  exceptional  purity.  If 
carefully  washed  to  free  it  from  soluble  salts,  it  will  assay  99  per  cent, 
purity  before  melting  and  casting  into  ingots.  It  is  not  intended  by 
this  process  to  make  electrol)rtic  copper  direct  from  the  ore,  neverthe- 
less, if  the  ore  is  not  too  complex,  it  is  reasonably  certain  that  copper 
can  be  produced  which,  after  melting  and  fusion  refining  before  casting 
into  ingots,  will  equal  in  grade  either  Lake  or  Electrolytic  copper.  A 
good  grade  of  copper  can  be  produced  from  any  ore. 

The  copper  as  deposited  in  the  electrolyzer  is  accumulated  from  time 
to  time,  washed,  and  charged  into  an  ordinary  reverberatory  melting 
furnace  and  cast  into  ingots,  or  into  anodes  if  the  copper  contains  suf- 
ficient silver  and  gold  to  warrant  electrolytic  refining.  During  the 
operation  of  melting  it  can  also  be  refined.  The  copper  may  be  with- 
drawn from  the  electrolyzers  in  about  ten  minutes.  Ultimately  electro- 
lyzers  will  be  built  so  that  the  copper  may  be  withdrawn  while  they  are 
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in  operation,  so  that  it  will  not  be  necessary  to  put  them  out  of  commis- 
sion except  for  repairs.  The  gold  and  silver  extracted  from  the  ore  may 
be  deposited  with  the  copper,  or  separately,  if  desired.  If  the  copper 
needs  electrolytic  refining  there  would  be  no  advantage  in  depositing 
the  metals  separately. 

The  percentage  of  extraction  that  may  be  expected  will  depend 
much  on  the  nature  of  the  ore.  On  several  tons  of  Arizona  carbonate 
ore,  assaying  13  per  cent,  copper  and  5.3  oz-.  silver  per  ton,  the  tailings 
assayed  0.25  per  cent,  copper  and  0.4  oz.  silver  per  ton,  showing  an 
extraction  of  98  per  cent,  of  the  copper  and  85  per  cent,  of  the  silver. 
On  a  somewhat  similar  ore  from  Utah,  there  was  no  diflSculty  in  getting 
an  extraction  of  99  per  cent,  of  the  copper.  The  ore  in  these  tests  was 
treated  raw,  crushed  to  4  mesh.  On  some  pyritic  concentrates  from 
New  Mexico,  assaying  10.2  per  cent,  copper,  an  extraction  of  90.5  per 
cent,  was  obtained  in  a  test  treating  two  tons  of  the  material,  crushed 
to  12  mesh,  and  roasted.  A  silicious  sulphide  ore  from  the  San  Juan 
district  in  Colorado,  assaying  6.8  per  cent,  copper  and  some  silver  and 
gold,  showed  an  extraction  of  94.5  per  cent,  of  all  the  metals,  with  the 
ore  crushed  to  16  mesh  and  carefully  roasted. 

The  testing  and  experimental  plant  in  Denver  is  capable  of  treating 
from  8  to  10  tons  of  ore  at  a  time  in  vats  holding  5  tons  each. 
A  2o-h.  p.  boiler  and  20-h.  p.  engine  furnish  the  power  to  drive  a  low 
voltage  dynamo  of  500  amperes.  Two  electrolyzers,  each  having  a 
capacity  of  500  amperes,  are  used  to  precipitate  the  copper.  After 
an  efficiency  test  the  precipitated  copper  is  carefully  collected,  washed 
to  free  it  from  soluble  salts,  dried  and  weighed  to  ascertain  both  the 
current  and  energy  efficiency.  A  furnace  having  a  capacity  of  three 
tons  per  day  is  used  to  roast  sulphide  ores  preparatory  to  chemical 
treatment. 

From  such  tests,  covering  a  wide  range  of  conditions,  the  basis  of 
power  consumption  in  the  electrodeposition  was  obtained.  One  of  the 
principiil  factors  in  these  conditions  was  the  current  density,  which  was 
varied  from  G.2  to  (S(S  amperes  per  square  foot.  The  average  of  these 
tests,  taking  good,  bad,  and  indifferent,  ranging  over  a  period  of  several 
years,  shows  that  a  pound  of  copper  was  deposited  per  kilowatt-hour,  and 
this  is  made  the  present  basis  of  costs  and  power.  The  best  tests  show 
over  100  jior  cent,  better  than  this;  some  as  much  as  2.6  lb.  per  kilowatt- 
liour.  It  is  reasonable  to  sui)p()sc  that  with  experience,  and  further 
investigation  us  to  the  cause  of  the  principal  loss  of  efficiency,  there 
should  be  no  difficulty  in  bringing  the  average  up  to  the  best  yet  recorded, 
or  2.0  lb.  per  kilowatt-hour.  It  is  safer,  however,  to  take  the  average 
efficiency  until  the  higher  efficiency  is  permanently  established.  Even 
the  higher  efficiency  is  only  about  50  per  cent,  of  the  theoretical  amount. 
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so  there  is  an  extremely  wide  margin  for  improvement  in  the  saving  of 
power  from  the  basis  of  1  lb.  of  copper  per  kilowatt-hour. 

During  all  these  tests  at  the  Denver  testing  plant,  the  same  solution 
was  used;  it  was  never  purified,  nor  has  any  acid  been  added  since  the 
first  test,  over  two  years  ago.  The  tests  were  made  intermittently  during 
that  period.  The  Acheson  graphite  electrodes  used  during  these  tests 
have  never  been  replaced  and,  in  fact,  do  not  show  any  perceptible  wear. 
Comparative  tests  were  made  with  and  without  diaphragms,  with  the 
result  that  the  diaphragms  have  been  permanently  discarded. 

The  cost  of  power  varies  greatly  in  the  various  copper-mining  dis- 
tricts of  the  world.  In  large  installations,  under  ordinarily  favorable 
conditions,  there  is  no  reason  why  power  should  not  be  produced  for 
$50.00  per  kilowatt-year,  either  with  hydroelectric,  gas,  and  possibly 
steam  installation,  assuming  that  for  gas  and  steam  the  power  is  located 
at  the  railroad  and  the  power  transmitted  to  the  reduction  works.  In 
one  of  the  large  typical  hydroelectric  installations  in  Colorado,  the 
power  costs  approximately  $25.00  per  kilowatt-year,  with  an  installation 
of  several  thousand  kilowatts. 

On  a  cost  basis  of  $50.00  per  kilowatt-year  for  the  power,  the  cost 
per  pound  of  copper  for  electrodeposition,  on  a  basis  of  1  pound  of 
copper  per  kilowatt-hour,  would  be  0.58  cent,  and  for  $25.00  per 
kilowatt-year  it  would  be  0,289  cent.  It  is  reasonably  certain, 
however,  that  even  these  costs  can  be  cut  in  half  with  further  information 
on  the  process  as  to  the  best  working  conditions.  In  this  connection  it 
must  be  remembered  that  the  power  consumed  also  regenerates  the  acid, 
so  that  the  cost  of  0.58  cent  is  comparable  to  the  combined  cost  of  acid 
and  iron  consumed  in  the  ordinary  sulphuric  acid  process. 

The  electrolyzers  are  entirely  automatic.  No  diaphragms  are  em- 
ployed, and  the  cells  require  no  further  care  than  to  remove  the  granular 
copper  at  stated  intervals,  which  may  vary  from  a  day  to  a  week,  or  even 
more.  The  acidity  of  the  solution  is  also  easily  regulated.  The  amount  of 
acid  regenerated  is  at  least  twice  that  combined  with  the  copper.  Presum- 
ably the  acid  consumed  by  the  matrix  of  the  ore  is  a  constant  factor; 
that  is  to  say  ore  containing  1  per  cent,  of  copper  will  consume  about 
the  same  amount  of  acid  due  to  foreign  substances,  such  as  lime,  as  ore 
from  the  same  mine  having  10  per  cent,  copper.  A  10  per  cent,  ore, 
containing  200  lb.  of  copper,  will  regenerate  560  lb.  of  acid,  whereas  a 
1  per  cent,  ore,  containing  only  20  lb.  of  copper,  will  regenerate  only 
56  lb.  of  acid.  It  is,  therefore,  easy  to  regulate  the  acidity  of  the  solution 
by  regulating  the  quality  of  the  ore,  although  other  means  are  easily 
available. 

It  was  clearly  established  in  the  tests  in  electrodeposition  that  the 
eflSciency  drops  quite  rapidly  as  the  solution  becomes  impoverished  in 
copper,  and  if  it  is  too  highly  acid.     In  some  of  the  tests  the  solution 
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showed  less  than  1  per  cent,  copper,  and  it  was  in  these  tests  that  the 
lowest  efficiencies  were  obtained. 

In  determining  the  energy  efficiency  for  any  commercial  plant  much 
will  depend  on  local  conditions,  especially  as  to  the  cost  of  power.  If 
the  power  is  cheap,  it  would  be  wise  to  drive  the  electrolyzers  at  a  high 
current  density,  whereas,  if  the  power  is  limited  or  expensive,  better 
average  results  will  be  obtained  at  the  lower  current  densities. 

In  the  description  here  given,  zinc  has  been  considered  as  an  injuri- 
ous element.  It  is  evident  that  the  possibilities  exist  in  the  process  of 
turning  the  zinc  to  profitable  account,  but  as  no  exhaustive  work  has 
been  done  along  this  line  of  the  process,  nothing  is  at  present  claimed 
for  it.    The  same  is  true  of  its  application  to  copper-nickel  ore  or  matte. 

The  approximate  cost  of  installation  and  operation  of  extracting 
copper  by  this  method,  from  data  obtained  at  the  Denver  testing  plant, 
is  summarized  below.  The  figures  are  based  on  a  treatment  of  100  tons 
of  5  per  cent,  ore  (net)  per  day;  $50.00  power  cost  per  kilowatt  year, 
and  1  lb.  of  copper  deposited  per  kilowatt  hour. 

Approximate  Cost  of  Plant 

Power  installation,  $50,000 

Motor-Generator  set;  5000  amperes,  110  volts,  10,000 

Electrolytic  department;  electrolyzers,  cables,  etc.,  25,000 

Leaching  department,  eight  100-ton  vats,  pumps,  etc.,  10,000 

Crushing  department,  crushing  to  6  or  8  mesh,  15,000 

Miscellaneous,  10,000 


$120,000 


Cost  of  Treatment 


Per  ton  of  ore 

Crushing,  8  mesh,  $0.20 

Leaching,  0.15 

Elcctrodeposition  and  regeneration,  not  including  power,  0.25 

Power,  elcctrodeposition,  420  k.  w.,  0.58 

Repairs,  renewals,  etc.,  0.10 

Melting  and  casting  into  ingots,  0.05 

Superintendence,  0.10 

Interest  on  investment,  $120,000,  at  6  per  cent.,  0.20 

Amortization,  $120,000,  at  10  per  cent.,  0.33 

Total  cost,  per  ton  of  ore,  $1 .  96 
Total  cost,  per  pound  of  copper  extracted. 


1.96         x 
1.96     -' 


If  the  ore  is  a  sulphide  and  has  to  be  roasted,  $30,000  should  be  added 
to  the  cost  of  installation,  and  75  cents  per  ton,  to  the  cost  of  treatment, 
making  a  total  cost  per  ton  of  ore  treated,  of  $2.71,  and  per  pound  of 
copper  extracted,  2.71  cents. 

These  costs  include  the  extraction  of  the  silver  and  gold,  if  contained 
in  the  ore,  and  also  small  quantities  of  lead.    It  does  not  include  general 
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tpenses  of  administration  away  from  the  reduction  works,  since  such 
jqpense  may  be  almost  anything  that  the  officers  of  a  company  may 
hoose  to  make  it.  The  copper  produced  is  of  sufficient  purity  to  be 
old  direct  to  any  consumer. 

ANHYDROUS  CHLORINATION  PROCESSES 

At  certain  moderately  elevated  temperatures,  chlorine  will  displace 
julphur  quite  completely  from  its  sulphide  combinations  with  the 
various  metals.  Processes  have  been  based  on  these  reactions,  by  elec- 
trolyzing  a  chloride,  either  in  fusion  or  in  aqueous  solution,  and  com- 
bining the  chlorine  so  produced,  with  the  metals  occurring  as  Sulphides 
in  the  ore,  instead  of  roasting.  The  chlorine  converts  the  metals  into 
chlorides,  most  of  which  are  soluble  in  water  or  in  a  chloride  solution. 
The  metal  chlorides  are  then  dissolved  from  the  gangue,  and  usually 
precipitated  separately.  The  order  of  precipitation  of  metals  from 
their  chloride  solutions  are:  platinum,  gold,  silver,  mercury,  arsenic, 
antimony,  bismuth,  copper,  tin,  lead,  iron,  zinc.  By  a  method  of  sub- 
stitution, therefore,  it  is  possible  to  precipitate  the  metals,  or  their 
respective  salts,  separately,  until  finally  a  solution  of  zinc  chloride  is  left. 
The  chloride  of  zinc  is  then  electrolyzed,  either  in  aqueous  solution,  or 
the  zinc  chloride  solution  may  be  evaporated  to  dryness  and  electro- 
lyzed in  a  fused  condition.  In  either  case  zinc  is  deposited  at  the  cathode, 
and  chlorine  released  at  the  anode,  which  then  again  goes  through  the 
same  cvcle  in  the  treatment  of  fresh  ore. 

The  Swinburne -Ashcroft  Process. — The  first  and  most  comprehensive 
process  to  be  tried  on  a  commercial  scale,  based  on  anhydrous  chlorination, 
was  that  devised  by  Swinburne  and  Ashcroft.^ 

In  the  Swinburne-Ashcroft  process,  if  there  is  a  single  sulphide,  it  is 
first  treated  with  chlorine,  so  as  to  displace  the  sulphur  and  absorb 
chlorine;  the  chloride  is  then  electrolyzed  to  get  the  metal  and  recover 
the  chlorine.  If  there  is  a  mixture  of  sulphides,  say  of  zinc  and  of  other 
metals,  the  process  may  be  divided  into  three  stages;  the  first  is  the 
treatment  with  chlorine,  in  order  to  change  all  the  sulphides  into  chlorides; 
the  second  step  is  the  chemical  treatment  of  the  mixed  chlorides,  by 
substitution,  so  that  finally  all  the  chlorine  is  combined  with  zinc;  the 
third  step  is  the  electrolysis  of  the  zinc  chloride  to  extract  the  zinc  and 
recover  the  chlorine.  ^ 

If  pure  galena  is  to  be  smelted,  it  is  treated  with  hot  chlorine,  so  as  to 
form  lead  chloride  and  sulphur.  The  sulphur  is  condensed  as  brimstone, 
and  the  lead  chloride  is  electrolyzed  in  the  fused  state,  producing  lead 
and  chlorine.  If  there  is  silver  or  gold  present,  the  fused  chloride  of 
lead  is  treated  with  metallic  lead.     This  replaces  any  gold  or  silver  there 

*  James  Swinburne,  paper  read  before  the  Faraday  Society,  June  30,  1903. 
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may  be,  and  the  precious  metals  alloy  with  the  remaining  lead,  so  that 
ultimately,  a  bullion  is  produced  as  rich  as  may  be  desired,  the  only 
limit  being  its  melting  point  which  must  not  be  too  high. 

The  application  of  the  process  to  a  complex  ore,  containing  copper, 
zinc,  lead,  etc.,  as  the  Broken  Hill  ore,  may  be  described  in  detail.  The 
crushed  ore  is  run  into  a  "transformer."  This  looks  like  a  small  blast 
furnace  made  of  fire  clay  with  iron  outside,  or  of  lined  iron.  It  runs 
continously.  When  a  tapping  has  just  taken  place,  the  transformer 
contains  about  a  hundred-weight  of  fused  chlorides  and  gangue.  The 
gangue  almost  floats  in  the  chlorides.  If  much  lead  is  present,  much  of 
the  gangue  floats,  so  there  is  no  caking  or  splitting  up.  The  top  of  the 
transformer  has  a  cone  like  a  little  blast  furnace.  Ore  is  poured  into 
the  fused  chlorides,  and  at  the  same  time  chlorine  is  blown  in.  The 
chlorine  enters  at  the  bottom  by  a  sort  of  tuyere,  which  is  a  carbon  tube. 
The  cold  part  of  this  tube  is  connected  with  iron  pipe,  which  brings  the 
chlorine.  Dry  cold  chlorine  is  easy  to  handle.  It  does  not  touch 
metals,  and  iron  can  be  freely  used.  The  chlorine  bubbling  through  the 
fused  mass  displaces  the  sulphur,  which  comes  ofif  and  is  condensed.  The 
action  of  the  chlorine  on  the  sulphides  evolves  a  great  deal  of  heat,  so 
that  the  transformer  is  self  heating  and  there  is  no  coal  or  coke  firing, 
or  outside  heating  of  any  sort.  The  temperature  is  controlled  by  the 
rate  of  admission  of  chlorine  and  ore.  If  the  temperature  is  too  low, 
chloride  of  sulphur  may  be  formed.  This  may  also  be  formed  if  there 
is  a  deficiency  of  ore  supply.  On  the  other  hand,  if  the  chlorine  and  ore 
are  supplied  too  quickly,  the  transformer  will  get  too  hot,  and  some  of 
the  chlorides  will  distill  over  and  be  condensed  with  the  sulphur.  The 
temperature  is  the  main  consideration  in  determining  the  size  of  the 
transformer.     It  is  best  to  have  large  transformers. 

The  pumping  of  dry  chlorine  presents  no  difficulty,  and  a  chlorine 
pump  will  run  day  and  night  continuously  without  trouble.  The  dryness 
of  the  chlorine  is  of  vital  importance. 

Now  begins  the  second  stage  of  the  process.  The  fused  mass  from 
the  transformer  consists  of  chlorides  of  copper,  lead,  zinc,  iron,  manganese, 
silver  and  gangue.  It  is  run  into  water  and  through  a  filter  press  when 
cool  enough.  This  takes  out  the  gangue  and  lead  chloride,  carrying  most 
of  the  silver.  .  The  gangue  is  separated  from  the  lead  and  silver  chlorides, 
and  these  chlorides  are  then  dried  and  fused  in  contact  with  lead,  which 
extracts  the  silver  and  any  gold;  and  then  with  zinc,  which  gives  lead, 
practically  pure,  and  anhydrous  neutral  zinc  chloride,  which  is  ready 
for  the  electrolvsis  vats. 

The  filtrate  from  the  press  contains  copper,  iron,  manganese,  and 
zinc.  The  copper  is  taken  out  as  sponge  or  '^  cement  copper"  by  line 
and  there  are  left  iron,  manganese  and  zinc  chloridee.  The  iron  is  cUmv 
inated  up  to  the  ferric  state,  ar/'  « 
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tion.  This  throws  down  hydrated  ferric  oxide.  This  is  the  base  of  iron 
paint  and  is  marketable,  its  value  depending  upon  the  color  obtained. 
The  solution  is  further  chloridizcd  in  presence  of  more  zinc  oxide,  and 
the  manganese  goes  down  as  peroxide.  Zinc  has  now  been  substituted 
for  all  the  other  metals  in  their  chlorides,  and  nothing  is  left  but  zinc 
chloride. 

The  third  step  is  the  treatment  of  the  zinc  chloride.  If  it  was  obtained 
by  the  wet  way,  it  is  evaporated  down  carefully  and  fused.  This  de- 
composes some  of  the  chloride  and  makes  oxychloride.  The  anhydrous 
neutral  chloride  is  then  added  to  that  from  the  lead  substitution,  and 
is  taken  to  the  final  electrolysis  vats. 

The  electrolyzers  are  internally  heated.  The  cathode  is  fused  zinc 
and  the  anode  is  carbon.  The  chlorine  has  no  action  on  the  carbons. 
The  electrolyzers  are  kept  under  a  slight  suction,  so  that  if  there  are  any 
leaks  air  goes  in  instead  of  chlorine  coming  out.  The  carbons  are  not 
hot  enough  to  be  burned  by  this  small  admission  of  air.  As  the  electro- 
lyzers are  kept  warm  by  the  excess  of  the  electrical  power  over  the  chemical, 
the  larger  the  cell,  the  lower  the  electromotive  force.  So  far,  3000  amperes 
have  been  used,  but  this  means  a  very  small  cell.  The  output  of  fused 
salt  is  enormous  as  compared  with  aqueous  work.  With  these  cells  4  volts 
per  cell  is  needed;  with  10,000  amperes  3  volts  should  do.  The  cur- 
rent efficiency  is  practically  100  per  cent.  The  electrolyzers  are  iron 
cased  with  fire  brick;  the  chloride  soakes  into  the  porous  brick  and 
solidifies  somewhere,  so  it  is  really  a  cell  with  zinc  chloride  walls. 

Baker -Burwell  Process.' — In  this  process  the  finely  pulverized,  prac- 
tically dry  ore  is  placed  in  a  porcelain-lined  tube  mill  provided 
with  lead  lined  trunions,  and  supplied  with  flint  pebbles.  This  mill 
is  considered  to  be  necessary  for  the  work.  The  chemical  action 
between  the  chlorine  and  metal  sulphides  generates  so  much  heat 
that  the  chloride  formed  becomes  melted,  or  volatilized,  and  spreading 
to  the  surroimding  particles  covers  them  over  as  by  a  varnish,  prevent- 
ing further  action  by  chlorine.  As  the  drum  revolves,  the  flint  pebbles 
grind  the  particles,  presenting  continuously  fresh  surfaces  to  be  acted 
upon.  They  also  tend  to  break  up  or  prevent  any  clogging  or  balling 
of  the  mass.  The  gas  is  admitted  to  the  drum,  and  acts  at  once  on  the 
ore.     The  metals  combine  with  the  chlorine,  liberating  the  sulphur. 

As  the  chemical  attraction  of  chlorine  is  greater  for  the  metals  than 
it  is  for  sulphur,  sulphur  chloride  is  only  formed  as  the  metal  content 
decreases.  The  drum  revolves  during  the  operation,  and  the  chlorin- 
ation  of  the  metals  is  effected,  leaving  sulphur  free  with  the  gangue, 
provided  no  heat  is  applied  and  the  supply  of  chlorine  stopped  when  the 
metals  are  chloridized.  But  if  the  drum  be  heated,  sulphur  chloride  is 
foi'med,  and  at  about  150°  C.  is  expelled  as  a  gas,  and  may  be  condensed. 

*  N.  Y.  Meeting  Electrochemical  Society,  Oct.,  1907. 
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If  the  ore  treated  contains  gold  and  silver,  the  contents  of  the  drum 
after  chlorination,  is  emptied  into  leaching  tanks,  the  soluble  chlorides 
removed,  leaving  behind  in  the  gangue  wdth  the  free  gold,  any  insoluble 
silver  or  lead  chlorides  remaining.  In  the  presence  of  plenty  of  other 
chlorides  they  are  both  soluble,  and  in  most  cases  they  will  be  carried 
forward  with  the  other  solutions.  During  chlorination,  the  iron  forms 
ferrous  chloride,  and  gold  will  not  become  soluble  in  its  presence,  nor 
when  chlorine  is  dry.  The  gangue,  freed  from  all  base  metals  and  con- 
taining the  free  gold,  is  in  fine  condition  for  gold  extraction.  It  may  be 
recovered  by  wet  chlorination,  by  cyaniding  or  by  amalgamation  in  bar- 
rels. It  will  be  too  fine  for  plate  amalgamation.  Silver  may  be  removed 
by  leaching  with  sodium  hyposulphite.  Purification  of  solution  follows: 
Granulated  lead  precipitates  copper,  granulated  zinc  precipitates  lead. 
The  remaining  solution  would  then  contain  ferrous  and  zinc  chlorides. 
Chlorine  must  be  supplied  to  make  the  iron  ferric,  then  zinc  oxide  pre- 
cipitates ferric  hydroxide,  forming  zinc  chloride.  Electrolysis  then 
produces  practically  pure  zinc,  and  the  chlorine  is  liberated  for  use  again. 
If  the  ore  to  be  treated  contains  principally  copper,  it  chloridizes  as  cup- 
rous and  cupric  salt,  either  or  both.  If  it  should  be  cuprous  it  is  then 
only  partially  soluble.  But  it  is  readily  soluble  in  other  chlorides, 
especially  of  sodium  or  calcium.  Electrolysis  then  produces  copper, 
liberating  chlorine,  the  iron  chloride  remaining  undecomposed,  at  the 
low  voltage  used  for  copper  electrolysis.  No  deposit  of  copper  takes 
place  until  the  cathode  copper  becomes  cuprous. 


CHAPTER  XIII 


EXTRACTION  OF  PREOOUS  METALS  FROM  COPPER  ORES 

Copper  ores,  containing  considerable  value  in  precious  metals,  have 
pilot  been  successfuily  treated  on  a  commercial  scale  by  any  hydrometal- 
lurgieal  process.  It  is  true  that  Jn  treating  cupriferous  ores,  precious 
metals  have  been  extracted  incidentally  to  the  process,  or  combination 
of  processes,  but  in  such  cases  the  copper  was  usually  considered  as  a 
leleterious  element.  Combinations  of  processes  have  been  suggested, 
nit  these  have  been  too  expensive  in  practical  application. 

Gold  and  silver  ores,  containing  only  small  quantities  of  copper, 
lave  been  successfully  treated  by  the  ehlorination  and  cyanide  proc- 
1,  but  in  HUcli  instances  the  copper  content  of  the  ore  was  small  and 
he  process  worked  at  a  disadvantage  with  the  copper,  and  the  copper, 
I  such,  was  not  profitably  recovered.  A  successful  method  to  treat 
Mch  ores  must  recover  all  the  valuable  metals  at  a  profit. 

The  carbonates  of  copper,  azurite  and  malachite,  as  well  as  the 
oxides  cuprite  and  tenoritc,  are  attacked  by  cyanide  with  extreme 
rapidity,  and  are  troublesome  cyanicides.  The  sulphides  of  copper  are 
much  less  readily  acted  upon  by  cyanides  than  are  the  carbonates  and 
oxides,  but  they  gradually  dissolve.  The  sub-sulphide  of  copper,  covel- 
line,  is  easily  attacked.     The  silicates  are  also  decomposed. 

The  difficulties  encountered  in  tlie  cyanidation  of  cupriferous  ores 
tODtaining  precious  metals,  may  be  summarized  as  follows: 

1.  The  copper  goes  into  solution,  forming  a  double  cyanide  with  the 
valine  cyanide,  so  that  beyond  a  certain  narrow  limit  the  consumption 

i  cyanide  becomes  prohibitive. 

2.  The  metallic  copper  deposited  by  the  zinc  shavings  in  the  boxes 
3  a  coating  over  the  zinc  which  prevents  the  effective  deposition  of 

e  gold  and  silver. 

3.  The  presence  of  the  copper  in  the  precipitate  results  in  a  low- 
e  bullion  which  is  difficult  and  expensive  to  refine. 

,  Similarly,  if  the  ore  is  treated  by  ehlorination,  the  consumption  of 

bd  and  chlorine  is  increased,  and  the  precipitate  obtained  is  base. 
Various  methods  have  been  and  may  be  suggested  for  the  treatment 

I  copper  ores  containing  other  valuable  metals.    These  may  be  sum- 
med as  follows: 
1.  I!xtracting  the  copper  from  the  ore  with  acid  (or  perhaps  alkaline] 

tdutions,  followed  by  cyanidation. 

3d;t 
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2.  Extracting  the  copper  from  the  ore  with  acid  solutions  followed 
by  chlorination. 

3.  Simultaneously  extracting  the  copper  and  precious  metals  with 
or  w^ithout  chloridizing  roasting,  using  an  acid  chloride  solution  con- 
taining free  chlorine. 

The  treatment  of  the  ore  with  acid  for  the  extraction  of  the  copper, 
followed  by  cyaniding,  looks  feasible  enough,  but  the  thorough  washing 
required  and  the  application  of  alkaline  washes  before  the  cyanide  is 
applied,  involves  an  expense  which  has  hitherto  precluded  its  general 
application,  even  to  ores  containing  only  a  very  small  percentage  of 
copper.  On  a  laboratory  scale  there  is  no  difficulty  in  changing  a  small 
amount  of  ore  from  acidity  to  the  alkali,nity  required  for  successful 
cyaniding;  in  practice,  on  large  quantities  of  ore,  such  a  procedure  is  a 
serious  problem.  By  percolation  it  is  vastly  more  serious  than  with 
agitation.  When  large  quantities  of  ore  are  treated  with  an  acid  solu- 
tion in  a  leaching  vat,  it  is  impracticable  to  neutralize  this  acidity  and 
bring  it  to  the  desired  alkalinity.  There  are  a  number  of  reasons  for 
this;  among  which  may  be  mentioned  the  uneven  percolation  of  the 
ore  disintegrated  by  the  acid  solution,  so  that  the  displacing  of  the  acid 
with  some  other  solvent,  or  even  with  wash  water,  is  diflScult.  Further, 
the  acid  disintegrates  some  of  the  ore,  and  these  disintegrated  compounds 
have  an  injurious  effect  on  cyanide.  Ferrous  sulphate,  for  instance, 
is  one  of  the  unavoidable  products  of  sulphuric  acid  leaching,  and  the 
ferrous  sulphate,  in  the  pores  of  the  ore,  is  difficult  to  displace  or 
to  neutralize.  If  the  ore  is  agitated  instead  of  percolated,  the  neutral- 
ization can  be  more  thoroughly  accomplished.  If  the  ore  is  agitated  it 
will  be  necessary  to  first  filter  or  decant  the  acid  copper  solution  from 
the  ore,  then  wash  thoroughly  to  remove  all  the  dissolved  copper,  and 
then  again  agitate  with  an  alkaline  solution  before  it  is  desirable  to  apply 
the  cyanide.  On  the  whole,  therefore,  unless  the  ore  is  quite  rich  in  the 
precious  metals,  the  extraction  of  the  copper  with  an  acid  solution 
followed  by  a  cyanide  solution  for  the  extraction  of  the  silver  and  gold 
does  not  seem  attractive.  On  the  other  hand,  in  the  chlorination  mills 
of  Crij)ple  Creek,  the  roasted  ore  is  first  treated  with  from  15  to  20  lb.  of 
bleach  and  from  30  to  40  lb.  of  acid,  per  ton,  after  which  the  ore  is 
cyanided  after  thorough  washing.  Much  depends  on  the  nature  of  the 
ore;  roasted  pyritic  concentrates  or  highly  silicious  ore,  should  not  offer 
any  serious  difficulty;  but  ores  difficult  to  settle  or  difficult  to  filter 
would  doubtless  give  trouble.  It  is  probable  that  no  ore  containing 
copper  as  the  most  valuable  constituent,  has  ever  been  successfully 
cyanided  for  the  contained  precious  metals.  If  the  copper  can  be  ex- 
tracted by  an  alkaline  solvent,  then  the  cyanidation  of  the  ore  for  gold 
and  silver  seems  more  encouraging. 

It  is  advisable  in  treating  leached  copper  ores  with  cyanide  that  the 
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residues  be  thoroughly  washed  to  remove  both  the  acid  and  copper. 
If  the  acid  is  not  thoroughly  removed  more  alkaline  material  is  required 
to  neutralize  the  ore,  and  as  each  pound  of  dissolved  copper  combines 
with  about  4  lb.  of  potassium  cyanide,  the  consumption  of  cyanide 
will  be  unduly  large. 

Scrygmore  proposed  a  method  of  cyaniding  cupriferous  ores,  depend- 
ing on  the  property  of  cupro-cyanide  of  potassium  to  dissolve  copper  in 
certain  minerals.  The  cupro-cyanide  is  obtained  by  heating  the  cuprif- 
erous ore  with  a  sufficiently  dilute  cyanide  solution.  When  the  cupro- 
cyanide  solution  has  dissolved  its  maximum  of  copper,  in  the  form  of 
sub-cyanide,  the  excess  of  copper  is  precipitated  electrolytically  with 
regeneration  of  part  of  the  cyanide.  Then  the  ore  is  ready  for  the  oridi- 
nary  treatment  with  dilute  cyanide  solution. 

The  method  proposed  by  Bertram  Hunt  depends  upon  the  protective 
influence  of  ammonia  as  well  as  its  dissolving  powers  for  copper.  The 
ammonia  and  cyanide  are  employed  in  the  same  solution.  It  is  well 
known  that  the  double  cyanides  of  copper  and  potassium  exert  a  solvent 
power  for  gold,  but  not  so  well  known  is  the  solubility' of  the  cyanides 
of  gold,  silver,  and  copper,  and  other  base  metals  in  ammonia.  In  the 
treatment  of  cupriferous  gold  and  silver  ores  by  the  Hunt  process,  the 
strength  of  solution  in  ammonia  is  varied  according  to  the  copper  content, 
as  well  as  the  combination  in  which  the  copper  is  foimd.  On  material 
containing  a  few  pounds  of  copper  per  ton,  such  as  Comstock  tailings, 
where  the  copper  is  commonly  found  as  cupric  oxide,  it  was  found 
necessary  to  use  as  high  as  8  lb.  of  caustic  ammonia  to  the  ton  of 
solution.  The  strength  of  cyanide  was  0.05  per  cent,  or  1  lb.  to  the 
ton.  On  this  material,  which  could  not  be  treated  by  ordinary  cyaniding 
methods,  the  loss  of  cyanide  was  0.06  lb.  per  ton.  The  original  tailings 
assayed  $1.45  in  gold  and  1  oz.  in  silver,  and  the  lowest  tailings  after 
treatment  showed  a  perfect  extraction  of  the  gold  and  85.9  per  cent,  of 
the  silver. 

When  an  excess  of  cupric  oxide  is  dissolved  in  ammonia  with  less 
cyanide  that  will  combine  with  the  copper,  then  cupric  cyanide  of  the 
alkali  is  formed  which  exerts  a  solvent  action  on  the  gold  equal  to  that  of 
cyanide  of  potassium  itself.  Any  salt  of  ammonia  may  be  employed 
instead  of  the  hydrate,  provided  lime  or  other  alkali  is  added  to  the  ore. 
Any  oxidizing  agent  may  be  employed  also.  If  the  ore  contains  any 
ferrous  salts  these  should  be  removed  by  adding  to  the  ammonia  solution 
an  oxidizing  agent  previous  to  adding  the  cyanide.  Atmospheric 
oxidation  may  also  be  used.     This  prevents  the  formation  of  ferrocyanide. 

At  Dale,  San  Bernardino  County,  California,  a  complex  ore  in  which 
copper  was  present  as  silicate,  was  treated  as  follows:  In  crushing, 
8  lb.  of  quick-lime  were  added  per  ton  of  ore,  and  in  the  vats  the  ore  was 
treated  with  a  0.15  per  cent,  solution  of  potassium  cyanide  to  which  had 
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been  added  6  lb.  of  ammonium  chloride  per  ton  of  solution.  This  was 
allowed  to  remain  for  12  hours  in  contact  with  the  ore,  after  which  the 
latter  was  drained  and  washed,  the  operation  requiring  6  days.  The 
filtrate  was  run  through  zinc  boxes  as  usual.  When  using  the  ordinary 
cyanide  solution,  there  was  a  loss  of  8  lb.  cyanide  per  ton  of  ore  treated, 
while  by  the  above  method,  this  was  reduced  to  1  lb.  per  ton. 

Cyaniding  of  the  Cupriferous  Gold  Ore  of  the  Bagdad  Gold  Mining 
Co.,  at  Camp  Rochester,  in  the  Mohave  Desert.' — The  ore  mined  by  this 
company  is  an  altered  eruptive  rock,  silicified,  and  containing  iron 
oxide,  malachite,  and  chrysocoUa,  with  a  gold  value  of  $20.00  per  ton 
and  upward. 

Slacked  lime  is  added  to  the  ore  in  the  tanks  for  neutralization,  and 
also  1  lb.  of  ammonium  chloride  for  every  ton  of  ore.  The  ore  is 
then  leached  with  a  strong  solution  of  potassium  cyanide,  which  dis- 
solves the  copper,  gold,  and  silver.  The  solution  is  precipitated  with 
zinc  thread,  the  high  tenor  of  the  solution  in  KCN  preventing  to  a  large 
extent  the  precipitation  of  the  copper  in  the  zinc  boxes.  The  solution 
is  then  led  to  a  tank,  where  the  copper  is  precipitated  with  zinc  dust, 
agitation  for  several  hours  being  necessary  to  complete  the  precipitation. 
The  amount  of  zinc  dust  required  is  from  1  to  1.5  times  the  amount  of 
copper  present  in  the  solution. 

Cyaniding  of  Cupriferous  Gold  Ore,  Santa  Rosa,  Salvador.' — At  the 
mill  of  the  San  Sebastian  mine,  located  near  Santa  Rosa,  Salvador,  the 
ore  is  treated  by  cyanidation  with  electrolytic  precipitation.  The 
quantity  of  copper  in  the  ore  varies,  and  apparently  bears  no  close 
relation  to  the  gold  content.  The  amount  of  copper  extracted  by  the 
cyanide  solution  averages  from  1.5  to  2.5  lb.  per  ton  of  ore  treated. 

The  solutions  entering  the  electrolytic  precipitation  boxes,  from  May 
1905  to  April  1906,  averaged  0.089  per  cent,  of  copper  and  0.118  per  cent. 
KCN.  The  solutions  leaving  the  precipitation  boxes  during  the  same 
interval,  averaged  0.0635  per  cent,  copper  and  0.151  per  cent.  KCN. 
The  ratio  of  gold  to  copper  precipitated  was  1  :9.37.  1.14  lb.  of  KCN 
was  regenerated  per  pound  of  copper  and  gold  precipitated,  or  28.46 
per  cent.  The  average  composition  of  the  precipitate  was:  Gold  3.73 
per  cent.;  copper,  65.0  per  cent,  and  the  remainder  was  lead  from  the 
cathode. 

Cyanide  treatment  of  Cupriferous  Tailings,  from  the  Cobar  Chesney 
Mine,  Cobar,  N.S.W.^ — The  copper  in  this  ore  was  in  the  form  or  carbon- 
ate, and  the  material  treated  was  stamp  mill  tailings.  Separate  shallow 
rectangular  wooden  vats  were  provided  for  the  preliminary  acid  treat- 
ment, each  holding  about  25  tons.     The  cyanide  vats  held  75  tons  of 

'C.  H.  Fulton,  E.  and  M.J.,  Jan.  13,  19()G. 

-Charles  P.  Richmond,  E.  ana  M.J.,  March  16,  1907. 

*  W.  S.  Brown,  Trans.  London  Institution  of  Mining  and  Metallurgy,  1906. 
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tailings,  so  that  the  contents  of  three  acid  vats  were  treated  and  subse- 
quently loaded  into  one  cyanide  vat.  This  allowed  a  proper  adjustment 
of  time  of  treatment  for  continuous  working  and  the  small  acid  vats  re- 
duced the  risk  of  defective  treatment. 

After  an  acid  vat  had  been  charged,  10  to  12  tons  of  dilute  sulphuric 
acid  were  pumped  on.  As  soon  as  the  vat  was  full  of  solution,  covering 
over  the  ore  for  some  inches,  the  bottom  valve  was  opened  and  the  spent 
solution  was  allowed  to  drain  off  slowly  through  a  launder  to  the  copper 
precipitating  boxes.  When  the  solution  had  drained  so  as  to  show  the 
ore  on  top  of  the  vat,  the  bottom  valve  was  again  closed  for  about  an 
hour  and  the  acid  allowed  to  remain  in  contact  with  the  ore.  The 
first  solution  when  drained  off  never  showed  any  free  acid. 

On  again  opening  the  bottom  valve  the  remainder  of  the  acid  solution 
was  allowed  to  percolate,  usually  at  the  rate  of  about  2  tons  an  hour, 
and  flowed  directly  through  the  copper  precipitation  boxes  to  the 
sump,  where  it  was  again  standardized  with  acid,  for  use  on  a  new  charge, 
or  wasted. 

The  acid  solution  was  followed  immediately  by  a  first  water  wash 
equal  in  weight  to  the  original  solution,  which  flowed  into  the  vat  from 
a  tank  above  at  the  same  rate  as  the  vat  was  draining.  This  wash  was 
followed  by  a  clean  water  wash  of  about  half  the  original  quantity,  and 
the  ore  was  allowed  to  drain  for  discharge.  The  total  time  of  acid 
treatment  was  48  hours. 

All  the  acid  solution  and  wash  waters  passed  through  the  copper 
precipitating  boxes,  and  was  either  used  again  or  run  to  waste  depending  on 
the  supply  of  water  available.     The  final  wash  was  always  clean  water. 

When  these  operations  were  completed  and  the  vat  ready  for  dis- 
charge, 0.5  to  0.8  per  cent,  of  lime  was  distributed  over  the  surface 
and  discharged  with  the  sands.  A  fairly  good  mixture  was  in  this  way 
obtained. 

The  acid  solution  was  made  up  afresh  for  each  vat,  and  its  strength 
determined  from  a  sample  of  the  stamp  mill  tailings  drawn  during 
loading. 

A  portion  of  this  sample  was  agitated  for  half  an  hour  with  a  standard 
1.5  per  cent,  sulphuric  acid  solution,  and  the  consumption  of  acid  deter- 
mined by  titrating  with  standard  sodium  carbonate. 

The  weight  of  acid  consumed  in  pounds  per  ton  of  ore  was  then 
calculated,  which,  multiplied  by  the  number  of  tons,  gave  the  total  acid 
required  for  the  charge.  To  this  an  excess  quantity  of  25  per  cent-  wa« 
commonly  allowed,  and  the  weighed  acid  then  added  to  the  sump,  wdU 
stirred,  and  pumped  on  the  ore.  The  pump  employed  was  a  PembertJbv 
stream  ejector,  which  answered  extremely  well.     Lead  piping  wac  utM»d. 

The  copper  was  precipitated  from  the  solutions  by  passing  them  tlirovijgL 
two  boxes,  10x3x4  ft.  each,  divided  into  four  compartmeut*^  ait  i 
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ordinary  zinc  boxes.  The  boxes  were  filled  with  scrap  sheet  iron,  obtained 
locally  in  the  shape  of  tin  cans  which  had  been  burned  for  the  recovery 
of  the  solder,  and  were  to  be  had  for  the  cost  of  carting. 

The  precipitation  of  the  copper  on  the  large  surface  of  the  iron  thus 
exposed  was  practically  perfect.  On  the  other  hand,  all  free  acid  enter- 
ing the  boxes  was  neutralized  at  the  expense  of  the  iron. 

Before  the  lime  was  added,  and  the  vat  discharged,  a  second  sample 
was  drawn  from  the  sands.  On  this  sample  a  determination  of  cyanide 
consumption  was  made  by  agitating  for  half  an  hour  with  a  0.3  per  cent. 
KCN  solution  with  addition  of  0.5  per  cent.  lime. 

For  some  time  an  effort  was  made  to  determine  the  acidity  on  this 
sample  for  regulation  of  the  quantity  of  lime  required,  but  for  various 
reasons  it  was  found  better  to  add  0.5  per  cent,  lime  as  a  minimum.  In 
special  instances  more  lime  was  added. 

No  regular  record  was  kept  of  the  copper  remaining  in  the  residue 
after  the  acid  treatment,  but  as  a  rule  the  extraction  was  almost  complete. 
With  slimes  present  in  sufficient  quantity  or  unevenly  distributed  through 
the  sands  so  as  to  interfere  with  the  percolation,  the  results  were  not 
so  good. 

From  the  acid  vats  the  sands  were  trucked  to  the  75-ton  cyanide 
vats  for  ordinary  treatment.  Fifteen  tons  of  weak  KCN  solution  were 
first  applied  to  displace  the  approximate  15  tons  brought  as  moisture 
from  the  acid  vats.  This  first  15  tons  can*ied  little  gold.  As  a  rule  about 
12  tons  would  come  through  carrying  only  traces,  and  the  other  3  tons 
would  vary  according  to  the  relative  perfection  of  the  displacement. 
In  many  cases  the  first  15  tons  were  carefully  isolated  in  a  special  sump 
and  eventually  used  as  a  final  wash  for  the  outgoing  residues.  This 
solution  was  passed  slowly  through  a  zinc  box,  and  then  through  about 
*  20  cu.  ft.  of  packed  charcoal. 

The  zinc  precipitation  was  not  cfTective  unless  free  KCN  was  present, 
showing  defective  displacement  in  the  vat,  in  which  case  there  would  be 
high  gold  values  in  the  solution,  but  when  no  free  KCN  was  present  and 
but  little  gold,  the  charcoal  always  caught  some,  if  not  all.  If  assays 
showed  that  more  than  a  few  grains  of  gold  were  still  present  and  precipi- 
tation had  been  imperfect,  the  solution  was  always  passed  through  a 
freshly  made  up  zinc  box,  with  addition  of  KCN,  l)ef6re  being  finally 
used  up  as  a  wash. 

The  first  weak  solution  was  allowed  to  drain  off  entirely  and  was 
then  followed  by  a  solution  made  up  to  0.3  per  cent.  KCN.  Several  ap- 
plications of  this  strength  were  made,  in  iill  l)etwcen  50  and  60  tons, 
but  between  each  application  the  sands  were  allowed  to  drain  dry,  the 
outlet  being  closed  when  a  fresh  lot  of  solution  was  going  oil. 

l^etween  20  and  30  tons  of  weak  solution  followed,  and  finally  15 
tons  of  wash. 
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During  a  trial  run  of  17  days  450  tons  of  material  were  treated. 
During  this  time  167.7'  oz.  of  gold  were  recovered,  although  the  actual 
recovery  extending  over  a  period  of  9  months  was  1  per  cent,  in  excess 
of  this. 

The  average  value  of  sands  treated  was  9  dwt.  4  gr.,  of  which  7  dwt. 
11  gr.  was  recovered,  leaving  1  dwt,  17  gr.  in  the  residues,  equal  to  an 
extraction  of  81.1  per  cent.  The  average  theoretical  strength  of  acid 
required  per  ton  was  0.65  per  cent.  HjSO^,  equal  to  15.6  lb.  of  92  per 
cent.  acid. 

The  theoretical  quantity  of  acid  called  for  was  6588  lb.,  a  difference 
of  1  lb.  per  ton  coming  in  on  correction  of  tonnage  treated. 

The  quantity  of  acid  actually  consumed  was  9057  lb.  of  92  per  cent. 
H2SO4,  equal  to  20.1  lb.  per  ton  treated,  or  4.5  lb.  in  excess  of  the  actual 
requirement  per  ton  of  sands. 

The  copper  present  averaged  0.32  per  cent.,  or  equal  to  144  tons  for 
450  tons,  7.1  lb.  per  ton. 

The  cyanide   consumption  was  0.072  per  cent.,  or  1.6  lb.  per  ton. 

From  costs  over  several  months 

Scrap  iron  averaged  1.5d.  per  ton. 
Lime  averaged  3.6d.  per  ton. 
Zinc  averaged  2.0d.  per  ton. 

The  quantity  of  acid  used — 4.5  lb.  per  ton,  in  excess  of  the  consump- 
tion of  the  ore — could  have  been  obviated  by  a  better  arrangement.  In- 
stead of  passing  the  acid  solution  direct  to  the  copper  precipitation  boxes, 
where  the  excess  of  free  acid  was  consumed  by  the  iron,  it  might  have 
been  sent  to  a  sump  and  restrengthened  for  a  second  application,  or 
used  as  a  preliminary  wash  on  the  next  vat,  and  only  passed  through  the 
precipitation  boxes  when  showing  no  free  acid.  Under  the  circumstances 
in  which  the  work  was  performed,  it  was  considered  economical  to  sacri- 
fice acid  and  iron  for  other  considerations. 

The  cement  copper  recovered  averaged  60  per  cent,  copper;  the 
impurities  were  mostly  iron  and  silica. 

No  serious  difficulty  was  found  in  getting  a  reasonable  extraction  of 
the  gold  from  the  acid  treated  sands.  The  first  experiment  showed  a 
possible  extraction  of  only  65  per  cent.,  with  6  days'  treatment,  but 
this  was  found  to  be  due  to  lack  of  aeration.  While  experimenting  with 
various  oxidizers  it  was  discovered  that  sufficient  aeration  could  be 
obtained  by  applying  the  solutions  as  described.  In  practice  the  solu- 
tions were  well  circulated  in  the  sumps,  and  the  usual  provision  made 
of  allowing  the  pump  suction  to  draw  a  little  air. 

The  working  solutions  seldom  showed  over  0.3  i)er  cent,  copper,  and 
usually  were  much  lower.  When  more  slimes  had  to  be  treated  in  the 
charges,  conditions  were  not  so  favorable  and  more  copper  had 
to    be    dealt    with    in    the    cyanide    treatment.     The     zinc     boxes 
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then  required  careful  attention,  and  the  endeavor  was  to  get  as 
clean  a  precipitation  of  copper,  as  well  as  of  gold,  as  possible. 
Lead  acetate  was  freely  used  and  the  boxes  freshly  made  up  at 
close  intervals.  No  cyanide  solutions  were  at  any  time  discarded. 
When  the  solutions  were  foul  they  were  always  high  in  gold  contents, 
and  as  the  precipitation  of  gold  was  accompanied  by  the  precipitation 
of  the  copper,  re-aeration  restored  their  working  usefulness. 

The  product  of  the  zinc  boxes  was  extremely  base,  both  from  the 
copper  precipitated  and  the  lead  employed  to  assist  that  precipitation. 
In  the  clean-up  after  solution  and  removal  of  zinc  by  sulphuric  acid,  and 
careful  washing  with  distilled  water,  nitric  acid  was  used  to  remove  the 
copper  and  lead.  This  latter  operation  had  to  be  performed  with  con- 
siderable care  to  avoid  getting  gold  into  solution. 

All  solutions  employed  in  the  clean-up,  including  washes,  were  de- 
canted into  storage  tanks  and  held  until  their  values  had  been  determined 
by  assay.  By  using  distilled  water  throughout  and  precipitating  any 
chlorides  with  silver,  no  difficulty  was  experienced  in  producing  bullion 
over  900  fine  without  loss.  The  ore  itself  carried  very  little  silver. 
Extraction  of  the  Precious  Metals  with  Chloride  Solutions. —  If  the 
copper  is  extracted  with  an  acid  solution,  the  most  logical  way  of 
recovering  the  gold  is  with  chlorine,  and  the  most  logical  way  of  extract- 
ing the  silver,  is  with  a  chloride  solution. 

.  After  the  ore  has  been  treated  with  an  acid  solution  to  dissolve  the 
copper,  it  is  in  excellent  condition  for  the  application  of  chlorine,  since 
chlorine  itself  is  in  the  nature  of  an  acid  element.  If  the  acid  solution 
used  is  hydrochloric,  there  is  no  reason  why  the  chlorine  cannot  be  used 
with  the  copper  extracting  solution.  If  sulphuric  acid  is  used  as  the 
solvent  for  the  copper,  it  would  be  necessary  to  chlorinate  the  ore  for  the 
gold  with  a  separate  solution,  for,  if  chlorine  is  used  in  connection  with 
sulphuric  acid,  the  dissolved  copper  would  be  converted  into  cupric 
chloride,  and  the  treatment  would  then,  in  effect,  become  a  chloride 
process.  Therefore,  if  a  cupriferous  gold  ore  is  treated  with  sulphuric 
acid  to  extract  the  copper,  the  chlorine  treatment  must  follow  the 
sul])huric  acid  treatment;  if  the  ore  is  treated  with  hydrochloric  acid, 
the  chlorine  treatment  may  follow  the  hydrochloric  acid  treatment, 
or  be  used  more  or  less  in  connection  with  it. 

Silver,  in  paying  quantities,  is  more  generally  associated  with 
c()p])or  ores  thiui  is  gold.  The  extraction  of  the  silver  offers  a  more 
serious  j)rol)leni.  Silver  is  not  soluble  in  a  sul])hate  solution;  hence  if 
a  suli)hiitc  solution  is  eni])loyed  to  extract  the  copi)er,  some  other  means 
must  be  j)rovided  to  extract  the  silver.  This,  then,  would  involve  two 
process(»s  for  t  lie  ext  ract  ion  of  the  copper  and  t  he  silver.  The  silver,  before 
it  can  be  dissolved,  must  be  converted  into  the  chloride,  but  the  chloride 
of  silver,  once  formed,  is  quite  insoluble  in  most  solutions.     Sodium 
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thiosulphate  is  an  excellent  solvent  of  silver  chloride,  but  the  same 
objections  apply  to  the  use  of  that  chemical  as  apply  to  cyanide,  in  that 
it  is  in  the  nature  of  an  alkaline  or  neutral  solvent  and  is  decomposed 
by  acids. 

If  the  copper  ore  contains  considerable  amounts  of  silver,  which  is  not 
usually  the  case,  a  preliminary  chloridizing  roasting  might  be  advisable, 
but  chloridizing  roasting  is  expensive  and  loss  by  volatilization  must  be 
taken  into  consideration.  Ores,  however,  which  contain  suflSicient 
silver  to  make  chloridizing  roasting  advisable,  would  be  more  properly 
characterized  as  argentiferous  than  cupriferous. 

If  the  silver  in  the  ore  is  not  excessive  there  will  usually  be  no  trouble 
in  extracting  it  with  the  copper,  by  using  a  chloride  solution.  If  the 
silver  is  to  be  extracted  with  a  chloride  solution  it  will  be  necessary  to 
first  convert  the  silver  into  the  chloride,  and  then  provide  a  suitable 
solvent  for  the  silver  chloride. 

Silver  and  many  of  its  compounds  are  converted  into  the  chloride 
by  cupric  chloride,  which  may  always  be  abundant  in  the  copper  solution. 
Karsten  found  that  at  temperatures  ranging  from  12®  to  20®  C.  (53.6  to 
68.0®  F.)  the  action  took  place  very  slowly  without,  and  very  rapidly 
with,  the  presence  of  sodium  chloride. 

CuCl2  +  2Ag  =  CuCl  +  AgCl. 

In  leaching  copper  ores  with  a  chloride  solution,  ferric  chloride  is 
invariably  present.  Ferric  chloride,  like  cupric  chloride,  has  the  faculty 
of  converting  silver  and  its  compounds  into  chloride  of  silver. 

FeCl3+Ag=FeCl2  +  AgCl. 

Wetzler  states  that  when  a  dilute  solution  of  ferric  chloride  is  poured 
upon  silver  leaf  the  latter  almost  instantaneously  loses  its  luster  and 
falls  into  small  spangle-like  flakes,  of  which  the  powder  is  black  with  a 
slight  brown  tinge.  This  product  is  the  black  chloride  of  silver,  and 
Wetzler  considered  it  to  be  a  sub-chloride,  identical  with  that  resulting 
from  the  action  of  sunlight  on  ordinary  silver  chloride.  By  the  action 
of  sodium  chloride  it  is  converted  into  metallic  silver,  and  chloride  of 
silver,  which  dissolves. 

Silver  sulphide  is  soluble  in  both  cupric  and  ferric  chlorides.     As 
in  the  case  of  metallic  silver,  heat  and  the  presence  of  salt  promotes  ' 
the  reactions. 

Experiments  made  by  M.  Vaygouny  *  show  the  action  of  ferric  chloride 
on  ores  containing  gold  and  silver  as  the  sulphide.  Vaygouny  treated 
Tonapah  ore  with  a  solution  made  up  of  1  to  2  per  cent,  ferric  chloride, 
15  to  20  per  cent,  common  salt,  and  a  little  free  hydrochloric  acid,  and 
charged  with  free  chlorine.     The  Tonapah  ore  treated  contained  galena, 

^E.  and  M.  J.,  Dec.  29,  1904. 
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pyrite,  calcite,  silver  sulphide  and  gold,  in  a  gangue  consisting  mainly 
of  quartz.  The  ore  was  crushed  to  80  mesh,  warmed  and  kept  boiling 
for  3  hours,  care  being  taken  that  it  was  always  well  chlorinated.  The 
results  were  as  follows: 

Experiment  No.  1.     Ore  No.  1 


Sample 

Au  oz.  per  ton 

Ag  oa.  per  ton 

Original, 

0.8 

84.7 

Tailings, 

0.35 

4.8 

This  corresponds  to  about  56  per  cent,  extraction  of  gold  and 
94.4  per  cent,  of  the  silver.  In  a  similar  experiment,  crushing  the  ore 
to  120  mesh  instead  of  to  80,  the  results  were  as  follows: 


Experiment  No.  2. 


Sample 

Au  oz.  per  ton 

Ag  oz.  per  ton 

Original, 

1.03 

86.2 

Tailings, 

0.125 

1.1 

This  conesponds  to  about  88  per  cent,  extraction  of  gold,  and  98.7 
extraction  of  silver. 

A  similar  experiment  was  carried  out  with  the  ore  crushed  to  120 
mesh,  but  instead  of  treating  it  hot,  the  ore  was  treated  3  days  cold. 
The  results  of  this  test  were: 

Sample  Au  oz.  per  ton  Ag  oz.  per  ton 

Original,  1.03  86.2 

Tailings,  0.325  6.6 

This  corresponds  to  G9  per  cent,  extraction  of  gold  and  92.4  per  cent. 
extraction  of  silver. 

The  reaction  involved  in  converting  the  silver  sulphide  to  the  chloride 
by  means  of  ferric  chloride  may  be  expressed  as  thus: 


Ag^S  +  2FeCl3  =  2  AgCl  +  2FeCl2  +  S. 


To  what  extent  the  ferric  chloride  can  be  kept  in  solution  in  the 
presence  of  free  chlorine  is  a  question.  In  elaborate  experiments  made 
by  John  E.  Grccnawalt,  at  Denver,  during  the  year  1900,  with  a  view  of 
chlorinating  silver  ores  with  chloride  solutions,  it  was  found  that  ferric 
chloride  was  decomposed,  and  ferric  oxide  was  thrown  out,  forming  quite 
a  perceptible  layer  on  top  of  the  ore  in  the  vats. 

Chlorine,  as  is  well  known,  very  often  acts  as  an  oxidizing  agent. 
It  is  probable  that  the  ferric  chloride  is  oxidized,  in  the  presence  of 
chlorine  and  water,  to  ferric  oxide  and  hydrochloric  formed  at  the  same 
time. 
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Chlorine  acts  on  silver  to  convert  it  into  the  chloride.  It  also  acts 
on  the  sulphide  in  aqueous  solution  to  convert  the  silver  into  the  chlo- 
ride and  the  sulphur  of  the  sulphide  is  oxidized  into  sulphuric  acid. 
Hydrochloric  acid  acts  on  silver  slowly,  to  convert  it  into  the  chloride, 
hydrogen  being  evolved.  The  reaction  takes  place  more  rapidly 
when  it  is  subjected  to  the  combined  action  of  hydrochloric  acid  and 
atmospheric  air.  Dilute  hydrochloric  acid  has  no  action  on  silver 
sulphide. 

Silver  dissolves  slightly  at  ordinary  temperatures  in  an  aqueous 
solution  of  ferric  sulphate,  and  more  readily  and  in  greater  proportions 
when  free  sulphuric  acid  is  present.  Chloride  of  silver  is  formed  when 
hydrochloric  acid  or  sodium  chloride  is  added  to  a  solution  of  sulphate 
of  silver  in  water,  or  in  water  acidulated  with  sulphuric  acid. 

Silver  chloride,  may  therefore,  be  formed  either  by  chloridizing 
roasting,  or  by  chlorine  or  some  of  the  base  metal  chlorides.  It  is  quite 
insoluble  in  water  or  in  sulphate  solutions.  It  is  somewhat  soluble  in 
chloride  solutions. 

If  sulphide  copper  ores  contain  considerable  silver,  and  salt  is  cheaply 
available,  it  is  best  to  give  the  ores  a  chloridizing  roast.  If  the  roasting 
is  carefully  done  a  very  high  percentage  of  both  the  copper  and  silver 
may  be  extracted  with  one  solvent,  and  a  fair  percentage  of  the  gold. 
In  such  cases  an  acid  solution  of  salt  would  be  used  as  the  solvent  for  the 
copper  and  silver,  and  this  solution  could  then  be  charged  with  free 
chlorine  for  the.  close  extraction  of  the  gold. 

Hahn  determined  the  solubility  of  silver  chloride  in  solutions  of 
different  chlorides,  as  follows:  ^ 


Salt 

Salt 

Degree  C. 

AgCl 

Ag 

1 
Degree  C. 

Grama  Ag 

per  <Miit. 

saturated  at 

per  cent. 

per  cent. 

temperature 

in  100  c.e. 

KCl 

24.95 
25.96 

19.6 
19.6 

0.0776 
0.1053 
0.3397 

0.0584 
0.0793 

19.6 
19.6 

0.0688 

NaCl 

0.0966 

NH^Cl 

28.45 

1         24.5 

0.2561 

30.0 

0.2764 

V^&V^ls*  •••>.•• 

41.26 

24.5 

0.5713 

0.4300 

30.0 

0.6283 

MgCl, 

!     36.35 

24.5 

0.6313 

0.3999 

30.0 

0.6339 

BaCij 

'     27.32 

24.5 

0.570 

0.0429 

30.0 

0.0668 

Fea, 

30.70 

24.5 

0.1686 

0.1269 

20.0 

0.1802 

FeCl, 

37.48 

24.5 

0.0058 

0.0044 

21.4 

0.0064 

MnCl, 

43.85 

24.5 

0.1996 

0.1499 

30.0 

0.2226 

ZnOa 

63.34 

24.5 

0.0134 

0.0101 

30.0 

0.0162 

Cua^ 

44.48 

24.5 

0.0532 

0.0399 

30.0 

0.0627 

PbClj 

0.99 

24.5 

0.0000 

0.0000 

30.0 

0.0000 

The  salts  most  likely  to  be  present,  in  leaching  with  a  chloride  solu- 
tion, are  cupric  chloride,  CuClj)  sodium  chloride,  NaCl;  and  ferrous 
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chloride,  FeClj,  and  these  salts  will  hold  in  solution,  13.5  oz.,  25.0  oz. 
and  40.5  oz.  of  silver,  as  chloride,  per  ton  respectively,  under  conditions 
of  maximum  or  almost  maximum  solubility.  These  conditions  are 
never  met  with  in  practice,  but  the  solubility  of  silver  chloride  in 
chloride  solutions,  as  met  with  in  practice,  is  quite  suflBicient  to  extract 
the  silver  under  all  conditions  likely  to  occur  in  treating  copper  ores. 
Temperature  is  an  important  factor  in  dissolving  silver  chloride  in  solu- 
tions of  other  metal  chlorides. 

If  there  is  silver  in  copper  ore,  the  silver  may  be  extracted  simulta- 
neously with  the  copper  by  using  a  chloride  solution,  and  without  any  very 
special  effort.  As  gold  is  not  soluble  in  water  nor  in  a  chloride  solution, 
it  will  be  necessary  to  charge  the  chloride  solution  with  chlorine  before 
the  gold  can  be  extracted.  If  a  sulphate  solution  is  used,  an  ordinary 
solution  of  chlorine  in  water  may  be  used  to  extract  the  gold,  and  if  the 
ore  contains  silver  and  the  copper  is  leached  with  sulphuric  acid,  the 
chlorine  may  be  used  in  connection  with  a  chloride  solution,  as  is  frequently 
done  in  extracting  the  precious  metals  by  the  Plattner  process.  The 
method  of  applying  the  chlorine  to  ores  which  have  been  given  a  prelim- 
inary treatment  for  copper,  presents  something  of  a  problem. 

The  Plattner  process,  of  gassing  the  ore,  is  not  applicable,  since  the 
ore,  once  saturated  and  disintegrated  with  an  acid  solution  to  extract 
the  copper,  is  not  satisfactorily  permeable  with  chlorine  gas.  To  ti^ke 
the  ore  out  of  the  vat  and  partially  dry  it  to  give  it  the  proper  moisture 
required  for  satisfactory  gassing  is  too  expensive. 

Barrel  chlorination  is  also  too  cumbersome.  If  the  copper  is  ex- 
tracted in  the  barrel,  it  follows  that  the  barrel  must  again  be  separately 
charged  with  chemicals  to  extract  the  gold.  If  the  ore  contains  silver 
also,  further  complications  arc  introduced,  since  silver  chloride  is  not 
soluble  in  water,  and  the  use  of  chloride  solutions  in  lead  lined  barrels  is 
not  advisable. 

The  most  expedient  way  of  using  chlorine  in  connection  with  copper 
ores,  is  to  use  it  in  solution,  and  the  cheapest  way  of  producing  it  is  by 
electrolysis,  from  common  salt. 

Chlorine  is  not  readily  soluble  in  water,  and  less  soluble  in  a  chloride 
solution;  nor  is  the  solubility  as  great  in  heated  as  in  cold  solutions. 
However,  after  the  ore  has  been  given  an  acid  treatment  for  the  extraction 
of  copper,  the  consumption  of  chlorine  is  not  as  great  as  in  the  regular 
treatment  of  gold  ores.  Usually  there  will  be  no  difficulty  in  getting 
sufficient  chlorine  in  solution  to  treat  the  ordinary  copper  ores  for  gold. 
The  chlorine  solution,  once  obtained,  is  ai)plied  to  the  ore  in  ordinary 
leaching  vats,  if  the  copper  has  been  extracted  by  percolation,  or  it  may 
be  applied  in  agitators  if  the  copper  has  been  extracted  in  agitators. 
The  solubility  of  chlorine  in  water  according  to  Schonfeld  is  as  follows: 
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SOLUBILITY  OF  CHLORINE  IN  WATER 


Temperature,  degrees 


Vols.  CI 


Temperature,  degrees 


Vols.  CI 


c. 

F. 

C. 

F. 

10 

50 

2.58 

30 

;     86 

1.75 

15 

59 

2.37 

35 

1     95 

1.55 

20 

68 

2.16 

40 

104 

1 

1.36 

25 

77 

1.95 

At  100°  C,  or  212°  F.,  the  solubility  is  zero. 

A  cubic  foot  of  chlorine  gas  weighs  approximately  3  oz.  A  cubic  foot 
of  water  can  hold  6  oz.  of  chlorine.  One  liter  of  chlorine  gas  weighs 
3.17344  grm.,  under  ordinary  pressure,  and  is  2.45  times  as  heavy  as  air. 

In  making  extensive  tests,  on  a  large  scale  in  Denver,  during  the 
years  1900-1905  there  was  no  difficulty  in  getting  from  0.5  to  0.75  per 
cent,  chlorine  in  a  chloride  solution;  this  corresponds  to  10  to  15  lb.  of 
chlorine  per  ton  of  solution.  The  solubility  of  the  chlorine  may  be 
made  greater  and  obtained  quicker  by  absorbing  it  under  pressure^ 
when,  according  to  Henry's  law,  the  volume  of  chlorine  absorbed  will  be 
directly  proportional  to  the  pressure  of  the  gas.  In  this  way  a  strong 
solution  of  chlorine  may  be  quickly  obtained  with  suitable  apparatus. 

The  usual  way  of  absorbing  chlorine  in  water,  is  by  passing  the  chlor- 
ine from  the  cells  into  the  bottom  of  a  scrubbing  tower  while  the  water 
showers  down  from  al)ove.  It  is  not  easy  to  get  a  strong  solution  of 
chlorine.  The  purity  and  the  concentration  of  the  gas  has  much  to  do 
with  it.  Some  type  of  cells  are  likely  to  dilute  the  gas  excessively  with 
air;  if  the  dilution  is  too  great  a  weak  solution  of  chlorine  will  result,  and  a 
weak  solution  is  not  as  effective  in  treating  ores  as  a  strong  solution,  lii 
using  diaphragm  cells  it  requires  quite  a  delicate  balance  in  operation  to 
get  a  gas  reasonably  free  from  dilution  with  air,  under  the  neceHtjary 
suction  to  keep  the  cell  room  free  from  objectionable  fumes. 

ELECTROLYTIC  CHLORINE 

The  cheapest  way  of  producing  chlorine  is  by  the  electrolvHW  uf 
rides.     Usually  common  salt  is  used  for  the  purpose.     VaJiuuit 
trolyzers  have  been  invented  to  decompose  salt  into  chloriiM;  lUid 
soda;  these  may  be  classified  as  follows:  Mercury,  d'mphrutpnx: 
and  fusion  cells.     All  these  types  have  been,  and  most  are  uvw 
ful  operation  on  enormously  large  scale  for  the  manufiwrtun- 
and  caustic  soda.     Carbon  is  generally  employed  as  tbe  mttti 
as  the  cathode.     Chlorine  appears  at  the  anode,  wbile  'tit^  -mtAm 
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leased  at  tbc  cathode,  combines  with  water,  to  form  caustic  soda,  hydrogen 
being  released  at  the  same  time. 

NaCl+  electric  current  =Na  +  Cl. 

Na  +  H,0  =  NaOH  +  H. 

Theoretical  Data.— One  ampere-hour  will  produce,  by  electrolysis  of 
common  salt,  1.3219  grm.  of  chlorine. 

It  takes  0.7565  ampere-hours  to  produce  1  grm.  of  chlorine.  One 
ampere-hour  will  produce  .002914  lb.  of  chlorine.  It  takes  343.1  ampere- 
hours  to  produce  1  lb.  of  chlorine.  A  current  of  746  amperes  per  hour 
will  release  2.173  lb.  of  chlorine  per  hour,  which,  when  divided  by  the 
voltage  at  which  the  decomposition  takes  place,  will  give  the  pounds  per 
h o rs c-p owe r- hour.  A  current  of  1000  amperes  per  hour  will  release 
2.9144  lb.  of  chlorine  per  hour,  which,  when  divided  by  the  voltage,  will 
give  the  pounds  per  kilowatt-hour.  2.3  is  the  theoretical  voltage  for  the 
decomposition  of  salt  from  aqueous  solution. 

Practical  Data. — ^The  following  figures  are  given  by  Gaatner  as  the 

results  of  extended  practical  working  of  the  Castner  mercury  cell  (Fig. 

64)  for  the  production  of  chlorioe  and 

caustic  soda.     This  cell  wa8  the  first- 

to  achieve  pronounced    commercial 

success,  and  has  been  in  operation  at 

.   Niagara  Falls  and  various  parts  of 

l^urope  for  many  years.      A  cell  in 

operation,  running  at  an  efficiency  of 

88    per    cent . ,   gives    the   following 

I'-iG,  (i4.— Castner  chlorine  ccU.         actual  results: 

The  electromotive  force  required 
for  each  cell  is  4  volts  for  a  current  of  550  amperes.  Each  cell,  which  is 
6  ft.  long,  3  ft.  wide,  and  6  in.  deep,  decomposes  56  1/2  lb.  of  salt  daily, 
producing  38  1/2  lb.  of  caustic,  and  34  1/2  lb.  of  chlorine,  in  24  hours, 
for  the  expenditure  of  3  1/2  indicated  horse-power. 

A  cell  (550  nnipcres)  per  hour,  decomposes  1058  grm.  of  salt, 

A  ce!l  (550  amperes)  per  horn',  produces  724  grm.  of  eaustio. 

A  cell  {.S50  amperes)  per  liour,  produces  M2  grm.  of  chlorine. 

A  cell  (550  amperes)  per  day,  decomposes  56  1  /2  salt. 

A  cell  (550  ampi-res)  per  day,  produces  .IS  1  /2  lb  caustic. 

A  cell  (550  amperes)  per  day,  produces  34  1  j'^  lb,  chlorine. 

Actual  electrical  horse-power  per  cell,  3  h.  p. 

Indicated  horse-power  per  cell,  3  1/2  h.  p. 

Salt  decomposed  per  ampere-hour,  1.92  grm. 

Salt  decomposed  per  watt,  0.48  grm. 

Salt  decomposed  per  kilowatt,  1.06  grm. 

Salt  decomposed  per  indicated  horse- power-hour,  295  grm. 

Caustic  produced  per  indicated  horse-power-hour,  209  grm. 

Chlorine  produced  per  iudicated  hoise-power-hour,  183  grnx 
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Salt  decomposed  per  indicated  horse-power-daj',  10  lb. 
Gnuatic  produced  per  indicated  horse-power-day,  1 1  ib. 
Chlorine  produced  per  indicated  horse-power- day,  9,8  ll>. 


The  chlorine  gas  from  these  cells  is  from  95  to  97  per  cent,  purity.  The 
current  efficiency  of  the  Castner  cell  is  about  88  to  90  per  cent.,  and  the 
energy  efficiency  about  52.3  per  cent. 

Fig.  64  shows  a  longitudinal  section  through  the  Castner  cell.  The 
apparatus  is  divided  into  three  compartments,  the  two  outside  ones  con- 
taining brine  and  the  carbon  anodes,  while  the  middle  one  contains  the 
caustic  aolution  and  the  iron  cathode.  The  sodium  set  free  is  taken  up 
by  the  mercury,  forming  an  amalgam.     The  cell  is  made  to  rock  slightly 
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•io.  G5-— Electrolytic  chluriuo  plaut  iit  [he  works  uf  the  U.  S.  IteJu. 
Co.,  Colorado  Springs,  Colorado. 


ly  a  cam  and  the  motion  carries  the  mercury  and  amalgam  iuto  the 
center  compartment,  where  the  amalgam  acts  as  the  anode  during  the 
passage  of  the  current  to  the  cathode,  the  sodium  being  liberated.  A 
regulated  supply  of  water  flows  into  the  center  compartment  continu- 
ously, while  a  eurrespondlng  amount  of  caustic  solution  overflows  into 
a  collecting  tank,  The  covers  of  the  anode  compartment  have  pipe^ 
for  leading  off  the  chlorine,  but  the  cathode  compartment  ia  oidy  loosely 
■vered,  so  that  the  hydrogen  escapes  in  the  air. 
The  various  types  of  cells  give  about  the  same  practical  results.  The 
.phragm  cell  is  quite  extensively  used.  In  1902  the  author  installed 
experimental  plant  at  the  works  of  the  Portland  Gold  Mining  Co.,  at 
Colorado  Springs,  consisting  of  three  diaphragm  cells,  using  a  current 
of  1000  amperes  each,  and  arranged  to  treat  the  ore  in  one  of  the  barrels, 
Ot  on  a  basis  of  30  tons  per  day,  The  results  were  highly  encouraging, 
the  work  was  suspended.     This  was  the  first  attempt  to  treat  Cripple 
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Creek  ores  with  electrolytic  ally  generated  chlorine.  At  the  preseut 
time,  at  the  works  of  the  U.  S.  Smelting*  Refining  Co.,  at  Colorado 
Springs,  from  300  to  400  tone  of  Cripple  Creek  ore  are  treated  daily,  in 
barrels,  with  chlorine  generated  electrolytically  in  75  McDonald  dia- 
phragm cells  (Fig.  65),  producing  1500  lb.  of  chlorine  in  24  hours.  The 
McDonald  cell.  Fig.  6C  consists  of  a  cast-iron  tank  1  ft.  deep,  1  ft.  wide 
and  5  ft.  2  in.  long,  with  two  longitudinal  perforated  partitions,  thus 
dividing  it  into  three  compartments.  The  perforations  are  1/32  in.  in 
diameter,  and  there  are  four  or  five  to  the  square  inch. 

Against  each  perforated  side  wall  of  the  central  ot  anode  compart- 
ment of  the  tank  is  stretched  a  diaphragm,  consisting  of  a  layer  of  asbes- 
tos paper  fastened  to  asbestos  cloth  by  a  small  quantity  of  sodium 
silicate.     This  diaphragm  is  held  in  position  by  cement  placed  over  the 


l-'io.  66.— McDonald  clilorine  cells. 

end  walls  and  the  bottom  of  the  anode  compartment.  This  compart- 
ment is  closed  by  a  cast-iron  cover  5  in.  tlccp,  U  in.  wide,  and  nearly  5  ft. 
long,  into  which  the  anodes  are  cemented.  It  is  lined  with  cement  and 
painted  with  asbestos  varnish. 

The  anodes  consist  of  blocks  of  graphitized  carbon,  4  in.  square  and 
10  in.  long,  into  which  a  copper  rod  is  fastened  by  lead  for  the  electrical 
c(mnections.  The  partition  walls  form  the  cathode.  The  partition 
walls  are  flanged,  forming  a  seat  to  hold  the  cover,  which  is  surrounded 
by  a  la\'er  of  cement.  The  chlorine  Ls  conducted  from  the  anode  com- 
partment, into  ab-sorption  towers,  and  the  chlorine  solution  is  then 
applied  to  the  ore.  Brine  circulates  through  the  anode  compartment. 
The  sodium  hydrate  solution  leaving  the  cathode  compartment  contains 
from  7  to  IS  per  cent,  caustic  soda.  When  the  diai)hragm  is  new,  the 
level  of  the  litjuid  in  the  anode  and  cathode  conipartmcnta  is  nearly  the 
same,  but  when  it  becomes  more  or  less  clogged,  the  depth  of  the  liquid 
in  the  cathode  compartment  is  only  an  inch  or  two.  The  diaphragniD 
la.st  about  8  months,  (iraphitized  carbon  leadiiig-iu  rods,  screwed  into 
the  anodes,  will  usually  be  found  better  than  metal  for  the  electrical 
connections  in  aii\-  cell. 
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Treatment  of  the  Ore  at  the  Mt.  Morgan  Mine. — The  Mount  Morgan 
mine/  in  Australia,  was  formerly  worked  purely  for  the  gold ;  as  the  pyritic 
ores  were  developed,  copper  in  considerable  quantities  made  its  appearance 
so  that  now  the  metallurgical  installation  consists  of  a  chlorination  plant  to 
treat  the  oxidized  ores ;  a  chlorination  plant  to  treat  the  lower  grade  pyritic 
copper  ores,  and  a  smelting  plant  to  treat  the  higher  grade  copper  ores. 

The  oxidized  ores  are  crushed  in  ball  mills,  and  roasted,  chiefly  to 
effect  dehydration  and  agglomeration.  It  is  then  charged  into  leaching 
vats,  16  in  number,  built  of  brick  with  cement  mortar.  They  measure 
60  ft.  long,  12  ft.  6  in.  wide,  and  are  6  ft.  deep.  The  capacity  of  the  vats 
is  200  tons.     The  leached  ore  is  discharged  by  sluicing  through  side  doors. 

After  the  ore  is  charged  into  the  vats,  it  is  leveled  off,  and  a  water 
wash  is  given  to  cool  the  ore.  When  the  wash  water  has  drained,  a 
solution  of  chlorine  water  is  run  on  and  kept  slowly  leaching  until  the 
effluent  liquor  smells  strongly  of  chlorine.  The  vat  is  then  placed  "in 
contact"  for  8  hours.  After  the  solution  has  leached  off  another  chlorine 
wash  is  given,  followed  by  a  water  wash.  The  actual  time  consumed  is: 
(1)  Water  wash  to  cool  ore,  24  hours;  (2)  chlorine  solution,  30  hours; 
(3)  washing  out  with  water,  18  hours.  When  the  water  wash  no  longer 
carries  gold  the  contents  of  the  vat  are  sluiced  down  the  creek.  The  con- 
sumption of  chlorine  averages  2.5  lb.  per  ton  of  ore.  The  gold-bearing 
solutions  are  pumped  to  storage  vats  from  which  they  are  delivered  to 
12  charcoal  filters  of  brick-lined  concrete,  10X12X5  ft.,  each  holding 
2  tons  of  charcoal.  The  precipitation  is  absolute  and  the  effluent  liquors 
from  the  boxes  contain  no  free  chlorine.  At  present  the  ore  averages 
4  dwt.  and  a  recovery  of  95  per  cent,  is  effected.  The  costs  for  117,000 
tons  treated  for  the  year  ending  May  31,  1908,  were:  crushing,  87  cents; 
roasting,  93.5  cents;  chlorination,  75  cents;  total  $2.56. 

The  ore  treated  at  the  mundic  works  has  the  following  general  com- 
position; silica,  68  per  cent.,  pyrite,  26  per  cent.;  copper,  1  per  cent.;  and 
magnesia  and  alumina,  5  per  cent.     The  gold  averages  10  dwt. 

The  ore  breakers  are  placed  at  the  main  incline  shaft  and  after  break- 
ing down  to  1-in.  cubes  it  is  delivered  to  the  mill  bins  by  an  electric  tram. 
The  bins  have  a  capacity  of  2000  tons,  and  the  plant  is  designed  to  treat 
1 1 ,000  tons  per  month.  The  plant  is  divided  into  two  units,  each  of  which 
comprises  one  tubular  dryer,  and  an  elevator  for  the  delivery  of  the  dried 
ore  to  the  mill  bins.  The  ore  is  fed  to  seven  No.  5  Krupp  mills.  The 
crushed  ore  is  then  delivered  to  the  roasting  furnaces,  where  it  occupies 
24  hours  in  transit  through  the  furnace.  The  consumption  of  wood 
fuel  is  equal  to  18  per  cent,  of  the  weight  of  ore  treated.  From  the 
finishing  hearth  of  the  furnace  the  ore  is  delivered  by  conveyors  to  the 
vats.  There  are  eight  vats  of  200  tons  capacity,  two  of  400  tons  and  two 
of  1000  tons  capacity.  The  vats  are  constructed  of  brick,  set  in  cement 
» Gerald  Williams,  E.  and  M.  J.,  April  17,  1909. 
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and  are  provided  with  sluice  gates  at  the  sides  for  the  discharge  of  the 
leached  ore.     The  course  of  treatment  is  as  follows; 

1.  Acid  wash  of  0.2  per  cent,  sulphuric  acid  followed  by  a  water 
wash.  This  removes  about  50  per  cent,  of  the  copper  which  is  precipi- 
tated in  tanks  filled  with  scrap  iron.  The  acid  treatment  and  water  wash 
occuping  about  2  days. 

2.  Three  days'  treatment  with  chlorine  solution. 

3.  Water  wash,  from  1  day  in  the  smaller  vats  to  3  days  in  the 
1000-ton  vats.  The  residues  are  sluiced  down  into  a  dam  where  thev 
accumulate.  The  spent  liquors  from  the  precipitation  works  are  pumped 
to  the  dam  and  the  leachings  are  precipitated  with  scrap  iron.  The 
residues  contain  0.4  per  cent,  copper  which  is  slowly  recovered  from  the 
leachings. 

The  recovery  of  the  gold  on  10  dwt.  ore  is  96  per  cent.  The  char- 
coal from  the  precipitation  boxes  in  both  the  west  and  mundic  works  is 
treated  at  a  central  refinery.  After  burning  off  in  large  muffles  the  ash 
is  smelted  in  a  reverberatory  furnace  with  sand  and  soda,  and  the  bullion 
is  tapped  into  moulds.  From  the  moulds  the  bullion  is  remelted  in  large 
graphite  crucibles  in  circular  coke-fired  furnaces.  The  bullion  ia  refined 
with  air  which  is  blown  through  the  molten  metal.  The  cost  of  treating 
115,000  tons  of  ore  during  the  year  ending  May,  1908,  was:  crushing, 
78.8  cents;  roasting,  $1,367;   chlorination,    $1.01;  total,  $3,174. 

The  chlorine  used  in  the  solution  of  the  gold  was  formerly  generated 
in  stills  made  of  slabs  of  sandstone,  from  a  charge  of  manganese  ore,  salt, 
and  sulphuric  acid,  the  mixture  being  heated  and  kept  mixed  by  jets  of 
steam  entering  at  the  bottom  of  the  sides.  The  chlorine  gas  is  led  in 
earthenware  pipes  to  the  bottom  of  concrete  scrubbing  towers  where  the 
gas  rises  against  a  falling  stream  of  water  and  is  absorbed  by  it.  The 
strength  of  solution  is  generally  80  gr.  per  gallon.^  Recently  a  plant  has 
been  installed  to  generate  the  chlorine  direct  from  common  salt,  by 
electrolysis. 

A  comparison  of  the  smelting  operation  with  the  hydrometallurgical 
process,  is  interesting.  The  ore  sent  to  the  smelter  ^  has  the  following 
composition:  silica,  45  per  cent. ;  iron,  25;  sulphur,  25;  copper  3.5;  alumina 
1.5  per  cent.  Iron  ore  is  obtained  from  the  company's  mine  at  Iron  island, 
a  small  island  at  the  mouth  of  Kepple  bay,  18  hours'  steam  from  llock- 
hanipton.  The  company  pays  a  small  royalty  and  mines  the  ore  w^th  its 
own  men.  Two  steamers  arc  engaged  in  bringing  ore  from  the  island  to 
the  wharves  at  Rockhampton.  The  limestone  is  obtained  from  the  com- 
panies' (i.  ^.,  Geromes,  owned  by  the  Mt.  Morgan  Company)  quarries  at 
Marmor,  35  miles  by  rail  from  Mount  Morgan. 

The  limestone  contains  only  2  per  cent,  silica.     Delivered  into  the 

»  Bowie  Wilson,  E.  and  M.  J.,  April  24,  1909. 
« Gerard  Williams,  E,  and  A/.  J,,  April  17,  1909. 
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smelter  bins  iron  ore  costs  $4.44,  limestone,  $1.60  and  coke  $9.50  per  ton. 
The  normal  daily  charge  for  each  furnace  is  as  follows:  Ore,  200  tons; 
limestone,  100  tons;  iron  ore,  45  tons;  low  grade  mattes  (purchased) 
and  converter  slags,  15  tons;  coke,  40  tons.  The  resulting  matte  is 
converted  into  blister  copper  averaging  99.1  per  cent.  Cu,  and  12  oz.  gold, 
and  then  refined  electrolytically. 

Treatment  of  the  Auriferous  Copper  Ores  at  Falun,  Sweden.^  The  ore 
is  roasted  at  a  low  temperature  with  a  view  of  obtaining  the  copper  in  the 
form  of  sulphate.  If  silver  is  present  salt  is  added  in  the  roasting  furnace. 
The  roasted  ore  is  then  placed  in  false-bottomed,  wooden  vats  and  leached 
with  hot  water,  followed,  if  necessary,  by  hot  dilute  sulphuric  or  hydro- 
chloric acids,  by  which  all  the  copper  and  much  of  the  iron  are  removed  from 
the  ore.  The  solutions  thus  obtained  are  run  through  tanks  containing 
scrap  iron,  by  which  the  copper  and  silver  in  solution  are  precipitated.  The 
solution  of  ferrous  sulphate  may  be  saved  and  used  subsequently  to  precip- 
itate the  gold.  The  residues  in  the  vats  are  now  in  a  condition  to  yield  up 
their  gold  readily,  and  are  accordingly  treated  with  a  solution  of  0.6  to 
0.7  per  cent  of  chloride  of  lime  (bleaching  powder)  in  water,  mixed  with 
an  equal  volume  of  dilute  hydrochloric  acid  of  specific  gravity  1.002  or 
1.003,  or  of  dilute  sulphuric  acid.  These  solutions  were  mixed  in  troughs 
just  before  they  flowed  into  the  ore  vats.  The  liquid  passes  though  the 
ore  until  the  gold  ceases  to  be  dissolved,  after  which  the  tailings  are 
thrown  away.  The  solution  is  heated  to  160°  F.  by  steam,  and  precipi- 
tated with  ferrous  sulphate.  The  collection  of  the  gold  is  expedited  and 
ensured  by  adding  acetate  of  lead  to  the  solution;  by  this  device  lead  sul- 
phate is  precipitated  with  the  gold,  and  in  settling  to  the  bottom,  carries 
the  particles  of  precious  metals  with  it.  This  process  was  in  continuous 
operation  at  the  Falun  works  from  1885  to  1888.  In  that  period,  1500 
tons  of  gold  ore  and  the  tailings  from  29,000  tons  of  copper  ore  were 
subjected  to  treatment.  It  is  stated  that  in  the  year  1886,  the  tailings 
from  14,000  tons  of  copper  ore  were  treated  with  the  following  results: 

Average  Amount  of  Gold  in  Tailings 

Before  treatment,  41.82  grains  per  ton. 
After  treatmnt,  4.04  grains  per  ton. 

Cost  per  Ton 

Chloride  of  Ume  (6  lb.),  5        d. 

Sulphuric  acid  (8.37  lb.)  Id. 

Lead  acetate  and  other  reagcots,  3/4d. 

Fuel  for  steam,  1  l/4d. 

Labor,  1         d. 


Total,  9         d.  =  17.25^. 

»  Rose,"  The  Metallurgy  of  Gold,"  p.  268. 


CHAPTER  XIV 
TREATMENT  OF  ZINCIFEROUS  COPPER  ORES 

Zinciferous  copper  deposits  are  quite  common  in  the  western  United 
States,  Mexico,  and  other  parts  of  the  world.  In  many  of  these  deposits 
the  zinc  and  copper  sulphide  minerals  are  so  intimately  associated  as  to 
defy  all  attempts  at  mechanical  separation.  No  serious  attempt  has 
yet  been  made  to  treat  these  ores  chemically. 

Theoretically  the  chemical  separation  of  the  copper  and  zinc  from 
such  ores  would  not  appear  difficult,  since  both  copper  and  zinc,  after 
roasting,  arc  readily  soluble  in  dilute  acid  solutions.     The  copper  may 
be  readily  precipitated  from  the  solution  either  by  chemical  reagents  or 
by  electrolysis,  while. the  zinc  remains  unaffected.     After  the  copper  is 
precipitated,  the  zinc  may  be  recovered  free  from  copper  and  other  im- 
purities, either  by  electrolysis  at  a  higher  voltage,  or  by  evaporation  as 
the  sulphate  or  chloride  of  zinc,  for  which  there  is  a  limited  sale.     The 
extraction  of  the  zinc  and  copper  from  the  ore  presents  no  serious  diflB- 
culty,  but  the  recovery  of  the  dissolved  zinc  from  the  solution,  is  an 
exceedingly  difficult  problem,  and  unless  some  method  can  be  devised 
for  recovering  the  zinc  at  a  profit,  it  is  evident  that  the  consumption  of 
acid  is  such  that  the  copper  cannot  be  recovered  at  a  profit,  and  hence 
the  deposits  remain  unworkable  under  the  present  conditions. 

If  a  zinciferous  copper  sulphide  ore  is  roasted,  and  then  treated  with 
sulphuric  or  hydrochloric  acid,  the  copper  and  zinc  will  go  into  solution 
as  sulphates  or  chlorides.  The  copper  may  then  be  precipitated  from  the 
solution  by  any  of  the  well-known  methods,  and  the  precipitated  solution 
returned  to  the  ore,  as  in  a  cyclic  process,  until  the  solution  becomes 
saturated  with  zinc  sulphate  or  chloride.  The  solution  can  then  be 
purified,  usually  by  displacing  the  impurities  by  zinc  and  zinc  oxide,  while 
a  corresponding  amount  of  zinc  goes  into  solution.  The  solution,  now 
purified  and  saturated  with  zinc  sulphate  or  zinc  chloride,  may  be 
evaporated  to  get  the  crystallized  salts,  if  a  market  is  available,  or  better, 
it  mav  be  treated,  electrolvticallv  to  extract  the  zinc  in  the  metallic  con- 
dition;  but  in  the  electrolysis  of  the  zinc  salts  is  the  crux  of  the  entire 
problem. 

The  commercial  electrolysis  of  zinc  j^olutions,  either  acid  or  alkaline, 
has  not  yet  l)eeu  accomplished,  although  as  the  cause  of  the  diflScultiets 
are  becoming  better  understood,  the  problem  may  sooner  or  later  be 
satisfactorily  solved.  The  problem  is  further  complicated  by  the  fart 
that  it  takes  about  4  times  as  much  power  to  deposit  ^pound  of  line  as 
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a  pound  of  copper,  and  the  price  of  the  metallic  zinc  is  only  about  half 
that  of  copper.  On  the  other  hand,  the  zinc  may  be  regarded  as  a  by- 
product, for  which  nothing  is  paid  in  the  crude  form,  and  the  smelters 
usually  penalize  the  zinc  in  copper  ore,  when  above  5  to  10  per  cent. 

With  solutions  of  zinc  salts,  both  acid  and  alkaline,  and  especially  if 
the  solution  is  dilute  and  the  current  density  small,  powdery,  spongy 
deposits  of  zinc,  which  appear  often  almost  black  in  color  while  wet,  are 
obtained  on  the  cathode.  If  the  solution  is  excessively  acid,  no  deposit 
will  result,  as  the  zinc  is  dissolved  as  rapidly  as  deposited,  and  the  solution 
need  not  be  highly  acid  to  seriously  affect  the  amount  of  zinc  deposited. 
The  zinc  sponge  is  not  as  likely  to  occur  from  an  acid  as  from  an  alkaline 
or  neutral  solution.  Zinc  deposited  in  a  spongy  form  cannot  be  melted 
down  on  account  of  its  tendency  to  oxidize. 

It  is  a  peculiarity  of  this  zinc  sponge  that  solutions  which  will  perhaps 
for  half  an  hour  yield  quite  satisfactory  reguline  deposits  of  zinc  will, 
when  a  certain  thickness  has  been  attained,  commence  to  deposit  the 
spongy  metal,  and  this  may  occur  in  neutral,  acid,  or  alkaline  solutions. 
Two  theories  have  been  advanced  as  to  the  cause  of  this  unsatisfactory 
deposit,  namely,  one  that  it  is  due  to  the  formation  of  a  hydride  of  zinc  and 
is  due  to  the  liberation  of  free  hydrogen  with  the  zinc  at  the  cathode,  and 
the  other  that  it  is  due  to  the  formation  of  zinc  hydrate. 

The  formation  of  spongy  zinc,'  may  apparently  be  avoided  by  using 
strong  solutions  with  only  small  amounts  of  acid  present  and  using  high 
current  densities,  of  from  15  to  30  amperes  per  square  foot,  and  by  em- 
ploying rapid  circulation  of  the  electrolyte.  The  formation  Oi  zinc  sponge 
from  solutions  which  to  commence  with  yield  good  reguline  deposits,  is 
probably  due  to  the  impoverishment  in  zinc  salt  of  the  electrolyte  in 
contact  with  the  cathode. 

The  electromotive  force  required  for  the  decomposition  of  zinc  sul- 
phate is  2.35  volts,  and  for  zinc  chloride  2.43  volts.  1.2194  grm.  are 
deposited  from  zinc  solutions  by  1  ampere-hour,  2.6883  lb.  per  1000 
ampere-hours.  In  practice  the  electromotive  force  required  will  not 
usually  be  less  than  from  3  to  3.5  volts. 

Iron  generally  occurs  in  the  neutral  or  feebly  basic  solutions  as  ferrous 
salt.  It  can  only  be  precipitated  out  of  the  solution  after  the  conversion 
into  a  ferric  salt.  Iron  can  be  removed  from  sulphate  solutions  of  zinc 
by  the  addition  of  carbonate  of  lime,  and  passing  a  current  of  air  through 
the  solution.  If  the  iron  is  present  as  chloride  and  not  in  too  large 
quantity,  it  is  best  oxidized  and  precipitated  by  the  addition  of  a  small 
quantity  of  chloride  of  lime;  the  calcium  chloride  so  formed  has  no 
injurious  effect  on  the  electrolysis.  Any  electronegative  metals*  that 
may  be  present  in  the  solution  may  be  precipitated  with  zinc  dust. 

In  the  electrolysis  of  sulphate  solutions  with  lead  anodes,  the  anodes 
gradually  become  covered  with  a  superficial  layer  of  peroxide  of  lead,  and 
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must  be  freed  from  it  by  being  washed  from  time  to  time.  As  soon  as 
the  electrolyte  contains  9  to  9  1/2  oz.  of  sulphuric  acid  per  gallon,  a 
current  density  of  10  amperes  per  square  foot  can  no  longer  deposit 
zinc  from  it.  Before,  therefore,  the  free  acid  present  reaches  this 
amount,  the  electrolyte  must  be  replaced  by  a  solution  of  neutral 
sulphate. 

In  the  Cowper-Coles  process,  the  finely  ground  ore  containing  the  zinc 
is  converted  into  the  oxide  and  sulphate  by  roasting,  and  then  leached 
with  a  dilute  acid  solution  of  zinc  sulphate.  The  leaching  is  done  in 
vessels  fitted  with  filters,  and  is  facilitated  by  the  passage  of  an  electric 
current  through  the  acid  liquid,  insoluble  anodes  and  zinc  cathodes  being 
employed.  The  copper  goes  into  solution  with  the  zinc,  and  is  precipi- 
tated in  tanks,  the  bottoms  of  which  are  covered  with  a  layer  of  charcoal 
and  iron  or  zinc.  When  the  solution  contains  15  to  20  per  cent,  of  zinc 
sulphate,  it  is  electrolyzed  between  lead  anodes  and  rotating  cathodes  in 
the  form  of  discs  of  sheet  iron. 

Neutral  concentrated  solutions  of  zinc  sulphate  dissolve  small  quanti- 
ties of  zinc  oxide,  so  that  these  solutions  give  compact  zinc  during  the 
first  hour  of  electrolysis.  The  liquid,  however,  soon  becomes  basic,  due 
to  the  oxidation  of  zinc,  and  the  sponge  is  then  deposited.  To  prevent 
this  it  is  necessary  to  maintain  the  solution  slightly  acid;  continuous 
agitation  of  the  electrolyte  is  also  necessary  otherwise  it  becomes  too 
dilute  at  the  cathode. 

Hoepfner  considers  that  an  active  motion  of  the  electrolyte  by  means 
of  rotating  cathodes  is  necessary  for  the  production  of  dense  deposits. 
In  this  way  hydrogen  bubbles,  which  have  clung  to  the  cathodes  are 
removed,  and  the  formation  of  ragged  edges  by  the  abnormally  high  and 
uneven  current  densities  is  prevented. 

One  of  the  inherent  difficulties  in  the  electrolysis  of  zinc  compounds 
is  that  the  heat  of  combination  is  generally  rather  high,  thus  necessitating 
the  expenditure  of  a  relatively  high  power;  and  for  the  same  reason  other 
metals  are  apt  to  be  deposited  first,  thus  necessitating  a  pure  solution. 
Hoepfner  was  one  of  the  first  to  realize  these  difficulties,  and  was  one  of 
the  first,  if  not  the  first,  to  devise  a  process  which  was  for  some  time  in 
operation  on  a  commercial  scale. 

The  Hoepfner  Zinc  Process  was  in  use  in  Fuhrfort,  Germany, 
from  1895  to  1897,  but  was  discontinued,  although  it  was  claimed,  this 
was  for  personal  and  not  for  technical  reasons.  It  is  now  in  operation 
in  Hrusshau,  Austria,  and  at  the  works  of  Brunner,  Mond,  and 
Company,  at  Winninp;ton,  England.  Guentlicr^  gives  a  long  illus- 
trated description  of  this  process,  which  is  briefly  as  follows:  The  raw 
material  was  the  cinder  from  zincifer.ous  p}Tite,  mined  in  Westphalia, 
the  zinc  tenor  of  this  cinder  varying  from  10  to  16  per  cent.     The  prepar- 
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atory  treatment  consisted  in  grinding  the  cinder  to  1.5  mm.  size,  mixing 
with  18  to  20  per  cent,  common  salt,  and  roasting  in  a  muffle  furnace  for 
20  to  24  hours  at  a  temperature  of  not  over  650°  C.  The  charge  of  the 
cinder  per  furnace  was  4500  kg.  and  the  coal  consumption  900  kg.  per 
charge.  The  charge  drawn  from  the  furnace  was  leached,  while  still 
hot,  in  iron  vats  with  water  or  dilute  liquor  from  a  subsequent  stage  of 
the  process,  affordmg  a  solution  containing  about  10  per  cent,  zinc, 
besides  sodium  chloride,  sodium  sulphate,  and  small  quantities  of  lead, 
copper,  cadmium,  arsenic,  manganese  and  thallium.  The  sodium  sul- 
phate was  crystallized  out  as  NajSO^  +  lGHjO  by  cooling  the  solution  to 
—  5°  C,  after  which  the  iron  and  manganese  were  precipitated  by  the 
addition  of  bleaching  powder  and  marble  dust,  and  finally  the  electro- 
negative metals  by  means  of  zinc  dust.  A  clear  solution  of  the  chlorides 
of  zinc  and  sodium  was  thus  obtained,  which  on  the  average  assayed 
20  per  cent.  ZnClj,  22  per  cent.  NaCl,  0.05  per  cent,  to  0.06  per  cent. 
H2SO4,  and  traces  of  lead,  iron,  and  thallium,  and  after  acidification  with 
a  small  amount  of  hydrochloric  acid,  free  from  arsenic,  was  ready  for 
electrolysis.  The  electrode  vats  were  V-shaped  tubs;  the  anode  and 
cathode  compartments  were  separated  from  each  other  by  means  of  a 
diaphragm  of  nitrated  cloth.  Artificial  carbons,  hard  as  glass,  were  used 
as  anodes,  while  the  cathodes  consisted  of  discs  of  zinc  or  iron,  arranged 
vertically  on  a  horizontal  shaft  so  as  to  revolve  between  a  pair  of  adjacent 
anode  cells. 

The  electrolyte  entered  each  vat  on  one  of  the  horizontal  sides  and 
came  out  at  the  top  of  the  opposite  side,  so  there  was  only  a  circulation 
past  the  cathodes,  but  the  solution  could  pass  beneath  the  anode  cells. 
The  diaphragms  which  were  closed  on  top,  where  they  were  made  air  tight 
by  means  of  melted  pitch,  prevented  a  rapid  motion  in  the  anode  cells. 
The  solution  entering  the  vat  had  a  tenor  of  9.5  to  10  per  cent.  Zn,  and 
the  tenor  of  zinc  in  both  should  not  be  less  than  2  per  cent.  The  acidity 
to  be  maintained  at  0.08  to  0.12  per  cent.  HCl,  and  during  the  electrolysis 
acid  was  added  to  the  extent  of  0.03  to  0.05  grm.  HCl  per  ampere-hour. 
A  good  deposit  of  zinc  could  not  be  obtained  from  neutral  or  alkaline 
solutions.  The  vats  were  connected  in  series  and  a  current  density  of 
100  amperes  per  square  meter  used,  which,  it  was  thought,  was  less  than 
desirable;  the  terminal  voltage  of  the  bath  was  3.3  to  3.6  volts.  In  regu- 
lar operation  zinc  deposited  on  the  cathodes  in  dense  form,  silver  white  in 
color,  and  the  current  efficiency  was  97  per  cent,  or  more,  of  the  theo- 
retical. After  30  to  35  days,  when  800  to  1000  kg.  of  zinc  had  been 
deposited,  the  cathodes  were  replaced  by  a  new  set.  The  zinc  was  then 
remelted  in  a  reverberatory  furnace,  losing  1.5  to  2  per  cent,  in  weight, 
wherein  the  consumption  of  coal  was  7  to  8  per  cent.,  the  final  product 
assayed  99.97  to  99.98  per  cent.  Zn,  0.01  to  0.02  per  cent.  Pb,  and  traces 
or  iron  and  thallium.     The  anode  cells  had  an  outlet  pipe  of  glass  or  hard 
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rubber;  the  chlorine  gas  liberated  by  electrolysis  was  used  for  making 
bleaching  powder. 

The  electrolysis  of  fused  zinc  chloride  has  frequently  been  suggested 
and  tried,  but  up  to  the  present  time  the  most  encouraging  results  have 
been  obtained  with  chloride  solutions. 

The  electro  deposition  of  zinc  from  alkaline  solutions  has  also  been 
repeatedly  proposed,  but  has  not  come  into  use. 


CHAPTER  XV 
TREATMENT  OF  COPPER-NICKEL  ORE  AND  MATTE 

Nickel  is  frequently  associated  with  copper  ores,  in  quantities  worth 
recovering.  The  ordinary  method  of  recovering  the  nickel  in  such  ores, 
as  for  example  at  Sudburry,  is  to  smelt  to  a  copper-nickel  matte,  and  then 
recover  the  metallic  copper  and  metallic  nickel  from  the  matte  by  further 
metallurgical  treatment. 

If  a  hydrometallurgical  process  is  used  to  extract  the  copper  from  ores 
containing  small  quantities  of  nickel,  the  process  is  carried  out  the  same 
as  if  no  nickel  were  present,  and  when  the  nickel,  as  in  a  cyclic  process, 
has  accumulated  sufficiently  in  the  solution,  it  may  be  recovered  there- 
from by  either  chemical  or  electrollytic  methods. 

Nickel  is  only  extracted  with  considerable  difficulty  direct  from  its 
ores,  especially  if  in  the  form  of  silicate  (Garnierite),  and  most  nickel 
ores  are  not  entirely  free  from  this  mineralogical  combination. 

The  solutions  which  are  used  for  recovering  nickel  from  copper  ores, 
mattes,  or  alloys,  are  either  dilute  sulphuric  or  dilute  hydrochloric  acid. 
The  copper  in  either  solution,  preparatory  to  precipitating  the  nickel,  is 
reduced  below  1  per  cent,  by  electrolysis  and  finally  completely  removed 
by  precipitation  with  metallic  iron,  or  else  hydrogen  sulphide  may  be 
used,  the  excess  of  which  is  afterwards  expelled. 

The  purified  solution  is  rendered  alkaline,  filtered  to  remove  precipi- 
tates, and  the  nickel  recovered  by  electrolysis  in  suitable  electrolyzers, 
using  lead  anodes  for  sulphate  solutions  and  graphite  anodes  for  chloride 
solutions.  Both  nickel  chloride  and  nickel  sulphate  are  freely  soluble  in 
water.  Nickel  chloride,  NiCl26H20,  is  easily  soluble  in  water;  100  c.c. 
saturated  water  solution  at  20°  C,  contains  39  gr.  NiClj;  100  c.c.  saturated 
water  solution  at  40°  C.  contains  42  gr.  NiClj.  Nickel  sulphate;  NiSO^- 
7H3O,  soluble  in  three  parts  of  water  at  20°  C;  soluble  in  two  parts  of 
water  at  50°  C. 

It  is  quite  difficult  to  get  a  good  coherent  electrolytic  deposit  of  nickel 
of  any  reasonable  thickness.  There  is  a  difference  of  opinion  as  to  the 
cause  of  solid,  adherent  deposits  of  nickel;  some  metallurgists  claim  that 
the  most  satisfactory  deposits  are  obtained  from  alkaline  electrolytes, 
whereas  others  say  that  the  electrolyte  must  be  acid.  The  general 
opinion,  however,  is  that  the  non-adherent  deposits  are  due  to;  the 
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electrolyte  being  too  acid,  the  temperature  of  the  electrol^iie  being 
too  low,  or  else  the  cathode  is  not  clean.  Pulverent  deposits  are 
due  to:  too  high  a  current  density,  too  high  an  e.  m.  f.,  and  too  acid 
electrolyte. 

The  formation  of  insoluble  salts  is  prevented  by  acidifying  the 
electrolyte  with  weak  acid,  such  as  boric,  perchloric,  perbromic,  or  an 
organic  acid,  or  else  with  a  slight  amount  of  sulphuric  or  hydrochloric 
acid. 

Conditions  which  favor  solid  adherent  deposits  of  nickel  are:  slightly 
acid  electrolyte,  to  prevent  basic  salts;  pure  electrolyte;  gas  free  elec- 
trolyte; temperature  between  40  and  65°  C;  constant  current  density; 
low  e.  m.  f.;  efficient  circulation;  clean  cathode,  and  concentrated 
electrolyte. 

Concentrated  electrolytes,  especially  those  consisting  of  very  soluble 
nickel  salts,  give  the  most  satisfactory  deposits,  other  conditions  being 
equal. 

The  tendency  of  nickel  deposits  to  curl  is  greatest  with  high  current 
densities,  said  to  be  due  to  the  formation  of  nickel  hydride,  which  is  the 
result  of  greater  liberation  of  hydrogen  with  high  current  density  and  high 
e.  m.  f. 

Dr.  Edward  F.  Kern  and  Francis  G.  Fabian^  by  exhaustive  experi- 
ments, with  cast-nickel  anodes  conaining  92  per  cent,  nickel,  5  per  cent, 
iron,  carbon  and  a  trace  of  copper  and  using  sheet-nickel  cathodes  placed 
1  in.  from  the  anodes,  came  to  the  following  conclusions: 

The  presence  of  free  acid  in  nickel  chloride,  nickel  sulphate,  and  nickel 
fluosilicate  electrolytes  caused  a  very  low  cathode  efficiency,  whereas  the 
anode  efficiency  was  in  most  cases  over  95  per  cent.  By  continued 
electrolysis  the  free  acid  was  neutralized  and  the  cathode  efficiency 
increased. 

The  electrolysis  of  neutral  chloride  and  fluosilicate  solutions  with  cur- 
rent densities  of  10  to  20  amperes  per  square  foot,  gave  very  satisfactory 
deposits,  and  high  current  efficiencies.  Neutral  sulphate  solutions 
were  unsatisfactory,  as  precipitates  of  insoluble  basic  salts  formed  and 
intermixed  with  the  deposited  nickel. 

Heating  the  chloride  electrolyte  decreased  the  e.  m.  f.,  increased  the 
current  efficiency  and  improved  the  deposition.  The  most  satisfactory 
temperature  was  about  50°  C. 

A  small  amount  of  basic  salts  separated  during  electrolysis  from  the 
neutral  cliloride  electrolytes,  but  did  not  interfere  with  the  deposition. 
The  presence  of  a  small  amount  of  free  acid  prevented  their  formation. 

The  results  obtained  by  Kern  and  Fabian  for  nickel  chloride  and 
nickel   sulphate   electrolytes   are   summarized  by  the  following  table: 
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NiCla  electrolyto 


Ck>nipo8ition  of  the 
electrolytes 


Tcm-    j    CD.    I  Time  of 
perature.  am]>ere8 '      run 
deg.  C.  ipersq.  ft.'  minutes 


Eight  per  cent,  nickel 
and  half  molecular 
equivalent  of  free  acid. 

Eight  per  cent,  nickel 
and  1/10  the  molecular 
equivalent  of  free  acid. 

Eight  per  cent,  nickel 
and  1/20  to  1/25  the 
molecular  equivalent 
of  free  acid. 

Neutral  solutions  con- 
taining 8  per  cent 
nickel. 

Neutral  solutions  con- 
taining 8  per  cent. 
nickeL 

Neutral  solutions  con- 
taining 8  per  cent, 
nickel  and  a  half  mole- 
cular equivalent  of 
sodium  salt. 


20 

10 

180 

40 

10 

180 

60 

1 

10 

180 

20 

10 

255 

40 

10 

255 

60 

10 

255 

20 

12 

180 

40 

12 

180 

60 


20 
40 
60 

20 
40 
60 

20 
60 


12 


10 
10 
10 

20 
20 
20 

20 
60 


180 


255 
255 
255 

480 
480 
480 

180 
180 


Average 

e.  m.  f.  in 
volts 


0.49 
0.36 
0.21 

0.73 
0.52 
0.35 

0.86 
0.53 
0.44 


0.78 
0.59 
0.44 

1.06 
0.73 
0.64 

1.02 
0.58 


Cathode 

current 

efficiency 


3.20% 
1.25% 
1.01% 


62.6% 

79.0% 

,71.0% 

67.2% 
75.7% 
80.7% 


96.6% 
99.4% 
99.2% 


91.2% 
94.7% 
88.3% 


90.1% 
99.7% 


NiSO«  electrolyte 


Average       Cathode 
e.  m.  f.  in       current 
volts         efficiency 


0.89 
0.65 
0.42 

0.91 
0.78 
0.51 

0.97 
0.79 
0.61 


1.50 
1.35 
0.88 


0.86% 
0.78% 
0.39% 


1.50% 
1.60% 
1.50% 


0.00% 
0.7% 
2.8% 


102.2% 
106.9% 
101 . 1  % 


3.45 
2.30 
1.40 


3.12 
0.96 


10.2% 
99.8% 


In  the  direct  treatment  of  copper-nickel  ore  or  matte,  the  copper  and 
nickel  are  dissolved,  usually  with  a  chloride  or  sulphate  solution.  The 
copper  may  be  precipitated  chemically  or  electrolytically;  the  electrolytic 
method  is  preferred.  In  either  case,  the  copper  is  precipitated  in  the 
ordinary  operation  of  the  process,  while  the  nickel  keeps  accumulating 
in  the  solution,  until  its  recovery  therefrom  becomes  necessary  or  ad- 
visable. The  copper  in  the  solution,  rich  in  nickel,  is  then  completely 
removed,  by  chemical  precipitation;  after  which  the  other  impurities  are 
removed,   and  the  solution  then  electrolyzed   to   deposit   the   nickel. 

When  it  is  attempted  to  deposit  nickel  electrolytically,  it  is  found 
that  after  a  certain  thickness  is  exceeded  the  metal  detaches  itself  from 
the  cathode  and  curls  up  in  thin  flakes.  These  are  too  thin  to  collect  and 
melt  to  an  ingot  with  economy  and  ease. 

The  observance  of  the  conditions  above  stated  tend  to  overcome  the 
difficulty.  Rapid  rotation  of  the  cathode  also  tends  to  permit  of  a 
thicker  deposit. 

The  theoretical  electromotive  force  required  to  decompose  nickel 
and  cobalt  chlorides  and  sulphates  is: 

NiCl,,  1.85  volts.  C0CI2,   1.78  volts. 


NiSo^,  2.09  volts. 


CoSO,,  1.92  volte. 
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In  the  ordinary  treatment  of  Copper-nickel  ores,  roasting  and  smelt- 
ing, followed  by  converter  treatment,  yields  a  high-grade  copper-nickel 
matte,  and  the  problem  is  to  separate  the  nickel  from  the  copper.  This 
is  being  done  on  a  very  large  scale  by  the  Oxford  process,  at  the  works  of 
the  Oxford  Copper  Co.  The  practice  there  is  to  smelt  the  matte  con- 
taining sulphides  of  nickel,  copper,  and  iron,  in  a  cupola  furnace,  together 
with  a  charge  of  coke  and  sulphate  of  sodium,  in  the  form  of  crude  niter 
cake.  The  carbon  of  the  coke  reduces  the  sodium  sulphate  to  sodium 
sulphide,  and  as  this  material  when  fused  has  a  solvent  action  upon  the 
copper  and  iron  sulphides  contained  in  the  matte  it  will  dissolve  them  to 
a  considerable  extent,  so  that  when  the  molten  contents  of  the  furnace 
are  tapped  into  settling  pots  the  material  will  stratify.  Sulphide  of 
nickel,  together  with  some  sulphide  of  sodium,  w^ill  settle  to  the  bottom, 
and  the  sulphide  of  sodium,  with  copper  and  iron  sulphides  in  solution, 
will  float  on  top.  The  mass  when  solidified  is  divided  into  tops  and 
bottoms,  the  tops  containing  sulphides  of  copper,  iron,  and  sodium,  and 
the  bottoms  containing  sulphides  of  nickel,  together  with  such  of  the 
sulphides  of  copper  and  iron  as  have  not  been  taken  up  in  solution  in  the  sul- 
phide of  sodium.  The  bottomsarp  again  charged  into  the  smelting  furnace 
with  sodium  sulphate,  and  are  rcsmelted  a  sufficient  number  of  times  to 
purify  the  material  to  such  an  extent  as  to  leave  the  nickel  therein 
nearly  free  from  copper,  generally  reducing  the  copper  to  less  than  1  per 
cent.  After  having  thus  been  treated  the  bottoms  are  crushed  and 
leached  for  the  purpose  of  removing  the  soluble  portions  of  the  sodium 
compound,  and  the  product  is  dried  and  roasted,  and  is  then  mixed  with 
sodium  chloride  and  sodium  sulphate  and  again  roasted.  The  sodium 
chloride  and  sodium  sulphate  react  to  produce  chlorine  gas,  which  con- 
verts the  copper  contained  in  the  mass  partially  to  the  form  of  copper 
chloride,  and  the  remainder  of  the  copper  to  copper  sulphate,  the  nickel 
])eing  converted  largely  to  the  form  of  nickel  oxide  and  partially  to  the 
form  of  nickel  sulphate.  The  residuum  is  then  rewashed  with  dilute 
sulphuric  acid,  which  removes  the  copper  as  sulphate,  but  does  not 
attack  the  nickel  oxide.  It  has  been  the  practice  to  precipitate  the 
metals  from  these  solutions  by  the  addition  of  sodium  carbonate  or 
sodium  sulphide  and  then  to  remove  the  precipitate  by  passing  the  liquor 
through  filter  presses.  The  residues  from  the  leaching  consisting  princi- 
])ally  of  nickel  oxide,  with  a  little  silica,  sulphur,  copper,  and  iron,  is  then 
reduced  in  a  crucil)le  or  l)last  furnace  to  crude  nickel,  which  may  then 
i)e  refined  elect rolvticallv,  if  refined  nickel  is  desired. 

Recently  mucli  of  tlie  copper-nickel  material  is  converted  directly 
into  Monel  Metal,  wliich  is  an  alloy  of  copper  and  nickel,  so  that  no  sepa- 
ration of  these  metals  is  required  for  purposes  for  which  Monel  Metal  is 
adapted. 

To  get  pure  nickel,  electrolytic  methods  early  suggested  themselves 
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on  account  of  the  analogy  with  copper  refining.  For  a  number  of  years 
experiments  were  made  to  devise  an  electrolytic  process.  Until  recently, 
most  of  these  methods  were  unsuccessful.  An  unsuccessful  experimental 
trial  was  made  by  Hoepfner  at  the  works  of  the  Canadian  Copper  Co.  in 
which  success  was  later  attained  on  a  somewhat  similar  process,  by  D.  H. 
Browne,  who  was  at  that  time  chief  chemist  of  the  company.  About 
the  same  time  the  Oxford  Copper  Co.,  while  using  the  alkaline  sulphide 
smelting  process  on  a  large  scale,  for  a  number  of  years,  produced  a  cer- 
tain amount  of  refined  nickel  at  the  Balbach  Works  in  Newark,  by  the 
electrolytic  process  of  their  chief  engineer,  William  Thum.  Considerable 
experimental  work  was  also  done  at  the  Bayone  works  of  the  Oxford 
Copper  Co.,  by  an  electrolytic  process  devised  by  N.  V.  Hybinette. 
Still  later,  by  Camillo  C.  Cito,  which  is  in  use  at  the  Irvington  Smelting  & 
Refining  Works,  at  Irvington,  N.  J. 

The  Hoepfner  Nickel  Process. — The  Hoepfner  process  for  the  treatment 
of  copper-nickel  ore  or  matte,  is  not  essentially  different  from  his  process 
of  extracting  copper  alone.  It  may  be  described  as  follows:^  The  copper- 
nickel  bearing  material  was  ground  to  60  mesh  and  then  subjected 
to  a  leaching  process  with  a  solution  of  cupric  chloride  containing  from 
50  to  75  grm.  of  copper  per  liter.  The  leaching  was  done  in  revolving 
drums  of  about  5  cubic  meters  capacity. 

The  reactions  taking  place  during  leaching  are: 

(1)  CuS   +CUCI2  =Cu,Cl2  4-S. 

(2)  NiS    -f2CuClj  =  CujCl2  +  NiCl3  -fS. 

(3)  AgjS  +  2CuCl,  =  2AgCl  +  Cu^Cl^  +  S. 

Iron   also   goes   into   solution, 

(4)  FeS-f2CuCl,  =  Cu,Cl,+FeCl,  +  S. 

Lead,  cobalt,  zinc,  etc.,  also  go  into  solution  if  present  in  the  raw 
material.  The  solution,  after  being  thoroughly  reduced  by  the  copper- 
nickel  matte  or  ore,  was  allowed  to  cool  and  clarify,  and  after  removing 
the  small  amount  of  silver  by  precipitation  with  metallic  copper,  was 
subjected  to  electrolysis. 

The  electrolyte  consists,  after  purification,  of  cuprous  chloride,  and 
nickel  chloride  dissolved  in  a  sodium  or  calcium  chloride  solution.  This 
electrolyte  was  conveyed  to  diaphragm  cells  in  two  separate  channels, 
one  going  to  the  anodes  and  the  other  to  the  cathodes.  The  cathode 
solution,  by  electrolysis,  was  deprived  of  its  copper,  while  the  anode 
solution,  through  the  action  of  liberated  chlorine,  was  oxidized  back  to 
cupric  chloride.  The  regenerated  cupric  chloride  solution  coming  from 
the  anodes  was  returned  to  the  ore  or  matte  and  the  cycle  repeated. 

» U.  S.  Pat.  704,640,  July  15,  1902;  Ekctrochemical  Industry,  Nov.  1903. 
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The  cathode  solution  after  being  deprived  of  its  copper  contents, 
consisted  of  nickel  chloride  solution,  which  after  thorough  purification, 
was  again  electrolyzed  at  a  higher  voltage  in  cells  having  closed  anode 
compartments  and  carbon  electrodes.  The  cathodes  consisted  of  revolv- 
ing sheet-iron  discs,  upon  which  the  nickel  was  deposited.  The  chlorine 
liberated  during  electrolysis  was  absorbed  in  a  series  of  towers  and  vats 
by  means  of  crushed  matte  and  a  solution  of  mixed  chlorides.  The 
towers  were  equipped  with  ejectors  which  kept  the  entire  system  under 
a  partial  vacuum,  which  prevented  the  escape  or  loss  of  chlorine.  A  jet 
of  superheated  steam  was  used  in  the  agitation  of  the  matte  in  a  cupric 
chloride  solution. 

The  reaction  taking  place  during  electrolysis  may  be  summarized  as 
follows: 

(5)  Cu2Clj  +  2NiCl2  + electric  current  =  2Cu  +  2NiCl,  + CI, 

the  nickel  chloride  remaining  unaffected  during  copper  electrolysis,  and 
the  chlorine  reacts  with  the  cuprous  chloride  at  the  anode  to  form  cupric 
chloride: 

(6)  Cu2Cl2  +  2Cl  =  2CuCl2. 
In  the  electrolysis  of  nickel  chloride: 

(7)  NiCl2  4- current  =  Ni  +  2Cl. 

The  Browne  Process. — ^The  Browne  process  was  in  commerical  opera- 
tion for  some  years  in  Cleveland,  Ohio,  producing  1000  lb.  of  nickel  daily, 
and  a  corresponding  amount  of  copper,  when  in  1902  the  plant  was  ac- 
quired by  the  nickel  trust,  and  closed. 

In  the  Browne  process^  the  matte,  crushed  to  about  1  mm.  was  first 
roasted  to  free  it  from  sulphur.  It  was  then  reduced  in  a  melting  furnace 
by  means  of  charcoal,  and  one  half  of  the  fused  copper-nickel  was  cast 
into  anodes  and  the  othe  half  poured  into  water,  thus  giving  copper-nickel 
shot  of  a  weight  equal  to  that  of  the  anodes.  The  anodes  were  placed  in 
the  copper-nickel  electrolyzers  and  the  shot  was  placed  in  a  tower.  The 
composition  of  the  copper-nickel  anodes  and  shot  was  54  per  cent,  copper, 
34  per  cent,  nickel,  the  remainder  being  iron  and  sulphur;  the  iron  usually 
ranging  below  1  per  cent. 

In  the  Browne  process,  Fig.  67,  A  represents  the  tower  in  which  the 
copper-nickel  matte  is  i)laced  for  treatment;  7i,  the  Copper  Electrolyzer; 
and  C  the  nickel  electrolyzer.  The  shot  in  the  tower  is  subjected 
stimultaneously  to  the  action  of  a  stream  of  a  solvent  of  cuprous  chloride, 
such  as  salt  water,  introduced  into  the  top  of  the  tower,  and  a  stream  of 
free  chlorine  introduced  at  the  side  of  the  tower.  The  combined  action 
of  the  salt  water  and  the  heat  produced  by  the  combination  of  the  chlo- 

'  EUctrochcmical  Industry,  July  1903,  U.  S.  Pat.  714,861,  Dec.  2,  1902. 
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rine  with  the  copper-nickel  alloy  form  a  solution  of  cuprous  and  nickel 
chlorides,  the  reaction  being: 

2CuNi  +  6C1  =  Cu,Cl,  +  2NiCl,. 
The  solution  so  produced  flows  from  the  bottom  of  the  tower  into  a 
reservoir  tank  from  which  it  is  drawn  into  the  copper  electrolyzers  as 
desired,  containing  an  anode  of  the  copper-nickel  metal  and  a  cathode  of 


FiQ.  67. — Browne  process.     Diagrammatic  aketch. 


slieet  copper.  The  electric  current  passing  through  the  solution  of 
cuprous  and  nickel  chlorides,  the  cuprous  chloride  is  decomposed  and  the 
copper  deposited  upon  the  cathodes,  while  the  chlorine  combines  with 
the  copper  and  nickel  of  the  anode,  forming  cuprous  chloride  and  addi- 
tional nickel  chloride,  the  reaction  being: 

2CuNi+6CI  =  Cu,CI,  +  2NiCl,. 
The  cuprous  chloride  ao  formed  is  also  decomposed  in  the  same  man- 
ner aa  was  that  of  the  original  solution,  cuprous  and  nickel  chlorides  being 
formed  from  the  anode  as  before,  copper  plating  out. 
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In  the  electrolyzers  the  ordinary  multiple  system  was  used.  The 
anodes  had  a  surface  of  75x60  cm.  and  were  2.5  em.  thick.  Concrete 
tanks  were  used;  their  dimensions  were  256  cm.  long,  85  cm.  wide,  and 
67  cm.  deep  (about  9  ft.  long,  3  ft  wide,  and  2  ft.  deep.)  Circulation  was 
effected  by  overflow  from  cell  to  cell.  The  cathodes  were  thin  electrolyt- 
ically  made  sheets  of  copper.  For  24  cells  connected  in  series,  the  voltage 
varied  from  6  to  10  volts,  the  current  was  500  amperes.  The  copper  was 
deposited  in  a  coherent,  although  not  dense  form;  it  was  sufficiently 
adherent,  but  was  more  crystalline  than  the  copper  of  copper  refineries. 
Between  2  and  2.25  grams  of  copper  were  produced  per  ampere-hour,  while 
the  theoretical  value  is  2.36  grm.  A  small  amount  of  CuClj  in  the  electro- 
lyte is  sufficient  to  account  for  this  difference  from  the  theoretical  value. 

The  proportion  of  nickel  and  copper  in  the  fresh  electrolyte  applied  to 
the  cells  was  the  same  as  in  the  anodes,  as  the  electrolyte  was  made  from 
the  copper-nickel  sHot,  which  in  its  chemical  composition  was  identical 
with  the  anodes.  The  electrolyte  was  a  mixture  of  CUjCl,,  NiCl,, 
NaCl,  and  FcClz-  After  electrolysis  in  the  copper  cells,  the  propor- 
tion of  nickel  to  copper  in  the  issuing  electrolyte  was  80  to  1.  The 
cathodes  were  recovered  from  the  cells  after  three  or  four  weeks.  While 
the  copper  thus  produced  was  not  dense  and  of  a  very  crystalline  structure, 
a  single  melting  process  was  sufficient  to  change  it  into  commercial  metal. 
The  silver  in  the  anodes  passed  completely  over  to  the  cathodes,  but  the 
copper-nickel  alloy  was  very  poor  in  silver.  The  anode  scrap  was  re- 
turned to  the  furnace. 

The  electrolyte  issuing  from  the  cells  and  deprived  of  most  of  the 
copper,  still  contained  about  1  part  of  copper  to  80  parts  of  nickel;  this 
remaining  1.25  per  cent,  of  copper  was  chemically  precipitated  by  treating 
the  electrolyte  issuing  from  the  copper  cells,  with  sodium  sulphide  and 
then  filtering  off  the  precipitated  cuprous  sulphide. 

Tlie  solution  then  consisted  of  a  mixture  of  NiClj,  NaCl,  and  a  small 
amount  of  FeCl2.  This  solution  was  then  treated  with  some  of  the  chlorine 
gas  from  the  nickel  cells,  in  order  to  oxidize  the  ferrous  chloride  of  ferric 
cliloride.  By  means  of  sodium  hydroxide  the  iron  was  then  removed  from 
the  solution.  After  the  removal  of  the  ferric  hydroxide,  the  solution  is 
a  mixture  of  Xiri2  and  NaCl,  and  was  then  evaporated.  In  this  way  it  was 
brought  to  such  a  concentration  that  the  total  sodium  chloride  separated 
out.  The  solution  then  contained  only  XiClj,  and  while  still  hot,  it  was 
flowed  into  the  uick(»l  electrolyzers.  In  these  cells  nickel  was  deposited  on 
the  cathodes  aiid  chlorine  released  at  the  anodes; 

XiCU  f- electric  current  =Xi-fCl. 

The  chlorine  so  ])ro(luce(l  was  conducted  to  the  shot  tower  to  react  with 
more  of  the  ('o])j)(»r-ni('kel  alloy.  The  solution  as  it  ])ecame  impoverished 
»n  nickel  cliloride  was  returned  to  the  evaporator. 


TREATMENT  OF  COPPER-NICKEL  ORE  AND  MATTE    395 

The  nickel  cells  were  made  of  concrete  and  the  multiple  system  was 
used,  as  in  the  copper  cells.  They  differed  from  the  latter  in  size  and  in 
the  use  of  a  porous  diaphragm.  As  the  electrolyte  was  more  concentrated, 
the  size  of  the  cells  was  2.37  meters  in  length,  71.5  cm.  in  width,  and  40 
cm.  in  depth.  The  cathodes  consisted  of  strips  of  nickel  of  28  cm.  in 
length  and  14.7  cm.  in  width;  several  such  strips  being  suspended  side  by 
side  from  a  conducting  rod  across  the  cell.  Opposite  to  each  series  of 
nickel  cathodes  there  was  provided  a  series  of  Acheson  graphite  anodes, 
each  being  surrounded  by  a  porous  clay  cylinder,  without  bottom,  and  of 
oval  cross  section;  the  short  axis  of  the  ellipse,  perpendicular  to  the 
surface  of  the  electrodes,  was  8.75  cm.  long,  and  the  long  axis  16.25  cm. 
These  clay  cylinders  nearly  reached  to  the  bottom  of  the  cells  although 
some  space  was  l^t  between  their  lower  ends  and  the  bottom,  in  order 
to  make  a  free  circulation  of  the  electrolyte  possible.  These  porous 
diaphragms  prevented  successfully  any  chlorine  from  passing  to  the 
cathodes  and  diminishing  the  current  efficiency.  The  efficiency  was 
very  good;  during  a  period  in  which  10,000  kg.  of  nickel  were  produced 
it  was  in  the  average  1.029  gr.  Ni  per  ampere-hour,  i.e.,  93.5  per  cent, 
of  the  theoretical  current  efficiency.  The  upper  ends  of  the  porous  cyl- 
inders were  connected  to  a  cross  tube  of  pottery  ware,  with  an  asphalt 
coating  through  which  the  chlorine  was  led  off. 

Nearly  all  of  the  chlorine  was  led  to  the  tower  containing  the  nickel- 
copper  shot;  only  a  small  portion  was  used  to  convert  the  ferrous  chloride 
into  the  ferric  chloride.  The  consumption  of  power  in  the  nickel-deposit- 
ing cells  was  much  greater  than  in  the  copper-depositing  cells.  The 
voltage  at  the  terminals  per  nickel  cell  was  3.5  to  3.6  volts;  there  was  also 
some  loss  of  voltage  in  the  conductors  and  contacts  so  that  about  5.3 
h.  p. -hours  were  required  per  kilogram  of  nickel  deposited.  These 
figures  were  deduced  from  the  following  data  representing  a  test  of  the 
operation  in  1902.  There  were  consumed  during  the  test  52,524  h. 
p.-hours;  duration  of  experiment  679  hours;  average  current  896 
amperes;  total  ampere-hours  608,384;  number  of  cells  during  the  greater 
part  of  the  time  16,  and  during  a  short  period  15,  the  average  being  15.97. 
As  the  cells  were  connected  in  series,  the  theoretical  amount  of  nickel 
deposited  would  be  equal  to  the  product  of  the  number  of  cells  (15.97) 
the  number  of  ampere-hours  (608,384)  and  the  electrochemical  equiva^ 
lent  of  bivalent  Ni  in  grams  per  ampere-hour  (1.09);  this  would  give 
10,590,000  grm.  or  10,590  kilogrm.,  while  the  amount  of  nickel  actually 
deposited  was,  9,898.9  kg.  or  93  1/2  per  cent,  of  the  theoretical  amount; 
the  actual  consumption  of  power  was  5.3  h.  p.-hours  per  kilogram. 

The  difference  of  the  power  consumed  in  the  deposition  of  the  copper 
and  the  nickel  is  considerable.     The  weight  of  the  copper  deposited  f run 
CujCl,  per  ampere-hour  is  about  twice  that  of  nickel  depoeited  IrutL 
NiClj  per  hour,  while  the  actual  voltage  is  12  times  smaller  ioriihe  t:itm^r 
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than  for  the  nickel,  hence  the  energy  required  for  the  deposition  of  the 
copper  in  this  process  is  24  times  smaller  than  for  nickel  for  equal  weights 
of  deposits.  The  nickel  deposited  in  the  Browne  process  had  excellent 
mechanical  properties  and  was  of  high  purity. 

The  electrolyte  for  the  process  was  produced  in  the  tower  which 
contained  a  quantity  of  copper-nickel  shot  of  the  same  weight  as  the 
anodes,  for  this  purpose  chlorine  was  supplied  from  the  nickel-depositing 
cells  and  the  sodium  chloride  from  the  evaporator;  a  proper  quantity  of 
water  and  a  small  quantity  of  hydrochloric  acid  was  added.  The  shot 
is  thus  dissolved  and  the  solution  was  supplied  to  the  copper  electro- 
lyzers.  An  addition  of  hydrochloric  acid  was  necessary,  because  some 
additional  chlorine  was  required  for  the  formation  of  the  electrolyte, 
while  hydrogen  escapes.  This  may  be  made  clear  ffom  the  following 
considerations. 

After  the  solution  has  passed  out  of  the  copper-depositing  cells,  sodium 
sulphide  is  added,  the  sulphur  combining  with  the  copper  of  the  cuprous 
chloride,  while  the  sodium  remains  as  sodium  chloride  in  the  solution. 
Later  sodium  hydroxide  is  added,  the  iron  is  precipitated  as  hydroxide, 
while  new  sodium  chloride  is  formed  in  the  electrolyte.  Hence,  in  two 
steps  of  the  process,  sodium  is  substituted  for  copper  and  the  iron  in 
their  chloride  solutions.  If  in  the  evaporator,  all  the  sodium  is  separated 
from  the  solution,  its  quantity  will  be  somewhat  greater  than  the  amount 
of  sodium  chloride  which  was  supplied  to  the  shot  during  its  solution  in 
the  beginning  of  the  process.  This  surplus  of  sodium  chloride  comes  from 
the  sodium,  which  was  added  in  the  form  of  sodium  hydroxide  and 
sodium  sulphide,  and  from  the  chlorine  ions  which  were  present,  and  the 
chlorine  undergoes  a  cyclic  process  partly  free  and  partly  in  combination, 
it  follows  that  there  would  be  a  deficiency  of  chlorine  at  the  end  of  a 
cycle  if  a  quantity  of  hydrochloric  acid  was  not  supplied  to  the  shot, 
equivalent  to  the  amount  of  sodium  in  the  added  quantities  of  sodium 
hydroxide  and  sodium  sulphide.  These  quantities  are  small  because  the 
amounts  of  cuprous  chloride  after  the  solution  has  left  the  copper-deposit- 
ing cells,  and  the  amount  of  iron  in  solution  are  small.  Hence  only  a 
relatively  small  amount  of  hydrochloric  acid  is  required. 

Browne  found  that  in  elcctrolyzing  a  hot  nickel  chloride  solution,  free 
from  sulphates,  the  Acheson  graphite  anodes  proved  so  excellent  that 
their  corners  and  edges  remained  sharp  after  two  or  three  years. 

Sjostedt -James  Process.* — This  process  consists  in  dissolving  the  copper 
and  nickel  with  sulphuric  acid,  electrodepositing  the  copper  with  insolu- 
ble anodes,  then  making  the  solution  ammoniacal,  separating  the  iron 
by  air  blast,  and  finally  depositing  metallic  nickel  from  the  heated 
bath. 

The  ore  is  treated  for  8  or  10  hours  with  40  per  cent,  sulphuric  acid  at 

»  U.  S.  Patent  725,998. 
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the  boiling-point.  Copper  is  deposited,  using  copper  cathodes  and  insol- 
uble anodes,  and  a  current  density  of  0.3  amperes  per  square  decimeter, 
the  electrolyte  being  agitated  by  a  current  of  air.  When  the  solution  is 
sufficiently  concentrated  in  nickel,  the  copper  is  completely  separated  by 
filtering  through  a  bed  of  iron  sulphide  or  nickel  sulphide.  The  solution 
is  nearly  neutralized  with  caustic  soda,  then  rendered  ammoniacal,  and  the 
iron  precipitated  by  an  air  blast.  The  nickel  is  then  deposited  from  the 
resulting  neutral  or  slightly  ammoniacal  solution,  with  insoluble  anodes, 
and  nickel  cathodes,  the  solution  being  agitated  and  heated  by  a  blast  of 
hot  air.  During  the  decomposition  of  the  nickel,  a  current  density  of 
0.6  to  0.9  amperes  per  square  decimeter  is  maintained. 

The  Gunther-Franke  Process.^ — In  this  process  the  ore  is  smelted  to  a 
copper-nickel  matte  which  is  then  ground,  and  brought  in  contact  with 
chlorine  either  in  the  form  of  gas,  or  in  its  nascent  state,  whereby  the 
metallic  sulphides  are  converted  into  the  corresponding  chlorides;  after 
which  the  pure  metals  are  electrolytically  separated. 

If  the  chlorine  is  used  in  the  form  of  gas,  the  ground  matte  is  intro- 
duced into  a  closed  drum  together  with  the  solution  of  a  chloride,  such  as 
sodium  chloride,  calcium  chloride,  magnesium  chloride,  or  copper 
chloride,  and  treated  with  chlorine  gas.  The  reaction  which  takes  place 
if  the  temperature  is  not  too  high,  is  to  convert  the  sulphides  of  the  metals 
into  the  corresponding  chlorides  or  sub-chlorides,  while  at  the  same  time 
sulphur  is  set  free.  Under  practical  conditions  more  or  less  of  the 
sulphur  contained  in  the  copper-nickel  matte  is  not  obtained  in  its  free 
state,  but  in  the  form  of  sulphuric  acid.  In  order  to  reduce  the  quantity 
of  sulphuric  acid  it  is  necessary  to  take  care  that  the  temperature  is 
permanently  kept  at  an  invariable  point. 

The  metals  contained  in  the  copper-nickel  matte,  being  converted 
into  the  form  of  chlorides,  the  solid  particles  are  separated  from  the  solu- 
tion and  the  solution  is  freed  from  sulphuric  acid  and  other  impurities 
so  that,  technically  speaking,  a  pure  nickel-copper  solution  is  obtained. 
This  nickel-copper  solution  is  electrolyzed  with  insoluble  anodes.  Copper 
is  deposited  at  the  cathode  while  at  the  anode  chlorine  is  liberated.  The 
chlorine  may  be  used  for  treating  new  portions  of  copper-nickel  matte. 
The  electrolyte  becoming  poorer  in  copper  during  the  electrolyzing  pro- 
cess, fresh  copper-nickel  solution  is  added  till  the  contents  of  the  bath 
in  nickel  is  raised  to  a  certain  desired  concentration.  The  bath  is  then 
freed  from  copper  preferably  by  electrolysis  and  by  precipitating  the  last 
traces  of  copper  chemically,  as  for  instance,  by  metallic  nickel.  The 
solution  purified  from  copper  and  forming  then  a  solution  of  chloride  of 
nickel  is  then  electrolyzed  with  insoluble  anodes.  In  this  electrolytic 
process  chlorine  is  again  set  free  and  may  be  used  for  treating  fresh  por- 
tions of  the  copper-nickel  matte.     The  nickel  is  deposited  on  the  cathode. 

>  U.  S.  Pat.  876,633,  Feb.  18,  1908. 
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The  matte  residue  separated  from  the  solution  after  the  chlorine  treat- 
ment consiats  substantially  of  sulphur  and  small  portions  of  sulpbidee. 
The  sulphur  may  be  separated  from  the  matte  particles,  and  the  matte 
particles  may  then  again  be  treated  with  chlorine. 

If  it  is  intended  to  use  the  chlorine  in  the  nascent  state  for  treating 
the  copper-nickel  matte,  the  matte  is  used  as  anode  in  an  electrolyzing 
process  in  wliich  the  electrolyte  is  formed  of  a  hydrochloric  acid  solution 
of  copper  chloride  iu  mixture  with  an  alkali  metal  chloride.  The  cathode 
is  a  sheet  of  pure  copper.  In  such  an  electrolyzing  process  chlorine  is 
produced  at  the  anode  which  converts  the  sulphides  of  the  metals  into 
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the  corresponding  chlorides,  at  the  same  time  liberating  sulphur.  The 
chlorine  at  the  anode  is  entirely  used  for  bringing  metal  into  solution. 

In  view  of  the  fact  thitt  more  cojiper  is  deposited  at  the  cathode  than 
goes  into  .solution  at  the  anode,  it  i.s  necessary  to  introduce  a  correspond- 
ing amount  of  copper  hhII  into  the  balh.  The  nickel  accumulates  in  the 
solution,  and  when  .sufficiently  concentrated,  it  is  purified,  and  the  nickel 
deposited  wilh  insoluble  anodes. 

The  Hybinette  Process' — In  the  Hybinette  process,  the  copper-nickel 
ore  and  matlc  is  first  converted  into  a  crude  copper-nickel  alloy,  and 
'  r.  S.  Pal,  S0.>,009,  Xov.  23.  IDO.i. 
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this  alloy  electrolj-zed  in  a  sulphate  solution.  Fig.  68  shows  the 
electrolyzer  employed  in  the  process,  in  which  /  is  the  electrolyzer, 
which  is  preferably  a  wooden  tank  lined  with  lead.  It  has  an  overflow  G, 
which  always  keeps  the  level  of  the  solution  at  I  and  contains  a  filtering 
bag  D.  The  filter  bag  is  made  up  of  the  wooden  frame  K,  and  two 
thicknesses  of  cotton  cloth  D,  separated  by  the  wooden  frame  K,  C 
is  the  cathode  plate  with  the  wooden  rib  E,  which  is  shown  in  the 
drawing  to  extend  over  the  bottom  edge  of  the  cathode;  but  it  may 
for  still  better  protection  extend  all  around  the  plate.  B  represents  the 
anodes.  F  is  the  inflow,  which  is  regulated  in  such  away  that  the 
solution  in  the  bag  stands  at  the  level  H,  which  is  about  1  in.  above 
the  level  3.  The  rib  E  prevents  the  cathode  from  warping  and  making 
contact  with  the  bag. 

In  separating  the  copper  and  nickel,  Hybinette  employs  as  electro- 
lyte a  dilute  solution  of  sulphate  of  nickel  with  a  small  proportion  of 
weak  acid — such  as  phosphoric  acid,  boric  acid,  lactic  acid,  or  other 
organic  acid. 

The  first  step  in  working  the  process  consists  in  placing  in  the  elec- 
trolyte an  anode  composed  of  the  alloy  to  be  separated  and  a  cathode- 
plate  upon  which  the  metal  is  to  be  deposited,  and  separating  the  elec- 
trodes by  a  pervious  diaphragm,  such  as  filter  cloth.  This  is  done  by 
enclosing  one  of  the  electrodes,  preferably  the  cathode,  in  a  cloth  bag. 
The  cloth  bag  or  diaphragm  is  so  porous  that  if  it  were  alone  relied  upon 
to  separate  the  anolyte  from  the  catholyte,  the  solutions  would  mix  and 
become  homogeneous  in  a  short  time.  Its  action  is  therefore  supple- 
mented by  keeping  the  solution  in  motion,  causing  it  to  flow  from  the 
cathode  to  the  anode  through  the  porous  material,  and  thus  preventing 
the  metal  which  has  been  dissolved  at  the  anode  from  coming  in  contact 
with  the  cathode. 

The  anode  may  consist  either  of  a  pure  alloy  of  copper  and  nickel,  con- 
taining say  equal  parts  of  these  metals,  or  containing  them  in  other  pro- 
portions, with  considerable  amounts  of  impurities  such  as  sulphur,  iron, 
carbon,  silicon,  etc. 

The  cathodes  consist  of  copper  plates,  made  of  heavy  metal — say 
0.10  to  0.15  in.  thick — held  by  a  non-conducting,  wooden  frame.  These 
thick  metal  plates  when  held  in  the  frame  will  not  warp  and  come  into 
contact  with  the  diaphragm,  which  would  interfere  with  the  process. 
To  make  the  diaphragms  more  reliable,  two  thicknesses  of  cloth  are  used, 
at  a  distance  apart  of  about  1/2  in.  The  electrolyte  is  caused  to  flow 
into  the  bag  and  through  the  filter  cloth  at  right  angles  to  the  surfaces 
of  the  electrodes  to  the  anode  side  of  the  tank.  The  rate  of  flow  is 
easily  regulated  by  maintaining  a  desired  difference  of  level  between  the 
anode  and  cathode  cohipartments.  A  constant  flow  of  the  nickel  sul- 
phate is  supplied  to  the  cathode-bag,  and  although  deposition  is  going  on, 
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the  solution  standing  in  the  bag  does  not  become  dciprived  of  its  nickel, 
and  thereby  acidulated.  The  operation  goes  on  continually,  nickel 
being  deposited  at  the  cathode  until  a  sufficiently  thick  plating  has  been 
made,  when  the  cathode  plates  are  removed  and  the  nickel  stripped  there- 
from, and  there  is  a  corresponding  simultaneous  solution  of  the  copper, 
nickel,  and  iron  at  the  anode  until  the  anode  is  dissolved,  when  it  is 
replaced  by  a  fresh  anode  of  impure  alloy. 

The  second  step  of  the  operation  is  to  remove  the  dissolved  iron  and 
copper  from  the  liquid  which  flows  from  the  electrolytic  tank.  The 
copper  is  precipitated  on  pure  nickel  slabs  with  solution  kept  at  boiling 
temperature. 

The  iron  is  removed  by  passing  the  solution  through  an  electrol>'tic 
tank  containing  insoluble  anodes  of  platinum,  lead  or  carbon,  by  which 
the  iron  compound  is  converted  by  oxidation  from  the  ferrous  to  the 
ferric  condition.  The  solution  is  then  passed  into  a  tank  where  nickel 
carbonate  is  added  to  it  in  excess.  This  precipitates  the  iron  as  carbon- 
ate, and  it  is  then  recovered  from  the  solution  by  filtering.  The  solution 
is  then  returned  to  the  bags,  or  cathode  compartment,  of  the  electrolyzers. 

The  process  is  therefore  continuous;  the  nickel  electrolyte  being 
supplied  to  the  porous  bags  in  a  continuous  stream,  so  as  to  maintain  an 
outward  current  from  the  cathode,  the  equivalent  of  copper,  nickel,  and 
iron  being  dissolved  in  the  liquid  on  the  anode  side.  The  liquid  thus 
treated  is  regenerated  by  cementation  on  slabs  of  copper  or  nickel  free 
from  carbon,  silicon,  and  sulphur.  The  iron  is  then  extracted  from  the 
solution,  preferably  by  oxidation  and  precipitation,  and  the  liquid  thus 
regenerated  and  purified  is  again  supplied  to  the  electrolyzers. 

Cite  Process. — In  a  paper  read  before  the  Pittsburg  meeting  of  the 
Electrochemical  Society,  May,  1910,  Camillo  C.  Cito  of  the  Irvington 
Smelting  &  Refining  Works,  describes^  a  new  process  for  the  treatment  of 
copper-cobalt-nickel  ores,  rich  in  silver  and  arsenic,  by  combined  smelt- 
ing and  electrolytic  operations. 

In  this  process  the  ore  is  smelted,  without  any  preliminary  roasting, 
in  a  reverberatory  furnace  with  a  quantity  of  copper  and  the  necessary 
amount  of  the  usual  fluxes. 

The  addition  of  the  copper  practically  eliminates  arsenic  from  the 
fumes  in  the  smelting  process  because  the  arsenic  is  absorbed  by  the 
copper. 

Only  two  products  result  from  this  smelting  process: 

1.  An  alloy ,  containing  besides  copper,  all  the  silver,  nickel  and 
cobalt,  and  nearly  all  the  arsenic.  On  account  of  the  subsequent 
electrolytic  refining  ofthis  alloy,  it  is  important  that  the  different  metals 
composing  it  should  be  present  in  a  certain  proportion,  viz.,  it  is  necessary 
that:  (a)  The  ])ercentage  of  copper  be  two-thirds  that  of  the  nickel  and 

'  Sec  also  U.  S.  Patents  522,475  and  532,080,  Feb.  15,  1910. 
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cobalt,  but  (b)  at  least  the  same  as  that  of  the  arsenic,  and  preferably 
not  less  than  that  of  the  silver.  The  alloy  is  tapped  from  the  furnace 
directly  into  anode  moulds.     Besides  the  alloy  there  is  obtained: 

2  A  slag,  containing  a  very  low  percentage  of  silver,  nickel,  and 
cobalt.  This  slag  can  be  used  to  advantage  as  a  flux  in  the  blast  furnace, 
where  the  last  traces  of  the  metal  can  be  recovered. 

For  instance,  when  smelting  174  lb.  of  the  ore  with  the  proper  amount 
of  copper  and  the  necessary  fluxes,  no  fumes  were  visible.  The  result 
of  the  smelting  is  to  be  seen  in  the  following  table : 
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SUver 

Arsenic 

Nickel  and  cobalt. 

Lead 

Copper 

Iron 

Sulphur 

Insoluble 


wadian  ore  before 

Alloy  after  smelting    i 

Slag  after  smelting 

smelting  171  lb. 

195  lb.                ' 

56  1b. 

6200  oz.  per  ton 

5500  OS.  per  ton 

20  oz.  per  ton 

12.5% 

10.75%             ; 

trace 

31.0% 

27.5% 

0.5% 

none 

none 

none 

none 

19.6% 

0.5% 

3.5% 

0.5% 

7.6% 

1.0% 

1.2% 

9.64% 

All  the  valuable  metals  pass  into  the  alloy;  only  a  small  fraction  of 
the  silver  appears  in  the  slag  (20  oz.  per  ton).  The  data  concerning  the 
arsenic  is  noteworthy;  174  lb.  of  raw  ore  containing  12.5  per  cent,  arsenic, 
after  the  smelting,  yields  195  lb.  of  alloy  containing  10.75  per  cent 
arsenic;  allowing  for  the  small  error  in  analysis,  it  results  clearly  from 
these  figures  that  no  arsenic  has  escaped  in  the  fumes. 

The  Electrolytic  Process. — The  different  metals  of  the  alloy  are 
separated  from  the  anode  in  an  electrolytic  bath  by  the  electric  current. 
The  electrolyte  consists  of  a  solution  of  copper  sulphate  in  water,  which 
during  the  whole  of  the  electrolytic  process  contains  at  least  10  grm. 
of  copper  and  5  grm.  of  free  sulphuric  acid  per  liter. 

The  cathodes  are  sheets  of  pure  copper. 

The  density  of  the  current  has  to  be  regulated  according  to  the 
composition  of  the  anodes  and  electrolyte  and  according  to  the  temperature. 

The  temperature  is  kept  advantageously  at  60°  C.  or  higher,  and  is 
otherwise  regulated  by  the  percentage  of  arsenic  in  the  anodes.  In  case 
proper  conditions  prevail,  viz.,  if  the  electrolyte  as  well  as  the  tempera- 
ture and  the  electric  current  correspond  to  the  composition  of  the  alloy, 
the  following  results  will  be  obtained: 

1.  The  copper  contained  in  the  anode  is  deposited  in  the  form  of  pure 
electrolytic  copper  on  the  cathode. 

2.  The  silver  of  the  anode  is  quantitatively  precipitated  in  the  slimes. 

S6 
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3.  All  the  nickel  and  cobalt  dissolved  from  the  anode  remains  in 
solution  in  the  electrolyte. 

4.  At  the  proper  temperature  the  larger  part  of  the  arsenic  is  found  dis- 
solved in  the  electrolyte,  the  balance  going  into  the  slimes  with  the  silver. 

The  copper  deposited  on  the  cathode  is  exceedingly  pure.  A  deter- 
mination of  the  copper  yielded  99.89  per  cent.  Cu. 

The  slimes,  of  course  are  rich  or  poor  according  to  the  percentage  of 
silver  in  the  anodes.  Under  all  circumstances  the  slimes  contain  all  the 
silver  in  the  anodes,  as  neither  in  the  cathodes  nor  in  the  eleetroljie 
can  traces  of  silver  be  determined.  The  small  quantities  of  arsenic 
which  go  into  the  slimes,  together  with  the  silver,  can  be  easily 
removed  by  a  light  roasting  or  dissolving  process.  The  slimes  can 
then  without  any  diflSculty    be  refined  by  the  usual  cupelation  process. 

The  Electrolyte,  containing  the  whole  of  the  nickel-cobalt  and  larger 
part  of  the  arsenic  can  be  brought  up  to  the  following  concentrations: ' 

Silver,  None. 

Copper,  10  grm.  per  liter. 

Nickel-cobalt,  55  grm.  per  liter. 

Arsenic,  30  grm.  per  liter. 

By  using  insoluble  anodes  almost  all  the  copper  contained  in  the 
electrolyte  can  be  precipitated  as  pure  copper  on  thin  lead  cathodes. 
The  density  of  the  current  can  be  lowered  according  to  the  decrease  of 
the  copper  in  solution,  and  at  the  same  time  the  temperature  can  be 
raised.  With  a  current  density  of  150  to  200  amperes  per  square  meter 
and  a  temperature  of  80°  C.  the  copper  in  the  electrolyte  can  thus  be 
reduced  to  about  2  grm.  per  liter. 

The  precipitated  copper  is  very  smooth,  and  can  be  detached  from 
the  lead  sheets  and  used  as  cathodes  in  the  regular  electrolytic  baths. 

The  remainder  of  the  copper  is  advantageously  precipitated  by 
hydrogen  sulphide  in  the  cold,  whereby  very  little  sulphide  of  arsenic  is 
formed.     This  copper  product  can  be  used  as  a  flux. 

All  the  arsenic  can  then  be  precipitated  by  hydrogen  sulphide  upon 
heating  as  practically  pure  sulphide  of  arsenic,  which  can  be  placed  on  the 
market  as  such. 

Nickel  and  cobalt  can  now  be  recovered,  together  or  separately,  by 
any  of  the  methods  usually  employed,  such  as  electrolysis  or  chemical 
precipitation. 

PROCESS  USED  AT  KRUGHUTTE,  MANSFELD  COPPER  CO. 

A  new  process  is  nuMitionod  in  Mctallun/ic  of  Jan.  8,  1908;  it  is  l)eing 
tried  at  the  Kru^hutte,  near  JOislebon,  of  the  Mansfeld  Copper  Co.  The 
object  is  to  avoid  the  silver  loss  duringthcbesseniorizingof  copper  matte 
and  to  avoid  also  the  troubles  of  the  effect  of  sulphur  fumes  on  vegeta- 
tion.    It  has  been  found  that  in  bessemerizing  copper  matte  the  loss  of 
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silver  increases  during  the  progress  of  the  operation  and  reaches  a  maximum 
after  the  sulphur  and  iron  have  been  removed.  Only  when  a  concentra- 
tion of  79  to  80  per  cent,  of  copper  has  been  reached,  the  loss  of  silver  sets 
in.  It  is,  therefore,  proposed  to  stop  with  bessemerizing  when  the  copper 
matte  contains  between  72  and  76  per  cent,  of  copper.  This  is  then  to  be 
treated  directly  by  electrolysis  by  a  process  of  the  MetallurgGes.  in  Frank- 
fort.^ The  sulphur  is  removed  by  electrolysis  and  obtained  in  elemental 
form.  Silver,  sulphur,  nickel,  etc.,  may  be  easily  and  completely  re- 
covered from  the  anode  slimes.  The  cathode  copper  is  claimed  to  be  as 
good  as  any  electrolytic  copper.  The  process  is  being  tried  practically 
on  a  large  scale  in  a  plant  for  a  yearly  production  of  600  tons  of  elec- 
trolytic copper,  and  has  been  in  use  since  the  middle  of  Feb.,  1907.  It 
is  claimed  that  the  process  has  so  far  proved  technically  reliable  on  a  large 
scale. 

>  German  Patent  160,046,  Oct.  5,  1904. 


CHAPTER  XVI 
PRECIPITATION  OF  COPPER  FROM  MINE  WATERS 

The  precipitation  of  copper  from  mine  waters  dates  back  to  the 
fifteenth  or  sixteenth  century.  It  is  referred  to  in  the  writings  of 
Paracelsus  the  Great  who  was  born  about  1493  and  died  in  1541  ^  as 
follows:  "For  truly  when  the  rustics  in  Hungary  cast  iron  at  the  proper 
season  into  a  certain  fountain,  commonly  called  Zifferbrunnen,  it  is  con- 
sumed into  rust  and  when  this  is  liquefied  with  a  blast-fire,  it  soon  exists 
as  pure  Venus  (copper),  and  nevermore  returns  to  iron.  Similarly  in  the 
mountain  commonly  called  Kutenberg  they  obtain  a  lixivium  out  of 
marcasites,  in  which  iron  is  forthwith  turned  into  Venus  of  a  high  grade, 
and  more  malleable  than  the  other  produced  by  nature." 

It  is  also  referred  to  by  Basil  Valentine,  who  wrote  about  1500;  it 
was  in  practice  in  the  Lower  Hartz  until  the  middle  of  the  sixteenth 
century;  it  was  in  operation  in  Peru  before  the  year  1637;  it  was  patented 
and  practiced  at  Rio  Tinto  as  early  as  the  sixteenth  century.^ 

Since  the  precipitation  of  copper  by  iron  was  first  discovered  it 
has  been  used  in  various  parts  of  the  world.  Its  largest  and  most 
comprehensive  development  has  been  at  Butte,  Montana,  since  1880, 
when  it  was  discovered  that  the  mine  waters  were  sufficiently  copper- 
bearing  to  warrant  precipitation. 

The  weathering  effect  on  cupriferous  sulphide  ores,  is  to  convert  the 
insoluble  copper  sulphide  into  the  soluble  copper  sulphate.  In  large 
mines,  which  have  extensive  underground  workings,  the  low-grade  ore 
and  waste  material  in  the  old  stopes,  through  the  combined  action  of 
air  and  water  become  oxidized  and  the  copper,  due  to  its  own  oxidation 
and  the  action  of  ferric  sulphate,  becomes  soluble.  A  similar  action 
takes  place  in  old  waste  dumps.  Frequently,  also,  as  the  result  of 
underground  fires,  the  sulphides  are  converted  into  sulphates, which 
render  the  copper  soluble  in  the  mine  waters.  The  copper,  once  solu- 
ble, is  readily  precipitated  with  scrap  iron. 

In  some  of  the  older  and  larger  mines,  notably  the  mines  at  Butte, 
Montana,  and  the  Copper  (^ueen,  Arizona,  the  precipitation  of  copper 
from  the  mine  waters,  has  assumed  enormous  proportions.  No  less  than 
30  preci])itating  and  waste  dump  leaching  plants  are  in  operation  along 
the  Silver  Bow  creek  in  East  Butte,  and  the  total  output  of  precipitate, 

»  Enfilish  translation  by  .\rtliiir  Edward  Wliite,   Vol.  I,  page  28,  London,  18J>4. 
Horace  V.  Winchell.  3/m.  and  Scientific  Press,  Feb.  24,  1912. 
2  W.  G.  Nash,  Mining  and  Scientific:  Press,  Feb.  3,  1912. 
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or  cement  copper,  is  about  750  tons  per  month.  The  product  will 
average  from  60  to  75  per  cent,  pure  copper,  and  the  monthly  recovery 
is  approximately  900,000  lb.  Of  this  quantity  about  80  per  cent,  is 
recovered  from  the  copper-bearing  mine  waters,  and  about  20  per  cent, 
from  the  water  percolating  old  tailing  dumps. 

Precipitation  of  Copper  from  Mine  Waters  at  Butte. — The  precipitation 
of  the  copper,  according  to  A.  F.  Bushnell^  was  first  put  on  a  business 
basis  at  Butte  in  1901  by  William  Ledford,  who  secured  a  3-year  lease 
on  the  water  of  the  St.  Lawrence  and  Anaconda  mines  at  a  25  per 
cent,  royalty.  During  this  lease  the  copper  water  became  so  strong 
that  in  a  short  time  it  ate  up  the  pipes  through  which  it  was  pumped 
to  the  surface,  wherefore  the  companies  weakened  the  water  by 
passing  it  over  iron  underground.  Ledford  contested  this  on  the 
ground  that  he  was  to  have  the  entire  right  of  precipitation,  and 
sued  the  Anaconda  company  and  was  awarded  a  few  thousand  dollars 
damages. 

After  Ledford's  successful  venture  the  companies  refused  further 
lease,  deciding  to  do  their  own  precipitating.  At  the  present  time  the 
operators  of  the  various  precipitating  plants  are  the  large  companies 
themselves,  down  to  the  leasers  and  to  the  individuals  who  take  the  tail 
waters  from  the  large  operators  and  win  from  it  a  little  of  the  remaining 
copper  that  will  precipitate. 

The  Boston  &  Montana,  an  Amalgamated  company,  according  to 
Stone'  alone  recovers  100,000  lb.  of  copper  per  month,  and  its  operations 
show  a  profit  over  the  entire  pumping  expense. 

Great  difficulty  was  at  first  experienced  by  the  mining  companies,  to 
find  something  that  would  withstand  the  action  of  the  mine  waters  on 
pumps  and  pipes  and  that  would  be  within  a  reasonable  cost.  Phosphor- 
bronze  castings  were  found  to  be  necessary  for  the  entire  water  end  of  all 
pumps  where  the  water  was  found  to  be  even  slightly  acid.  The  phosphor- 
bronze  is  composed  of  93  per  cent,  copper,  0.5  per  cent,  phosphorus, 
4.5  per  cent,  tin  and  2  per  cent.  lead.  This  metal,  however,  was  too 
expensive  for  pipes. 

Flanged  steel  pipes  with  lead  gaskets  and  lead  lining  were  found  to 
withstand  the  action  of  the  water  with  a  degree  of  satisfaction,  but  wood- 
lined  pipe,  which  is  less  expensive,  is  now  in  practically  universal  use 
throughout  the  Butte  district.  For  high-pressure  water  columns  in 
shafts  and  other  lower  pressure  pipes,  a  flanged  steel  pipe  is  used 
and  the  wooden  lining  forms  a  male  and  female  connection  at  the 
joints. 

The  lining  is  composed  of  pine  slats  put  in  place  with  hot  asphaltum 

^E,  and  M.  J.,  June  29,  1907. 

*  Charles  J.  Stone,  E,  and  M.J.,  May  8,  1909. 
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and  the  key  piece  is  fitted  and  driven  in  firmly,  so  that  the  lining  is  held 
tightly  in  place.  The  whole  pipe  lining  is  then  carefully  painted  with 
asphaltum,  and  when  the  pipe  is  put  in  place,  great  caution  is  taken  in 
packing  the  joints  to  prevent  seepage.  In  shafts  where  water  from  the 
upper  levels  drips  on  the  pipes,  it  has  been  found  necessary  to  thoroughly 
paint  and  cover  the  pipes  with  canvas,  and  the  canvas  then  receives  a 
thick  coat  of  asphaltum.  Wooden,  wire-bound  pipes  are  also  used 
underground  for  light  service,  and  on  the  surface  wooden  launders  are 
used. 

The  copper  content  as  well  as  all  other  mineral  salts  and  the  amount  of 
free  acid  in  the  mine  waters,  varies  widely  in  different  mines  and  dififerent 
sections  in  the  district.  Cupriferous  waters  were  not  encountered  to 
any  great  extent  in  the  upper  levels,  nor  at  shallow  depths,  but  when 
the  shafts  penetrated  the  great  copper  horizon  at  from  500  to  2200  ft. 
in  depth ,  the  waters  were  found  to  be  highly  charged  with  mineral  salts  and 
free  acid. 

Old  workings,  abandoned  upper  levels  and  gob  or  stope  fillings  that 
have  long  been  exposed  to  the  oxidizing  influence  of  air  and  where  waters 
leach  through  them,  are  productive  of  the  highest  grade  of  cupriferous 
water.  When  a  deep  level  is  opened,  the  flow  is  found  to  contain  free 
acid,  but  only  a  small  amount  of  copper  sulphate  is  present.  As  the 
levels  become  opened  and  the  decomposition  of  sulphides  takes  place, 
the  water  is  enriched. 

A  flow  coming  from  a  section  where  the  sulphide  ore  is  burning  or 
from  a  level  where  the  fire  has  been  extinguished,  is  remarkably  enriched. 
The  mine  water  of  the  Boston  &  Montana  has  been  built  up  within  a 
short  period  of  time  from  this  source  alone  from  0.02  per  cent,  copper 
content  to  above  0.2  per  cent.,  and  at  this  strength  it  threatened  to 
destroy  the  phosphor-bronze  castings  of  the  pumps.  For  this  reason  an 
effort  was  made,  where  possible,  to  regulate  the  grade  of  water  to  a 
strength  that  will  not  attack  the  bronze  pump  parts. 

The  cupriferous  water  from  the  various  mines  carries  from  0.01  per 
cent,  to  0.031  per  cent,  copper  as  sulphate.  It  would  appear  that  the 
mine  waters  are  extremely  poor  in  copper  as  compared  with  the  solutions 
in  a  leaching  operation,  but  wheji  a  mining  company  is  pumping  500 
gallons  per  minute,  the  precipitation  amounts  to  approximately  1600 
11).  of  copper  per  day  and  the  saving  is  effected  with  but  little 
expense. 

The  copper  j)rccii)itati()n  is  effected  in  open  launders,  and  in  towers. 
The  laimdcrs  are  set  at  a  sufficient  grad(»  so  that  the  water  flows  rapidly, 
and  scrap  iron  of  all  classes  is  thrown  into  it,  but  care  is  taken  to  allow 
the  water  to  flow  freelv.  The  launders  are  from  3  to  4  ft.  wide  and  from  1 
to  2  ft.  in  depth,  and  are  built  single  or  doul)le.  The  water  \a  kcipt  at  from 
6  to  12  in.  in  depth  in  the  launders.     If  the  water  as  it  comes  from  the 
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mine  is  strong  in  acid,  tetter  results  are  obtained  where  the  water*  flows 
at  a  greater  velocity,  but  if  weak  in  acid,  a  slower  flow  is  desirable.  It  is 
well  at  all  times  to  keep  the  iron  and  the  launders  free  from  accumula- 
tions of  iron  oxide. 

The  towers  are  built  from  8  to  12  ft.  wide,  10  to  14  ft.  high,  and  from 
50  to  150  ft.  long,  the  size  depending  entirely  upon  the  flow  to  be  handled. 
They  are  built  open  on  sides  and  ends  and  large  scrap  sheets  of  iron  are 
placed  to  hold  the  dripping  water  within  the  water-tight  bottom;  or  they 
are  enclosed  entirely  on  all  sides  by  baflSe-boards  to  keep  all  water  within 
the  tower  sump.  The  water  comes  into  the  top  of  the  tower  in  an  open 
launder  and  the  flow  is  regulated  by  means  of  gates  and  side  distributing 
troughs  so  that  the  shower  is  uniform  throughout  the  tower.  The  tower 
is  filled  with  scrap  iron  for  perhaps  one-quarter  to  one-half  its 
height. 

Experience  has  shown  that  a  better  extraction  is  effected  in  the 
towers  than  in  the  launders.  This  is  especially  noticeable  where  the 
solution  is  both  weak  in  acid  and  copper.  Doubtless  exposure  to  air 
has  a  beneficial  effect,  but  the  arrangement  is  more  efficient  in  that  the 
falling  water  keeps  the  scrap  iron  clean  and  bright,  and  prevents  an 
accumulation  of  iron  oxide  slimes. 

A  clean-up  is  effected  by  turning  the  flow  into  other  launders  of  the 
plant,  scrubbing  and  washing  the  scrap  free  from  copper  scale  and  sluic- 
ing the  launders  and  tower  sump  into  settling  tanks,  where  the  clear 
solution  is  decanted  off.  The  cement  copper  is  then  dried,  barreled  and 
shipped  to  Great  Falls  where  it  is  smelted  in  reverberatory  furnaces. 
The  average  quality  of  the  precipitate  is  between  60  and  70  per  cent, 
copper. 

A  well  arranged  plant  is  so  located  that  the  solutions  can  flow  by 
gravity  from  the  mine  through  the  launders  and  down  through  towers, 
with  the  clean-up  vats  below.  It  is  well  to  place  the  clean-up  vats  and 
dryer  under  the  same  roof.  The  extent  or  magnitude  of  the  plant  de- 
pends upon  the  limit  of  extraction  it  is  found  profitable  to  make  from  the 
solution.  All  launders  and  towers  should  be  built  in  parallel  duplicates 
so  as  to  facilitate  rapid  and  thorough  cleaning.  Wrought  iron  and  steel 
scrap  are  better  than  cast  iron  and  thin  sheets  are  more  satisfactory  than 
heavy  pieces.  About  75  lb.  of  cement  copper  are  recovered  in  practice 
from  100  lb.  of  scrap  material. 

A  number  of  large  tailings  dumps  from  the  early  concentrating  mills, 
which  were  neglected  for  years,  are  being  worked  successfully  in  connec- 
tion with  the  precipitation  from  mine  waters.  The  dumps  carry  approxi- 
mately 1  per  cent,  of  copper.  Years  of  weathering  have  made  possible 
the  leaching  of  these  tailings  on  a  profitable  basis. 

The  dumps  are  from  20  to  50  ft.  in  depth  and  cover  many  acres  of 
ground.     The  dump,  which  is  located  in  the  bed  of  Silver  Bow  creek, 
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contains  more  than  200,000  tons  of  sands.     They  average  from  20  to  30 
ft.  in  depth. 

The  supposedly  barren  tail  water  from  the  precipitating  towers  of  the 
Boston  &  Montana  Company  is  elevated  to  the  highest  point  on  the 
dump.  Ponds  of  from  5000  to  15,000  sq.  ft.  are  arranged  so  that  the 
over-flow  from  the  higher  will  run  to  the  next  lower  pond  until  the  entire 
flow  is  absorbed.  To  reclaim  the  water  after  it  has  leached  through  the 
sands  and  taken  up  the  soluble  copper,  two  level  tunnels  were  driven 
through  the  dump  on  the  slime-covered  soil  of  the  valley  and  a  cribbed 
trench  surrounds  the  dump,  all  of  which  lead  to  a  common  sump  to  be 
elevated  into  the  precipitating  towers  or  flows  by  gravity  into  precipitat- 
ing boxes. 

The  water  which  is  fed  to  the  ponds  contains  but  a  trace  of  copper  and 
is  very  weak  in  free  acid.  After  the  leaching,  its  copper  content  has  been 
built  up  to  0.02  per  cent,  and  precipitation  is  satisfactory.  The  prod- 
uct from  this  particular  plant  averages  80  per  cent,  copper.  750 
gallons  of  mine  water  are  pumped  per  minute  upon  the  sands  and,  approx- 
imately 80  per  cent,  of  this  is  recovered  and  fed  to  the  precipitating  plant. 
A  daily  analysis  of  the  leached  solution  gives  a  close  estimate  of  the  daily 
recovery  of  copper. 

Bushnell  gives  the  cost  of  recovering  the  copper  from  the  Butte  mine 
waters  as  8  cents  per  pound. 

According  to  Probert^  the  consumption  of  scrap  iron  at  the  Parrott 
Precipitating  Plant  at  Butte  is  figured  at  4  units  of  iron  per  unit  of 
copper  obtained. 

The  following  method  is  used  for  leaching  and  precipitating  at  the  Red 
Metal  precipitating  plant  on  the  tailing  dump  of  the  Montana  Ore  Pur- 
chasing Company's  old  concentrating  mill.^  The  original  tailing  carried 
about  1  per  cent,  copper  and  was  deposited  on  a  bed  of  slime  which 
provides  a  very  effective  impervious  stratum,  preventing  the  loss  of 
leaching  water. 

The  dump  is  divided  into  two  sections  and  has  a  total  area  of  about  10 
acres.  The  surface  of  each  section  is  arranged  in  terraced  ponds,  into 
which  the  leaching  water  is  pumped  by  means  of  Morris  phosphor-bronze 
centrifugal  pumps.  On  the  larger  section,  one  20-h.  p.  pump  elevates 
about  700  gallons  per  minute  to  a  height  of  25  ft.  Both  pumps  are  motor 
driven  and  require  but  little  attention.  The  leaching  water  used  in  this 
plant  is  mine  water  which  has  boon  previously  treated  in  a  precipitation 
plant  where  about  95  per  cent,  of  its  copper  content  has  been  recovered, 
leaving  from  0.003  to  0.004  per  cent,  copper. 


*  Min.  and  Scientific  Prcas,  Jim.  4,  lOOS. 

'  Meitallurgical  and  Chem.  Eng.,  Nov.,  1910. 
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Analysis  of  Mine  Water  Used  in  Leaching 


Constituents 

Grams  per  liter 

SiO„ 

0.0992 

CuO, 

0.0225 

AI,0„ 

0.1241 

Fe,0,. 

0.1541. 

FeO, 

1.5082 

MnO, 

0.0502 

ZnO, 

0.4257 

CaO, 

0.3936 

MgO, 

0.2172 

SO,, 

3.5400 

CI, 

0.0234 

The  percolating  water  is  collected  in  tunnels  extending  through  the 
bottom  of  the  dump,  and  is  finally  discharged  into  a  sump  where  it  is 
pumped  to  the  precipitating  launders.  On  the  larger  dump  the  tunnels 
are  about  200  ft.  apart  and  have  an  aggregate  length  of  1200  ft.  They 
are  5  ft.  high,  3  ft.  wide  at  the  top  and  timbered  throughout.  On  the 
smaller  dump  there  are  about  800  ft.  of  tunnels.  The  number  and 
length  of  tunnels  is  dependent  on  the  nature  of  the  ground  on  which  the 
dump  is  formed.  Porous  ground  which  would  permit  heavy  loss  of  water 
by  seepage  would  require  more  collecting  tunnels  than  an  impervious 
foundation  stratum.  At  the  Red  Metal  plant  the  seepage  loss  amounts 
to  about  20  per  cent. 

A  section  of  the  dump  surface  is  allowed  to  dry  out  periodically,  so 
that  the  accumulation  of  precipitated  iron  compounds  may  be  removed 
and  the  dump  material  allowed  to  oxidize  before  further  leaching.  The 
rapid  accumulation  of  iron  compounds  is  due  to  the  fact  that  the  mine 
water  used  carries  considerable  iron  from  previous  treatment,  and  on 
exposure  to  the  atmosphere  deposits  the  oxide  and  basic  sulphate  of  iron. 
This  accumulation  prevents  leaching  and  is  occasionally  scraped  from 
the  surface  of  the  pond.  By  this  treatment  the  dump  yields  a  constant 
supply  of  copper,  this  particular  dump  having  been  leached  continuously 
for  4  years  with  no  apparent  diminution  in  yield. 

The  leaching  water  collected  through  the  tunnels  carries  from  0.015 
per  cent,  to  0.03  per  cent,  copper.  This  is  not  as  high  grade  as  some  of 
the  mine  waters,  but  is  profitable.  The  launder  system  is  preferred  for 
precipitation  rather  than  the  tower  system.  The  advantages  lie  in 
convenience  of  operation,  particularly  in  charging  the  launders  with 
scrap  iron,  and  in  cleaning  up  the  copper  precipitate.  The  launders  are 
4  ft.  wide  and  1  ft.  deep,  and  preferably  have  a  fall  of  1/2  in.  to  3  ft. 
Launders  of  this  size  and  from  600  to  700  ft.  long  will  serve  to  precipitate 
successfully  400  gallons  of  copper-bearing  water  per  minute.  At  the 
Red  Metal  plant  the  launders  are  700  ft.  and  512  ft.  long,  respectively,  on 
the  larger  and  smaller  dumps. 


1".  • 
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Scrap  iron  and  tin  cans  are  used  for  precipitation.  Paper  must  be 
removed  from  the  cans,  and  if  greasy  they  must  be  burned  before  use. 
The  Red  Metal  plant  has  about  75  tons  of  scrap  in  constant  use;  the 
launders  are  replenished  with  about  1000  lb.  daily.  Iron  is  consumed  at 
the  rate  of  1  1/2  lb.  for  each  pound  of  cement  copper  produced.  The 
precipitated  copper  is  swept  from  the  iron  every  2  hours  during  the 
day,  and  is  carried  to  the  sump  by  the  stream  of  water  flowing  through  the 
launders.  Thus  no  handling  of  the  iron  is  necessary  after  it  has  been 
placed  in  the  launders.  From  the  sump  the  copper  is  shoveled  onto  a 
drying  platform  and  is  shipped  to  the  refinery  with  about  15  per  cent. 
moisture. 

The  recovered  precipitate  assays  about  75  per  cent,  copper  and  8 
per  cent,  iron,  with  smaller  percentages  of  other  impurities.  About  90 
per  cent,  of  copper  in  solution  is  precipitated  in  the  system  described. 
The  richer  the  solution  the  more  efficient  the  precipitation.  Scrap  iron 
is  paid  for  at  the  rate  of  $8.00  per  ton,  although  as  high  as  $12.00  has  been 
paid  when  copper  was  selling  for  25  cents.  Payment  for  precipitates  is 
made  on  the  wet  assay,  less  1.3  per  cent.,  and  at  4  cents  less  than  the 
market  price  for  copper. 

Power  costs  $6.00  per  horse-power-month.  Labor  cost  is  low,  as 
two  day  laborers  and  one  night  watchman  only  are  required  at  the  Red 
Metal  plant,  in  addition  to  the  superintendence. 

According  to  Floyd  BushnelP  a  test  made  with  the  same  water  shows 
that  tin  cans  produce  a  33  per  cent,  copper  precipitate,  and  iron  50  per 
cent.  The  operators  sell  their  output  to  the  smelters  at  4  cents  less 
than  the  market  quotation  for  copper;  the  shippers  must  pay  a  treat- 
ment charge  of  $5.00  per  ton.  Because  of  the  increased  demand  for 
scrap  iron  for  precipitation  purposes  during  the  past  5  years  the  price 
of  old  iron  has  increased  from  $7.00  to  $12.00  and  $14.00  per  ton;  SIO.OO 
is  the  average  price  for  a  ton  of  tin  cans. 

The  Boston  &  Montana  plant  at  Meaderville,  is  one  of  the  largest  and 
most  up  to  date  in  the  district.  Two  flumes,  1000  ft.  long  and  4  1/2  ft. 
wide,  800  lin.  ft.  of  Ijoxes,  and  four  large  towers  are  operated  by  this 
company.  The  towers  are  100  ft.  long,  30  ft.  high,  and  6  to  8  ft.  wide. 
The  lower  towers  have  two  electric  elevators  to  raise  the  iron  to  the  top 
of  the  towers.  The  precipitate  is  dried  to  8  per  cent,  moisture,  barreled, 
and  shipped  in  30-t()n  lots  to  Great  Falls  for  treatment;  three  shipments 
per  month  is  the  average  output.  The  average  strength  of  the  Boston 
&  Montana  copper  water  is  0.05  per  cent.  But  during  the  fire  that  raged 
several  years  ago  in  the  underground  workings,  the  percentage  of  the 
water  ran  as  higli  at  0.32  j)er  cent.  Under  normal  conditions  the  pre- 
cipitate a\'erages  GO  per  cent,   copper.     An  assay  of  the  cupriferous 

*  Mining  and  Scientific  Press,  Nov.  18,  1911. 
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waters  after  it  passes  the  last  precipitating  plant  in  the  district  shows  the 
exceedingly  small  percentage  of  0.0002  copper. 

In  the  plant  of  the  Original  mine,  one  of  the  most  economical  in 
Butte,  three  men  take  care  of  1400  lin.  ft.  of  boxes.  This  company  was 
the  first  to  use  the  hose-washing  system,  which  is  decidedly  effective. 
City  water,  under  good  pressure,  is  piped  to  all  parts  of  the  boxes,  and  at 
regular  intervals  the  precipitate  is  washed  from  the  half-eaten  metal  and 
from  the  bottom  of  the  boxes.  The  precipitate  is  protected  by  means  of 
a  shelf,  2  in.  from  the  bottom,  and  once  it  is  separated  from  the  metal, 
is  unimpeded  in  its  course  to  the  settling  tanks.  The  system  is  so 
arranged  that  the  copper  water  may  be  shut  off  from  any  part  of  the 
plant.  The  high-grade  precipitate  is  flushed  into  tanks  2x7x9  ft.  in 
a  steam-drying  room.  There  are  two  tanks,,  each  holding  21  tons  and 
are  filled  several  times  per  month. 

Precipitation  of  Copper  from  Mine  Waters  at  the  Copper  Queen  Con- 
solidated Mining  Company,  Bisbee,  Arizona.^ — In  the  older  mines  belong- 
ing to  this  company,  the  Czar  and  Holbrook,  where  the  ore  zone  extends 
from  the  surface  to  a  depth  of  500  ft.,  the  ore  near  the  surface  is  highly 
oxidized  and  the  mine  water  contains  considerable  copper.  At  the  deeper 
mines,  the  Gardner,  belonging  to  the  Copper  Queen,  and  the  Irish  Mag, 
belonging  to  the  Calumet  and  Arizona  company,  where  the  ore-zone  lies 
from  600  to  1110  ft.  below  the  surface,  the  mine  water  contains  much  less 
copper,  while  at  the  Cole  shaft  of  the  Superior  and  Pittsburg  company, 
where  the  ore  bodies  are  much  deeper  and  more  widely  scattered,  the 
copper  in  the  water  is  almost  negligible.  The  only  mines  where  the  water 
contains  enough  copper  to  pay  for  recovery  are  the  Czar  and  Holbrook. 
The  water  at  the  Holbrook  is  pumped  from  the  500-  to  the  400-ft.  level 
and  flows  to  the  Czar  shaft,  where  it  is  raised  to  the  surface  with  the 
water  from  the  Czar  mine.  The  amount  of  water  pumped  at  this  shaft  is 
approximately  300  gallons  per  minute,  averaging  about  10  gr.  of  copper 
per  gallon.     All  this  water  flows  through  the  precipitating  plant. 

The  precipitating  plant  consists  of  five  tiers  of  troughs  on  three  sides 
and  four  tiers  on  the  other  side,  forming  a  rectangle,  the  outside  dimen- 
sions of  which  are  78x108  ft.  The  troughs,  which  are  made  of  2-in. 
planks,  are  of  rectangular  cross  section,  3  ft.  wide  by  20  in.  deep.  In 
the  troughs,  at  intervals  of  2  1/2  ft.  are  2x4-in.  cross-pieces  raised  2  in. 
above  the  bottom;  lengthwise  on  these  cross-pieces  are  laid  four  1  x4-in. 
boards.  This  arrangement  leaves  a  place  for  the  copper  to  deposit 
until  washed  down  into  the  settling  tanks.  In  each  tier  there  are  two 
sets  of  troughs  set  side  by  side.  These  join  together  at  each  corner  so 
that  all  the  water  can  be  made  to  flow  through  one  while  the  other  is 
being  cleaned.  The  troughs  are  supported  by  8  X  8-in.  posts  and  6  X  8-in. 
stringers.     The  tiers  are  6  ft.  apart  vertically,  making  the  total  height 

^E.andM.J.,  Oct.  31,  1908,  W.  H.  Chittenden. 
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of  tlie  structure  about  30  Tt.     The  slope  of  the  troughs  is  from  1/4  t 
2  in.  per  12  ft.  increasing  gradually  through  the  successive  tiers. 

The  water  enters  at  one  corner  of  tlic  upper  tier,  and  flows  througl 
the  two  troughs  around  the  rectangle  to  the  corner  where  it  enterc 
At  this  point  the  water  passes  down  a  slide  and  flows  in  a  similar  maniu 
through  the  Hucce-s-sive  tiers,  until  at  the  end  of  the  last  tier  it  flows  inti 
ft  flume.     Thi.'!  flume  tnkes  tlie  water  to  settling  tanks,  17xi)X9ft.  deem 


fl. — Copper  Queen  precipitating  plant.    Interior  v 

a  few  hundred  yards  below  the  plant.  The^e  last  tanks  catch  a  am* 
amount  of  the  finest  particles  of  copper  and  slime  suspended  in  the  wat« 
coming  from  the  main  plant.  The  total  average  length  that  the  watfl 
flows  in  the  troughs  ia  about  1(550  ft. 

The  precipitation  is  effected  by  mcftna  of  tin  cans  which  loosely  E 
all  the  troughs  of  all  the  tiers,  ficrap  iron  is  used  to  a  small  extent,  bl] 
the  results  are  much  less  satisfactory  than  with  the  cans,  principal! 
because  of  the  greater  surface  exposed  by  the  cans.  The  precipitate : 
a  thick  yellow  material  containing  in  addition  to  copper,  the  replace 
iron,  some  little  silica,  unconaumed  fragments  of  can,  etc. 

In  the  upper  tiers  the  clean-ups  are  made  every  second  day,  but  ta 
frequently  in  the  lower  tiers,  owing  to  the  smaller  amount  of  ooppt 
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precipitated.  While  Pollecting  the  copper  the  flow  of  water  is  shut  off 
from  one  troiigli  at  a  time.  This  trough  is  then  drained  and  the  cans 
wftshcd  thoroughly  with  water  from  a,  hose  under  pressure.  The  water, 
eontaining  the  capper  product,  is  run  into  settling  tanks  wlicre  in  about 
2  hours  the  metal  settles  sufficiently  bo  that  the  water  can  be  siphoned 
off.  After  these  clean-ups,  occurring  every  other  day,  more  cans  are 
Added  as  re<.|uircd.     Once  ii  iiiuntli  each  trough  is  emptied  and  a  thorough 


<^x 


Vir..  TO.   -LoppfT  QueiTi  [iri-tij.Huling  pliiT.l,     blxiiTi-r  view. 

Blean-up  made.     The  troughs  are  then  refilled  with  a  new  supply  of  cans. 

The  olean-up  settling  tanks,  of  which  there  are  four  placed  in  the 

finterior  of  the  rectangle,  are  25X40x2  ft.  deep.     Once  a  month  these 

|_twik8  are  cleaned  out ;  the  wet  mud  is  bailed  up  in  buckets,  emptied  into 

\  car  and  dumped  into  a  drying  tank,  where  it  remains  for  about  1 

lonth  before  being  shoveled  up  and  loaded  into,  the  railroad  cars,  to 

!  taken  to  the  smelter  at  Douglas.     There  are  two  of  these  drying 

tnkB  18X25X2  ft.  deep, 

The  cans  which  are  collected  in  Bisbee  are  contracted  for  at  a  nominal 
jicB  per  ton.  Mexican  labor  is  used  entirely,  the  amount  required 
^ng  very  smail,  as  only  two  men  are  working  steadily.  For  cleaning 
"  t  the  settling  tiiuks,  three  extra  men  are  required  4  or  5  days  a  month. 
B  precipitate  handled  by  these  three  men  is  loaded,  when  dry,  by  five 
I  into  ft  railroad  car,  holding  45  tons,  in  1  day.  The  product 
I  shipped  contains  about  40  per  cent,  moisture;  the  dried  samples 
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assay  35  per  cent,  copper;  6  per  cent,  silica;  17  per  cent,  iron;  13  i>er  cent, 
alumina;  and  1.5  per  cent,  sulphur. 

The  saving  in  the  plant  is  high,  averaging  more  than  90  per  cent,  of 
the  copper  in  the  water.  The  highest  extraction  is  obtained  when  the 
flow  of  water  is  low,  and  it  is  possible  that  it  is  obtained  at  the  expense 
of  excessive  iron  consumption.  When  the  flow  of  water  is  greater  the 
extraction  is  somewhat  less. 

Precipitation  of  Copper  from  Mine  Water  at  the  Ashio  Mine,  Japan.  ^— 
At  the  Ashio  copper  mine  of  the  Furukawa  Mining  Co.,  in  Japan,  the 
mine  waters  are  run  over  scrap  iron,  precipitating  most  of  the  copper  as 
cement  copper,  and  leaving  iron  sulphate  with  some  copper  sulphate  in 
solution.  This  water  is  then  used  in  the  concentrators,  after  which  it  is 
run  into  a  river  for  irrigating -rice  fields.  Consequently,  it  is  necessary 
to  clarify  the  water  before  it  is  discharged.  The  discharge  amounts  to 
about  600  to  700  cu.  ft.  per  minute,  and  averages  about  0.00025  per  cent, 
of  copper.  The  water  is  run  through  three  settling  ponds,  in  the  first  of 
which  slime  and  sand  settle.  In  the  second  and  third  there  is  a  slight 
precipitate  of  metallic  hydrates,  carrying  some  copper  and  slime  high  in 
silica.  The  copper  in  this  deposit  runs  from  0.5  to  1.0  per  cent.  In  the 
fourth  pond  milk  of  lime  is  then  run  in,  in  quantities  from  10  to  20  per 
cent,  of  the  amount  required  for  complete  neutralization  and  precipitation 
of  the  sulphate  in  the  water.  This  causes  a  precipitate  to  settle  which  is 
mostly  hydrated  iron  oxide  and  free  from  copper.  The  iron  precipitate 
also  carries  down  with  it  most  of  the  colloidal  slime  in  suspension,  con- 
sisting mostly  of  alumina  and  silica.  The  water  is  then  run  into  a  fifth 
pond,  where  the  lime  necessary  for  complete  precipitation  is  added. 
This  precipitates  the  metallic  hydrates  completely,  the  precipitate 
settling  in  this  pond  in  a  sixth,  from  wliich  it  is  run  over  a  sand  filter 
before  it  is  discliarged.  The  average  of  three  analyses  on  the  precipitate 
in  the  fiftli  and  sixth  ponds  was  as  follows:  Cu,  5.78  per  cent;  Fe,  12.91 
per  cent.;  CaO,  6.76  per  cent.;  AI2O3,  4.70  per  cent.;  Mn,  4.40  per  cent.; 
SiOj,  11.25  per  cent.;  loss  on  ignition,  30.90  per  cent.  This  precipitate 
is  rich  enough  to  be  smelted.  Tlie  process  saves  about  18  tons  of 
copper  per  month  and  gives  a  clear  waste  water  which  is  not  injurious  to 
agriculture. 

Leaching  of  Copper  Ore  in  Place. — In  abandoned  mines,  once  exten- 
sively worked,  it  is  evident  that  the  decomposition  of  the  ore  too  low  grade 
to  work  may  take  i)lace  iiulefiiiitoly,  and  result  in  the  production  of 
cupriferous  water  from  which  th<'  copper  may  be  profitably  recovered. 
Tlie  decomposition  of  the  iron  sulphides  results  in  the  formation  of 
sulphuric  acid  and  ferric  sulphate,  l)otli  of  which  are  capable  of  acting  on 
t  he  various  co])per  minerals.  The  seepage  from  the  various  mine  work- 
ings gravitate  toward  the  sump,  where  it  may  be  pumped  out,  the  copper 

'  J.  \V.  Hichards,  New  York  meeting  of  the  A.  I.  M.  E.,  Feb.,  1912. 
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precipitated,  and  the  water  again  returned  to  the  upper  levels  of  the  mine 
if  there  is  not  sufficient  water  from  natural  drainage.  There  are  several 
instances  in  which  abandoned  copper  mines  have  been  profitably 
worked  by  pumping  and  precipitating  the  mine  waters. 

Attempts  have  been  made  to  imitate  this  natural  process  of  leaching 
in  sitUf  and  while  successful  working  has  not  yet  been  accomplished, 
results  have  been  encouraging.  It  is  necessary  that  the  material  to  be 
leached  should  be  porous  and  permit  of  reasonable  penetration  of  the 
water.  The  distance  apart  of  the  levels  will  largely  be  determined  by 
the  porosity  of  the  ore.  The  deposit  may  be  developed  as  in  the  explora- 
tion of  a  mine,  in  which  the  workings  all  lead  to  a  sump  to  w^hich  the 
percolating  water  flows  and  from  which  it  is  pumped,  precipitated,  and 
if  desired,  again  used  to  flood  the  upper  levels. 


CHAPTER  XVII 
REFINING  OF  COPPER  PRECIPITATE 

In  the  chemical  processes  the  precipitate  is  usually  in  the  form  of 
cement  copper,  containing  more  or  less  impurity.  In  the  electrolytic 
processes  the  precipitated  metal  is  of  great  purity  so  that  the  ordinary 
fusion  refining,  incidental  to  casting  it  into  ingots,  will  be  quite  sufficient 
to  bring  it  to  the  state  of  the  best  refined  or  electrol}i/ic  copper. 

Cement  copper  is  a  mixture  of  the  metal,  with  iron,  graphite,  basic 
salts,  usually  a  little  silica,  and  sometimes  arsenic,  antimony,  and  the 
arsenate  of  iron. 

The  cement  copper,  when  treated  in  connection  with  smelting  plants, 
is  usually  charged  into  the  smelting  furnaces  with  the  regular  charges 
of  ore,  or  into  the  converters  and  blown,  with  the  matte,  into  blister 
copper. 

At  the  Gumeshevsky  mine,  in  Russia,  the  cement  copper,  containing 
60  to  70  per  cent,  of  the  metal,  is  treated  by  melting  it  in  a  reverberatory 
furnace,  adding  to  it  a  small  quantity  of  matte  of  the  grade  of  wliit« 
metal  to  remove  impurities.  The  resultant  blister  copper  is  then  rabbled 
and  poled  in  the  usual  way  to  produce  a  brand  of  the  best  selected  metal. 

At  the  works  of  the  Chicago  Copper  Refining  Co.,  the  higher  grades 
of  cement  copper,  containing  from  70  to  75  per  cent,  of  the  metal,  is 
put  into  the  refining  furnace  along  with  the  blister  copper.  The  oxide 
of  copper  contained  in  the  cement  copper  is  reduced  largely  by  the 
sulphur  from  the  blister  and  the  charcoal  in  the  refining  furnace,  and 
the  silica  and  iron  impurities  go  off  as  slags. 

The  precipitate  obtained  from  the  neutral  chloride  of  iron  solutions 
at  Phoenixville  and  at  Ore  Knob,  as  well  as  that  obtained  by  the  Hunt 
and  Douglas  process  from  cuprous  chloride,  contained  absolutely  no 
deleterious  substances  and  was  charged  directly  into  the  refining  furnace 
without  other  mixture. 

At  the  plant  of  the  Arizona  Copper  Co.  at  Clifton,  Arizona,  the  cement 
copper  averages  72  per  cent.  Cu.  It  is  moulded  into  large  bricks,  by 
liaiid.  After  sun  dryiiip;  for  a  month  the  bricks  arc  sufficiently  dry  to 
be  fed  into  the  copper  converters,  in  connection  with  the  smelting  plant. 

At  Falun,  Sweden,  the  cem(»nt  copper  is  smelted  and  granulated 
for  conversion  into  copper  sulphate,  by  means  of  dilute  sulphuric  acid, 
in   the   ordinary  way.     The   residual   mud  from   the  copper  sulphate 
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crystallizers  containing  gold,  silver,  selenium,  and  bismuth,  is  dried  and 
smelted  with  litharge,  soda,  and  sawdust,  to  collect  the  precious  metals 
into  lead. 

At  Stadtberge,  the  cement  copper  is  washed  in  wooden  drums  10  ft. 
long  and  4  ft.  diameter,  provided  inside  with  wooden  cleats  arranged  in 
spiral,  through  which  passes  a  stream  of  water  in  the  opposite  direction 
to  that  taken  by  the  cement  copper;  the  escaping  slimes  are  caught  in 
settling  tanks.  The  classified  product  consists  of  two-thirds  of  pure 
cement  copper  containing  from  90  to  95  per  cent,  of  the  metal,  and 
one-third  slimes  containing  from  10  to  25  per  cent.  The  cement  slimes 
are  agglomerated  with  slacked  lime  and  smelted  for  black  copper  in  a 
cupola  furnace.  To  3  tons  of  the  prepared  slimes  1/2  ton  of  refinery 
slag  is  added  and  1/2  ton  of  slag  from  previously  smelted  slimes.  The 
black  copper  thus  produced  is  refined  together  with  the  washed  cement 
copper  in  a  refining  furnace  fired  with  gas.  The  charge  is  2  1/2  to  3 
tons  of  cement  copper  and  11/2  to  2  1/4  tons  of  black  copper,  which 
is  treated  in  24  hours,  with  a  consumption  of  3000  to  3500  lb.  of  coal 
and  250  to  300  lb.  of  charcoal.  The  argentiferous  copper  is  cast  into 
anodes  and  then  refined  electrolytically. 

At  Rio  Tinto,  Spain,  the  crude  precipitate,  containing  about  70  per 
cent,  coppe*^,  is  thrown,  a  little  at  a  time,  on  a  perforated  plate  at  the 
head  of  a  long  launder  or  tank  and  is  washed  through  the  plate  by  a 
strong  stream  of  water  from  a  small  nozzle.  The  material  that  does  not 
pass  through  the  screen  consists  of  leaf-copper  and  small  pieces  of  iron; 
this  material  is  thrown  into  a  heap  and  afterward  sorted  over  by  girls 
who  remove  the  pieces  of  iron.  The  precipitate  that  passes  into  the 
launder,  is  repeatedly  turned  over  against  the  stream  of  water  and  by 
this  simple  means  a  concentration  is  effected. 

The  first  few  yards  of  the  launder  contain  a  red  precipitate  known 
as  ''No.  1  precipitate,*'  containing  94  percent,  copper  and  less  than 
0.3  per  cent,  arsenic;  following  this  is  ''No.  2  precipitate,"  containing 
92  per  cent,  copper  and  between  0.3  and  0.75  per  cent,  arsenic,  while 
below  is  the  "No.  3  precipitate";  this  is  in  a  state  of  very  fine 
division  and  contains  on  an  average  50  per  cent,  copper  and  5  per  cent, 
arsenic.  This  last-named  portion,  which  carries  all  the  graphite  from 
the  pig  iron,  contains  the  bulk  of  the  antimony  and  bismuth  that  is  also 
precipitated  from  the  liquors.  Classes  No.  1  and  No.  2  are  shipped  to 
the  refinery.  The  No.  3  precipitate  is  moistened  with  acid  liquors,  made 
into  balls  by  hand  and  dried  in  the  sun.  These  balls  become  cemented 
hard  and  are  taken  to  the  smelter,  where  they  form  part  of  the  charge  for 
the  blast-furnaces  and  are  run  down  to  matte  to  be  subsequently  bessem- 
erized,  thus  efifcctively  removing  the  arsenic,  antimony,  and  bismuth 
they  contain. 

Very  impure  cement  copper  may  be  smelted  for  matte  with  the 
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addition  of  high-grade  raw  ore.  If  the  copper  contains  a  large  amount 
of  carbonaceous  material,  such  as  the  precipitate  produced  with  sponge 
iron,  the  copper  is  first  heated  to  redness  to  burn  out  the  carbon.  In 
doing  this,  a  considerable  portion  of  the  copper  is  oxidized.  Such  a 
treatment  is  also  beneficial  if  the  cement  copper  contains  large  quantities 
of  ai*senic,  which  is  thereby  removed  in  the  form  of  arsenic  oxide. 

Encouraging  results  have  been  obtained  by  the  author  in  refining 
cement  copper  direct  electrolytically,  without  passing  through  the 
stage  of  fusion. 

Whatever  the  method  used  to  get  a  high-grade  copper,  it  w^ill  be 
necessary,  or  at  least  desirable,  to  cast  the  copper  into  the  form  of 
convenient  ingots.  While  this  is  being  done,  the  copper  may  undergo 
the  regular  process  of  fusion  refining.  This  is  universally  done  in  two 
stages: 

First:  Subjecting  the  molten  copper  to  the  oxidizing  action  of  the 
air,  tt)  eliminate  and  slag  off  impurities,  and 

Second:  Reducing  the  oxide  of  copper  formed  in  the  process,  back  to 
the  metallic  condition  after  the  impurities  have  been  oxidized  and 
eliminated. 

Oxidizing  Stage. — The  copper,  as  charged  into  the  furnace,  is  brought 
to  fusion  as  quickly  as  possible.  If  the  material  charged  is  cement 
copper,  containing  considerable  impurities,  a  little  air  may  be  allowed 
to  enter  during  the  melting;  if  the  copper  is  electrolytically  deposited, 
it  is  advisable  to  reduce  the  amount  of  air  so  admitted  to  a  minimum. 
The  melting  will  usually  take  from  6  to  7  hours. 

When  the  copper  is  melted,  air  may  be  freely  admitted,  and  the 
molten  copper  is  vigorously  worked  with  copper  rabbles  to  agitate  the 
surface  of  the  copper  and  facilitate  the  scorification  process.  This 
practice,  in  recent  years,  has  been  superseded  by  inserting  a  pipe 
into  the  molten  metal  by  which  compressed  air  at  about  90  lb.  pressure, 
is  driven  into  it,  agitating  and  at  the  same  time  oxidizing  it.  This  is 
continued  until  most  of  the  oxidizable  impurities  are  oxidized,  and 
about  6  per  cent,  of  the  copper  is  converted  into  cuprous  oxide,  which 
is  held  in  solution  of  the  molten  liquid.  This  exerts  a  strong  scorification 
action  on  such  impurites  as  can  be  slagged.  The  metal  at  this  stage 
exhibits  a  characteristic  fracture  and  is  called  "set"  or  ''dry"  copper. 
Carrying  the  oxidation  further  only  results  in  needlessly  slagging  copper. 

During  the  scorification  action,  zinc,  lead  arsenic  and  antimony  are 
partly  volatilized,  and  partly  oxidized;  sulphur  escapes  as  sulphur 
dioxide;  iron,  nickel,  part  of  the  zinc,  and  a  portion  of  the  copper  are 
oxidized  and  slagged  off,  the  necessary  silica  for  the  slag  being  furnished 
from  the  furnace  bed.  The  slag  also  takes  up  all  other  substances  that 
come  to  the  surface  of  the  molten  copper.  Besides  the  action  of  the  air, 
cuprous  oxide,  which  is  held  in  solution  in  the  molten  bath,  gives  up  its 
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oxygen  to  the  foreign  elements  in  the  copper.  The  slag  is  skimmed  off 
from  time  to  time,  so  as  to  give  free  access  of  air  to  the  metal.  Most  of 
the  sulphur  is  eliminated  with  comparative  ease,  although  a  large  amount 
of  sulphur  dioxide  gas  remains  dissolved  in  the  liquid  copper,  which 
gradually  is  driven  out  as  the  copper  is  worked  and  being  oxidized. 

After  several  hours  the  formation  of  slag  almost  ceases,  and  the 
evolution  of  bubbles  becomes  noticeable,  which  is  due  to  the  action  of 
the  cuprous  oxide  on  the  small  quantities  of  cuprous  sulphide  which 
may  be  in  the  copper,  producing  metallic  copper  and  sulphur  dioxide. 

Samples  of  copper,  taken  with  an  iron  ladle,  in  the  early  stages  of 
the  process,  before  much  oxidation  has  taken  place,  show  a  convex 
surface,  often  with  sproutings  of  copper  on  top,  which  is  due  to  the 
escape  of  sulphur  dioxide  from  the  copper  during  solidification.  As  the 
operation  advances,  the  formation  of  bubbles  slackens,  the  samples  become 
denser,  and  as  they  cool,  crater-like  elevations  form  on  the  surface, 
through  which  the  sulphur  dioxide  breaks  out.  When  the  boiling  of 
the  molten  copper  is  over,  the  copper  still  retains  a  small  quantity  of 
sulphur  dioxide,  which  is  only  given  off  during  poling.  By  the  time 
the  copper  shows  from  5  to  6  per  cent,  cuprous  oxide  the  samples  will 
show  a  decided  concavity,  with  a  single  bubble  at  the  apex  of  the  depres- 
sion. The  "set"  or  "dry"  copper  has  a  dull  fracture  and  is  of  poor 
quality  for  any  commercial  purpose. 

Reducing  Stage. — After  the  oxidizing  stage,  and  when  the  copper 
contains  about  6  per  cent,  cuprous  oxide,  the  reaction  is  then  changed 
to  a  reducing  one,  by  means  of  hydrocarbon  gases  evolved  from  green 
poles  thrust  beneath  the  surface  of  the  molten  metal  and  the  copper 
brought  back  to  "pitch"  or  when  it  contains  about  0.6  per  cent,  of 
cuprous  oxide,  and  gives  castings,  the  surface  of  which  neither  rises 
nor  falls  when  setting  in  an  open  mould.  The  metal  in  this  state  develops 
the  best  mechanical  properties  under  subsequent  treatment. 

By  poling,  the  reducing  gases  from  the  wood  reduce  the  cuprous 
oxide  to  the  metallic  state,  while  the  molten  metal,  due  to  violent 
agitation,  is  at  the  same  time  exposed  to  oxidation.  The  complete 
removal  of  the  sulphur  dioxide  is  indicated  by  the  smooth  surface  of 
the  sample.  After  the  expulsion  of  the  sulphur  dioxide,  which  takes 
place  in  from  2  to  3  hours,  the  reduction  of  the  cuprous  oxide  is  com- 
menced. A  sample  now  taken  has  a  brick-red  fracture  and  shows 
columnar  structure,  which  changes  to  cubical  as  tlie  oxidation  proceeds; 
at  a  still  further  stage  the  brick-red  color  has  a  strong  violet  tinge. 

After  the  expulsion  of  the  sulphur  dioxide,  the  poling  is  still  continued 
for  2  or  3  hours,  while  the  surface  of  the  molten  copper  is  covered  with 
charcoal  to  prevent  reoxidation.  As  the  reduction  proceeds,  the  copper 
becomes  softer  and  tougher.  Samples  are  taken  continually;  they  are 
dipped  out  with  a  small  iron  spoon,  cooled  in  water,  fastened  in  a  vise 
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and  broken.  The  cubical  structure  of  the  fracture  gradually  passes 
successively  into  a  coarse  columnar,  a  fine  columnar,  coarsely  fibrous, 
and  lastly  into  a  finely  fibrous  structure.  The  color  at  the  same  time 
changing  from  violet  to  brick-red,  yellowish-red,  and  lastly  to  a  fine 
salmon  pink.  The  copper  becomes  dense,  and  so  soft  as  only  to  be  broken 
with  difficulty  in  a  vise.  The  samples  taken  also  show  less  concavity,  as 
the  operation  progresses,  until  the  metal  has  reached  the  condition  of 
"pitch"  when  the  surface  remains  flat. 

The  copper,  is  now  ready  to  be  cast.  In  a  small  plant  it  is  ladled 
out  by  hand,  but  in  large  works  ladles  holding  200  lb.  of  copper  are 
used,  each  carried  by  an  overhead  trolley,  and  by  which  the  copper  is 
readily  handled.  The  moulds  are  of  different  forms,  or  shapes  called 
for  by  the  trade;  forming  cakes  for  rolling  into  sheets,  ingots  for  melting 
into  brass,  and  wire  bars  for  making  wire.  The  copper  still  contains 
about  0.6  per  cent,  cuprous  oxide. 

Under-poled  copper  simply  contains  an  excess  of  cuprous  oxide  as  an 
ifnpurity  and  suffers  both  in  electrical  and  mechanical  properties.  Over- 
poled  copper  looks  like  under-poled  copper  under  the  microscope.  The 
mechanical  properties  are  satisfactory,  but  there  is  a  slight  decrease  in 
conductivity  and  castings  are  bad,  due  to  the  expulsion  of  gases  as  the 
metal  sets.  Over-poled  molten  copper  is,  however,  in  a  very  unstable 
condition,  and  it  is  usual  in  such  cases  to  start  at  the  beginning  of  ihe 
refining  operation  and  oxidize  the  metal  again  to  set  copper.  The  fact 
that  molten  copper  is  so  sensitive  chemically  to  its  surroundings  and  that 
it  cliills  so  readily,  is  due  to  its  high  thermal  conductivity  and  makes 
it  a  difficult  metal  to  handle. 

It  takes  very  little  to  throw  copper  out  of  pitch,  and  any  change 
is  immediately  shown  by  the  appearance  of  the  ingots.  If,  on  cooling, 
the  ingots  contract,  leaving  a  depression  in  the  center,  it  indicates 
that  suboxide  is  forming,  and  ladling  must  be  stopped  and  the  charge 
poled  a  little.  Short  sticks  of  green  wood  thrown  on  top  of  the  copper 
assist  in  the  reduction.  If,  on  the  other  hand,  the  surface  of  the  ingot 
rises  and  becomes  convex,  then  the  charcoal  must  be  pushed  back  from 
the  ladling  door  and  the  charge  flapped  or  rabbled.  It  takes  only  a  few 
moments  to  bring  the  copper  back  to  pitch,  and  it  is  here  that  skilled 
labor  is  indespensable. 

Ladling  should  be  done  as  rapidly  as  possible,  so  as  not  to  give  the 
co})per  time  to  change  its  pitch.  The  fire  should  be  previously  attended 
to  and  everything  arranged  so  that  during  ladling  there  will  be  an 
equally  balanced  oscillation  l)etween  oxidizing  and  reducing  action  in  the 
furnace. 

The  moulds  are  made  of  copper  and  are  arranged  on  a  shaft  fastened 
to  a  bosh  containing  water,  so  that  upon  being  tipped  upside  down  the 
ingot  falls  out  and  drops  into  the  w^ater.     This  is  done  to  give  the  ingot 
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a  red-copper  color  due  to  thin  coating  of  suboxide.  Copper  cast  in  iron 
moulds  becomes  porous. 

The  copper  moulds  are  covered  witli  a  bone-ash  washing  before  the 
molten  copper  is  poured  into  them. 

Although  there  is  no  relation  between  the  color  of  the  cast  copper 
and  its  chemical  composition  or  physical  properties,  nevertheless  some 
attention  is  given  to  its  external  appearance.  Castings  left  to  cool  in  the 
air  become  coated  with  undesirable  scales  of  oxides  of  a  very  dark  appear- 
ance, which  sooner  or  later  become  detached.  To  avoid  this  the  cast- 
ings are  dropped  into  water.  To  obtain  the  most  desired  color,  which  is  a 
lustrous  one  between  that  of  gold  and  copper,  the  cooling  bath  is  com- 
posed of  hot  water  containing  about  0.1  per  cent,  sulphuric  acid.  A 
rose  pink  color  may  be  obtained  by  mixing  wood  tar  wit'h  the  water  into 
which  the  copper  is  thrown  after  it  has  set  in  the  moulds. 

Furnaces  Used  for  Copper  Refining, — ^Reverberatory  furnaces  are 
universally  used  for  copper  refining.  The  furnace  used  for  this  purpose 
should  be  strongly  built  and  thoroughly  bound  together.  The  entire 
bottom  and  sides  should  be  encased  in  a  cast-iron  box. 

Figures  71  and  72  show  a  modern  furnace,  designed  by  II.  L.  Bridg- 
man,  in  which  the  sides  and  bottom  are  encased  in'iron  plates.  Below 
the  skimming  door,  which  is  at  the  chimney  end,  there  is  a  heavy  cast- 
iron  plate. 

The  hearth  of  a  refining  furnace  is  usually  made  of  clear  sand,  care- 
fully smelted  in  and  saturated  with  copper  to  make  a  "bottom.''  The 
bed  of  small  furnaces  is  usually  fused  in  one  layer,  and  in  the  larger 
furnaces  sometimes  two.  The  bed  absorbs  consideral)le  copper,  and  it 
is  best  to  saturate  it  with  copper  as  far  as  possible  before  the  furnace 
is  actually  put  in  operation. 

In  order  to  put  in  a  new  hearth,  the  furnace  is  thoroughly  heated. 
Clean  sharp  sand  is  tJien  put  in  and  thoroughly  lieated  till  the  water 
is  driven  off  and  all  organic  matter  burned  out.  It  is  then  brought 
to  the  shape  required  with  tools  made  for  the  purpose,  and  beaten 
down.  The  doors  of  the  furnace  are  then  closed  and  a  sharp  fire  kept 
up  for  about  12  hours,  the  temperature  being  raised  to  the  highest 
point  of  which  the  furnace  is  capable.  By  this  time  the  sand  will  be 
glazed;  the  doors  are  then  opened  and  the  furnace  allowed  to  cool  for 
2  hours.  From  1000  to  2000  lb.  of  scrap  copper  are  then  added,  which 
melts  and  mixes  with  the  sand  at  a  very  high  temperature,  and  the 
furnace  is  then  allowed  to  cool.  Whatever  copper  does  not  sink  into 
the  hearth  is  ladled  out  as  quickly  as  possible,  and  the  operation  repeated 
two  or  three  times,  if  necessary,  until  the  bed  is  from  10  to  15  in.  thick. 
When  the  last  addition  of  copper  is  melted,  the  hearth  is  cooled  for  2 
hours,  and  the  furnace  is  then  ready  for  use. 

The  copper  is  charged  through  working  doors  at  the  side  of  the 
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furnace,  although  quite  frequently  provision  is  made  to  charge  through 
a  hole  in  the  arch  The  refined  copper  cannot  be  tapped  out,  because 
of  ita  extreme  tendency  to  chill  and  clog  tlie  tap  hole.  Ladles  are 
therefore  used  to  cast  the  copper  into  moulds      The  bed  of  the  furnace 


L^_| 


slopes  from  all  sides  tow  iird  the  ladlinj;  door,  at  which  there  is  a  depres- 
sion to  act  as  a  well.  The  ladling  door,  wliifh  may  also  be  used  as  a 
working  door,  is  located  at  the  fine  wall,  so  (hat  (lie  cold  air  entering 
maj'  pass  directly  into  the  stack,  without  cither  cooling  or  oxidizing  the 
molten  copper. 

Wood  is  the  best  fuel  to  use  because  it  docs  not  contain  any  sulphur 
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or  other  impurities  to  affect  the  copper  injuriously.  Next  to  wood, 
bituminous  coal  presents  the  most  advantages;  coal  containing  sulphur 
should  not  be  used.     The  coal  should  be  fired  with  a  smokeless  flame. 

The  size  of  furnaces  varies  exceedingly;  from  1  to  2  tons  at  a  charge 
as  used  in  the  Siberian  refineries,  to  15  and  20  tons  as  now  used  at 
Lake  Superior. 


Figs.  73  and  74, — ManHHckl  copper  risfiiiiniE  furnace.     I'lun  and  longitudinal  section. 

At  Lake  Superior  the  weight  of  coal  required  for  refining  is  about 
50  per  cent,  of  the  weight  of  the  copper  refined. 

Figures  73  and  74'  show  the  refining  furnaces  used  at  Mansfeld, 
The  charge  consists  of  pulverulent  cupric  oxide  with  some  ferric  oxide, 

'Schnabcl,  Handbook  of  MetaUurgy,  Vol.  I.,  p.  ISH. 
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which  is  charged  with  a  aufficient  proportion  of  charcoal  for  its  reduc- 
tion, the  charge  being  5  to  7  1/2  tons.  This  is  reduced  in  the  first  part 
of  the  process  and  then  immediately  refined. 

In  the  figures  v  represents  the  hody  of  the  furnace,  a  the  aperture 
in  the  roof  for  cliarging,  /  the  bed  made  of  quartz  to  which  a  little  slag 
has  been  added,  r  the  grate  worked  with  a  clinker  bed,  d  the  fire  door, 
/  the  flue,  c  a  door  for  charging  the  big  lumps  if  required,  b  the  working 
door  through  which  the  copper  is  also  ladled  out.  At  c  e  there  are  two 
channels  for  the  admission  of  air  to  the  furnace,  this  being  regulated  by 
more  or  less  blocking  the  channels  with  bricks. 

Copper  Refining  at  Kedabeg,  Russia.^ — Fig.  75  gives  the  form  and 
arrangement  of  the  refining  furnaces  at  Kedabeg,  Russia,  of  a  minimum 
capacity  of  7.2  tons  in  24  hours,  or  of  four  charges  of  2C00  to  5400  lb. 


i.  7j  — KpUabefi 


1  co])per  refining  furnace. 


of  black  copper.  The  furnaces  are  fired  with  oil;  the  oil  jet  is  sprayed 
into  the  furnace  at  the  middle  of  the  long  sides,  and  is  met  in  addition 
by  an  air  blast  at  the  working  door  end,  which  serves  to  complete  the 
combustion  of  the  gasified  petroleum.  The  flame  thus  sweeps  over  the 
lipurth  and  escapes  by  means  of  a  short  stack  of  sheet  iron. 

The  time  of  melting  down  is  performed  in  2  to  2.5  hours,  with  the 
blast  at  low  prcHsure,  which  effects  a  complete  combustion  of  the  oil 
and  partially  oxidizes  the  impiinties.  The  blast  is  then  turned  on  the 
molten  bath,  and  the  full  pressure  of  1  in.  of  mercury  through  a  tuyfere 
directed  downward  upon  the  surface  of  the  metal.  Sulphur,  arsenic, 
and  antimony  are  volatilized,  much  smoke  being  given  off.  The  zinc 
and  iion  begin  to  slag  off  together  with  some  copper  oxide.     The  slag 

'Trans.  Inst,  and  .Metal.,  .Apr.  13,  1905. 
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is  skimmed  off  as  it  forms.  This  operations  lasts  from  1  to  1.5  hours, 
after  which  the  rabbling  or  roasting  begins. 

The  roasting  is  characterized  by  the  escape  of  bubbles  of  sulphur 
dioxide  at  the  surface  of  the  molten  copper  due  to  the  well-known 
reactions  between  the  oxides  just  formed  and  sulphide  of  copper,  of  the 
black  copper.     This  takes  2  to  3  hours. 

When  the  surface  of  the  molten  bath  has  become  perfectly  quiescent, 
the  poling  begins,  which  is  continued  until  a  sample  withdrawn  with  a 
spoon,  shows  the  characteristic  cubic  structure,  quite  free  from  blow 
holes,  after  which  the  final  reduction  of  the  copper  is  proceeded  with, 
poling  being  completed  under  a  cover  of  coal  dust  until  the  copper 
reaches  the  desired  strength  and  toughness,  characterized  by  a  rose 
colored  fracture  and  silky  ^ructure,  and  by  standing  hammering  and 
bending  without  cracking,  both  hot  and  cold. 

The  amount  of  oil  equals  75  per  cent,  by  weight  of  the  copper  pro- 
duced. For  two  furnaces  there  are  needed  per  shift,  one  foreman,  one 
furnaceman,  and  four  helpers,  these  latter  for  charging  and  tapping. 

At  Kedabeg*  small  furnaces  were  also  used  for  refining  supplied  with 
blast,  wood  being  used  as  the  fuel.  The  charge  was  2880  to  3240  lb. 
of  coarse  copper,  and  the  time  occupied  8  hours,  three  charges  being 
worked  in  24  hours.  Of  the  time  occupied  for  one  charge,  1/2  hour 
was  consumed  in  fettling  and  charging  the  furnace,  2  1/2  hours  in  fusion, 
3  1/2  hours  in  scorification  and  boiling  and  11/2  hours  in  poling.  The 
fuel  used  in  24  hours  was  11/4  cubic  fathoms  of  wood.  Each  3600  lb. 
of  coarse  copper  yielded  2952  lb.  of  refined  copper  of  99.68  Cu,  and 
900  lb.  of  refinery  slag  containing  30  to  59  per  cent,  copper. 

*  Schnabel,  Handbook  of  Metallurgy,  Vol.  I,  p.  195. 


CHAPTER  XVIII 
COPPER  SULPHATE;  BLUESTONE 

Copper  sulphate  is  an  important  article  of  commerce,  and  great 
quantities  are  annually  used  in  the  various  arts.  It  is  largely  produced 
as  a  by-product  in  the  electrol}i;ic  refining  of  copper  in  the  purification 
of  the  sulphate  solutions.  It  is  also  largely  produced  from  the  metal 
by  working  up  the  cement  copper  to  recover  the  gold  and  silver.  It  may 
be  produced  direct  from  the  ore  and  from  copper  matte. 

For  districts  where  iron  is  expensive,  it  has  frequently  been  proposed 
to  leach  the  ore  with  sulphuric  acid  to  saturation  with  copper  sulphate, 
and  then  by  evaporation  crystallize  out  the  copper  sulphate  and  market 
the  copper  in  that  form,  rather  than  to  attempt  to  get  the  copper  in  the 
metallic  condition. 

The  composition  of  crystallized  copper  sulphate  is  CuSO4,5H,0; 
therefore,  only  25.1  per  cent,  of  the  sulphate  is  copper,  and  the  rest  is 
sulphuric  acid  and  water.  The  only  valuable  constituent  of  copper 
sulphate  is  the  combined  copper  and  forms  the  basis  of  the  price  of 
copper  sulphate.  The  combined  acid  has  no  special  value  and  the  water 
is  valueless.  In  the  manufacture  of  copper  sulphate  direct  from  the  ore, 
a  product  has  to  be  freighted  and  marketed,  only  25.1  per  cent,  of 
which  has  any  real  value.  It  therefore  follows  that  the  conditions  which 
would  prohibit  the  importation  of  iron  for  the  precipitation  of  the  copper 
would  also  prohibit  the  exportation  of  tlie  copper  sulphate.  Moreover, 
the  sulphuric  acid,  combined  with  the  copper  as  sulphate,  might  by  a 
regenerative  method,  be  turned  into  profitable  account  in  leaching  fresh 
quantities  of  ore. 

Copper  sulphate  is  largely  produced  as  a  by-product  in  the  process 
of  refining  silver  and  gold  bullion  with  sulphuric  acid.  The  silver  and 
gold  alloy  is  boiled  with  concentrated  sulphuric  acid  in  cast-iron  pans; 
the  silver  is  dissolved  and  goes  into  solution  with  the  copper,  while  the 
gold  remains  as  a  mud,  which  is  collected  and  melted  into  bars.  The 
silver  sulphate  in  the  solution  is  then  precipitated  by  metallic  copper, 
and  melted  into  silver  bars.  The  copper  sulphate  is  then  crystallized 
out  of  the  solution,  thus  recovering  in  a  marketable  form  the  original 
copper  of  the  material  treated. 

Copper  sulphide  ores,  chalcopyrite,  and  chalcocite,  and  copper  matte, 
are  sometimes  converted  into  blue  vitriol. 

If  the  roasted  copper  ore  or  matte  is  treated  with  dilute  sulphuric 
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acid  tlie  suliitioii  obtained  will  have,  in  additwn  to  cupric  sulphate, 
salts  of  iron,  arsenic,  antimony,  bismuth,  cobalt,  nickel,  etc.  A  solution 
of  this  character  cannot  be  used  direct  for  the  manufacture  of  blue 
vitriol,  because  these  saltfl  to  a  certain  extent  will  crystallize  with  the 
copper  sulphate,  and  make  it  too  impure  for  the  market.  If  the  cryatalli- 
xntion  ia  made  from  an  impure  solution,  and  the  crystals  of  copper  sul- 
phate are  contaminated  with  ferrous  sulphate,  the  iron  may  be  removed 
by  roasting  the  salt  until  the  ferrous  sulphate  ia  decomposed  into  oxide, 
and  then  dissolving  in  water  and  recrystallizing.  It  will  usually  be  found 
Iwtter  to  treat  the  impure  solution  with  some  oxidizing  agent  to  convert 
the  iron  to  the  ferric  state,  when,  by  adding  copper  carbonate,  or  oxide, 
or  barium  carbonate,  and  boiling  again,  the  iron  is  precipitated. 

At  Freiberg,  Saxony'  copper  sulphate  is  made  from  matte  which  has 
been  repeatedly  roasted  and  smelted  to  eliminate  most  of  the  impurities. 
The  original  matte  contains  about  40  per  cent,  copper,  and  this  is  con- 
centrated to  a  richer  and  purer  product  containing  about  70  per  cent. 
copper  and  only  0.3  per  cent.  iron.  This  matte  is  crushed  to  pass  through 
a  1/4-in.  mesh  screen  and  roasted  12  hours  in  a  reverberatury  furnace. 
The  charge  of  1000  lb,  is  continuously  rabbled  and  thoroughly  roasted. 

The  roasted  matte  is  screened  and  treated  with  dilute  sulphuric  acid 
in  upright  cylinders,  2  ft.  8  bi.  in  diameter  and  3  1/2  ft.  high,  made  of 
1  /2-in.  lead  supported  by  an  iron  framework,  which  is  covered  with  thin 
sheet  lead.  The  cylinder  has  two  outlets,  one  at  the  bottom  for  discharg- 
ing the  residues,  and  the  other  higher  up  for  withdrawing  the  copper 

.ation.  Steam  is  injected  through  a  lead  pipe  near  the  bottom  of  the 
'Under.     This  pipe  is  so  arranged  that  it  can  be  raised  or  lowered. 

The  cylinder  is  charged  with  3  cu.  ft.  of  mother  liquor,  and  3  cu.  ft. 
of  common  sulphuric  acid  of  45  to  47°  B.,  which  gives  a  solution  of  34  to 
36°  B,  Superlieated  steam  is  then  applied,  and  when  the  solution  is 
boiling,  200  lb.  of  roasted  matte  is  gradually  charged  with  a  hand  shovel 
through  a  movable  funnel.  The  matte  has  to  be  fed  continuously.  After 
a  quarter  of  an  hour,  9  cu,  ft.  of  mother  Hcjuor  is  added  to  the  contents  of 
the  cylinder,  which  fills  it  to  about  7  in.  below  the  rim.  The  boiling  with 
m  is  continued  for  4  or  5  hours,  during  which  time  stirring  has  to  be 

e  at  Intervals.  The  steam  is  turned  off,  and  half  an  hour  is  given 
the  residues  to  settle.  Then  tlie  solution  is  drawn  off  through  the 
ir  outlet  and  conveyed  to  settling  tanks,  while  the  residue,  containing 

the  silver  and  about  5  per  cent,  copper,  is  transferred  Into  a  special 

iin,  where  it  is  washed  with  water.  The  still  hot  copper  solution  is 
left  about  an  hour  in  the  settling  tanks,  during  which  time  some  basic 
iron  gaits  settle.  Then  it  is  drawn  off  Into  crystallizing  tanks.  The 
residues  are  dried  and  transferred  to  th«  lead  smelter. 

The  blue  vitriol  crj^stals  after  5  to  7  days  are  removed  from  the 
0.  Hofinann,  "Hydrometalliirgy  of  Silver"  P  258. 
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crystallizing  tanks.  They  are  not  of  a  clear  blue  color,  but  have  a 
greenish  appearance  from  a  certain  percentage  of  iron  which  they  contain, 
and  are  again  dissolved  and  recrystallized.  All  the  solutions  are  very 
acid.  The  yearly  production  of  blue  vitriol  resulting  from  this  process 
is  about  800  tons. 

The  Oker  Process. — The  usual  method  employed  by  bluestone  manu- 
facturers is  to  make  use  of  the  crude  metallic  copper,  containing  the 
precious  metals;  granulate  it,  and  alternately  subject  it  to  the  action 
of  air  and  warm  dilute  sulphuric  acid.  The  copper  is  oxidized  by  the 
air  and  dissolved  by  the  acid,  and  yields  a  copper  sulphate  solution 
which  is  crystallized  into  a  reasonably  pure  product,  and  mud  residues, 
which  contain  the  silver  and  gold  and  other  impurities. 

This  method  originated  and  is  still  in  operation  at  Oker,  Germany, 
for  which  reason  it  is  called  the  Oker  process. 

The  granulated  copper  is  charged  into  lead-lined  wooden  tanks, 
5  ft.  high  and  having  a  bottom  diameter  of  3  1/2  ft.  and  a  top  diameter 
of  2  1/2  ft.  About  5  in.  from  the  bottom  is  a  movable  wooden  filter 
made  by  perforating  the  boards  with  inch  holes.  At  the  side  of  the  tank, 
between  the  bottom  and  the  filter,  is  cut  an  opening  4  in.  deep  and  8  in. 
wide  which  serves  as  an  outlet  for  the  solution  and  inlet  for  the  air.  To 
this  opening  is  attached  a  lead  trough.  In  charging  the  tank,  large 
pieces  of  copper  are  first  placed  on  the  filter  bottom,  and  then  the  granu- 
lated copper,  amounting  to  about  a  ton,  is  charged  on  top  of  the  coarse 
pieces.  A  spray  of  dilute  sulphuric  acid  of  28°  B.,  and  heated  to  70**  C, 
is  then  applied  to  the  copper  granules  in  the  tank.  The  first  solution, 
issuing  from  the  tank,  shows  no  color  and  contains  but  little  copper  sul- 
phate. The  spray  is  applied  intermittently.  By  the  evaporation  of  the 
warm  solution  and  condensation  of  the  steam  a  gentle  draft  is  produced 
through  the  charge  and  the  oxidation  of  the  copper  takes  place  with  the 
formation  of  cupric  sulphate.  After  a  quarter  of  an  hour  more  hot  acid 
is  applied,  and  the  stream  of  acid  dissolves  the  cupric  sulphate  formed, 
leaving  the  surface  of  the  granules  clean.  The  air  again  entering  the 
tank,  oxidizes  more  copper,  which  is  again  washed  out  by  the  acid,  and 
this  process  is  repeated  indefinitely.  Instead  of  pure  acid,  crude  copper 
solution,  or  acid  mother  liquor,  is  mixed  with  the  acid  to  dilute  it,  instead 
of  water,  which  has  a  more  energetic  dissolving  action-on  the  copper.  The 
strength  of  such  a  solution  is  regulated  at  32  to  34°  B. 

Silver,  gold,  arsenic,  antimony,  lead,  and  other  impurities  remain  as 
slimy  residues  and  are  washed  out  with  every  charge  of  acid,  and  settle  in 
a  horizontal  trough  IGO  ft.  long,  30  in.  wide  and  14  in.  deep.  The  solu- 
tion in  this  horizontal  trough  moves  slowly,  and  when  it  reaches  the  out- 
let has  cooled  to  a  tempe^rature  near  that  of  the  surrounding  air.  The 
crystals  of  blue  vitriol  which  form  in  the  trough  are  shoveled  out  on  an 
inclined  bench  which  lets  the  adhering  solution  drop  back  into  the  trough. 
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This  is  done  every  3  days.  The  mother  liquor  flows  into  a  pressure 
tank  and  is  lifted  to  a  reservoir  placed  on  a  floor  above  the  dissolving 
tanks.  This  liquor  contains  much  acid,  and  after  mixing  it  with  still 
more  acid  it  is  heated  and  used  for  dissolving  the  granulated  copper. 

The  crude  bluestone  which  was  shoveled  out  from  the  trough  and  to 
which  some  slimes  are  adhering,  are  first  washed  with  a  spray  of  water, 
then  dissolved  in  a  lead  pan  by  boiling  with  water  or  with  a  mixture  of 
water  and  mother  liquor  from  the  second  crystallization.  Crude  vitriol 
is  added  until  the  solution  measures  29°  B.,  after  which  the  fire  is  stopped 
and  the  sediment  allowed  to  settle.  When  the  solution  has  somewhat 
cooled  and  become  clear,  it  is  very  carefully  decanted,  and  conveyed  to 
wooden  lead-lined  crystallizing  tanks  147  cu.  ft.  capacity.  Ten  days  are 
allowed  for  crystallization. 

Clemmer  gives  in  detail  a  description  of  a  commercial  plant 
producing  blue  vitriol  from  metallic  copper.^  He  prefers  the  granulated 
copper  which  contains  silver  and  gold.  No  particular  care  is  required 
to  free  the  copper  from  impurities  other  than  iron,  and  the  granu- 
lation of  the  copper  is  quickly  and  cheaply  accomplished  by  providing 
a  walled  and  cemented  well  at  the  tapping  side  of  the  furnace. 
The  well  must  have  a  continuous  flow  of  water  during  the  time  of  granu- 
lation. The  dimensions  of  the  well  will  depend  upon  the  capacity  of  the 
furnace  or  the  charge  of  copper  used,  and  must  be  large  enough  to  keep 
the  granulated  copper  submerged  in  the  water  while  tapping.  An  iron 
bucket  handled  by  an  overhead  stationary  or  travelling  crane,  fits  loosely 
in  the  well,  and  receives  the  granules.  An  iron  spout  from  the  tap  hole 
of  the  furnace  projects  over  the  side  of  the  well,  and  during  the  tapping  a 
pole  of  green  wood  is  held  under  the  stream  of  molten  copper,  which 
granulates  it  sufficiently  for  the  purpose.  While  the  copper  is  flowing 
from  the  furnace  care  must  be  taken  to  keep  the  stream  thin,  and  to  have 
an  intermittent  flow,  otherwise  explosions  will  take  place. 

The  cheapest  grades  of  copper  mattes  from  lead  works  are  the  most 
economical  for  this  purpose.  These  contain  silver  and  gold,  and  furnish 
an  additional  source  of  profit,  as  the  precious  metals  are  recovered  as  a 
by-product  in  the  form  of  rich  slimes,  assaying  7000  to  10,000  oz.  silver 
per  ton.     The  following  analyses  are  of  copper  mattes  of  this  character: 


Source 


Cu% 


Pennsylvania  Lead  Co 43 .  40 

St.  Louis  Smelt.  &  Ref.  Co 42.01 

Kansas  City  Smelt.  &  Ref.  Co '40.10 


Ag% 


0.34 
0.47 
0.38 


Fe% 


14.36 
14.00 
15.44 


A8% 


1.04 
0.39 
0.56 


Sb  %      Pb  % 


0.63    13.04 

0.07    16.30 

17.37 


Zn% 


Si%  I  S% 


1.39  0.27  24.96 
2.49  0.20  123.85 
1.89    0.30  "23.40 


« Min.  Ind.  Vol.  IX,  278. 


4:^0 


H y hhOM hlTALLl'RGY  OF  COPPER 


Tii*'  'j>-oivij.^  r.f  t}.*;  ^ra:-Ji»v-i  *:■..]. |-<-r  with  sulphuric  acidwhlioi 
a  pM.'vi';i>  f'jrjjit'f-  o\i'lijTi«,ii  i-  h''^o:]i}.li>hf'«l  by  p]:icin^  the  granule ■ 
^lio;i  tov.r-r-  'r-allH  'oxi'liz'-r- '"  nwi  •■«liss«»lvers*')  3  ft.  long,  3ft.3ii. 
wi'J'-  ;ijj'J  «i  fi,  f;  in.  ri^.p,  iii-irjf^  •iiijiMjsi<»iis.  and  lined  with  lead  of  151 
Ift't  »-'jij;iM'  foot, 

Kiir-li  iiriv<-r  lj;t*  an  rij^c-niu::  1  ft.  >«iuai-r  at  the  bottom  ami  center  J 
th*'  fi-ifUX,  \\\i\i'\i  r^i'i'vori  as  ail  «»utlr*t  ff»r  the  liquor?  and  an  iiileifori 
'J'h'r  towpr.-"  arc  j>rovidc*d  with  false  luiitoins  to  support  the  granuliUi 
'•oj>j*#T,  inad*f  of  sfvoral  0.7.>-in.  iron  jiipes.  each  covered  with  a  hetvy 
K'ud  j>ip**  with  tli**  ov(Tlaj>]>ing  ends  closed.  These  pipes  are  placedik 
by  Hid<?  '4  ft.  from  tlic  bottom,  uj>on  ciiomical  bricks  set  in  the  towenti 
t.li<'  ri^lit,  anrl  left  of  llio  bottom  openin<rs.  The  air  space  under  the&k 
hoi  torn  KiTVfH  to  rollcct  the  silver  slimes. 


n 


r 


"~|     %  nib  Spigot 
)  f  Acid  StouowoTB 


/' 


Ur  lA-ml  PliKJ 
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Ku;.  7(».     i^M*iU;itin^  troiivrh  for  <li>triluitioii  of  acid. 

The  proper  eoiuliti»Mi  of  the  sulphuric  aciil  for  the  most  rapid  solutWB 
of  the  loppiT  is  U)'  H.  sireuirth  at  100"  F.  temperature.  The  acid » 
s:vvaii  o\er  :iie  jrvanulated  copper  in  each  tower  through  a  flanged  skt^ 
o:  leal  pc'.:'ov;i:ed  with  two  ^niarrer-ir.rh  holes  for  each  square  inch « 
^•..:  :,j..'  r:u*<e  <:*iee:>i  ave  place.!  upori  :ho  top  of  the  shot  copper  and 
•'.;'  -^v  ■<•;». iiv.u  >:*  ::'.e  :i.i.i  i<  ;i  ^vv»'v.p*:<i:i-i  by  an  Osscillating  trough.  Tbf 
'■  '  ....  *t  !",.  *.  ^••..:.  !^  «;-\ :  -i^  •  *.  ^•..:::-.  :::::i!'.y  by  a  partition,  .1.  Fig.  "<^' 
■  •    .  '....  ■.  ;   •     ..*.  !     ^  \    .'^       '.-. .  y  -:>  li-'i  i  from  a  reservoir  iiit«>  th* 

:    ■-      *      \\  ...  •    '■  -^  >  :"  :  '    "!.-^  :r'>i:j:h  turns  on  itsaxi?.  r 

-.        ■  ^  ..  ■..:        .'  ^    -.      :•-  ■  1"  is  st«>p{H»d  by  the  r^^i^- 

....■-  V- ..  •   -  .  -  <  ".:r:.i"i.  the  second  compart- 

."      -  .    ■.   ■--•■.-"  1-5  :ilted  back  to  it*  fir?^ 

1  ••!::<  iiianner  the  continuous 

■   "     :'  .i.'i..:.  dr^c  zo  one  ?ideanJ 
^   -  :      :"  ;  ^77*  or  1  in.  woi>«i.  prefer- 
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J)Iy  yellow  pine.  The  ends,  Ixittom  and  partition  are  grooved  and 
pinned  together,  the  axia  being  an  extended  pait  3  in.  long,  from  eaeh 
end  of  the  bottom,  When  put  together  it  is  aoaked  in  thin  turpentine 
(i.spha1tum  to  increaHe  its  durability.  The  trough  may  consist  of  a  lead 
covered  iron  frame,  but  this  is  more  expensive  to  construct. 

The  strength  of  copper  sulphate  liquor  issuing  from  the  towers  will 
naturally  depend  upon  the  speed  and  heat  of  the  acid  dtilivered  into  them 
and  must  be  regulated  according  to  reriuirements.  The  towers,  or  dis- 
solverH,  are  daily  replenished  with  copper,  added  by  a  shovel,  after 
removing  the  perforated  lead  sheets.  During  this  charging  it  is  not 
necessary  to  shut  off  the  flow  of  acid.  It  is  a  good  plan  to  shut  off.  the 
acid  supply  to  one  tower  at  a  time,  at  intervals  of  about  a  month,  and 
wash  out  the  towers  with  water  under  pressure,  removing  the  wash  water 
and  re.'^idues  to  the  slimes  tank  by  a.  movable  spout.  This  operation 
separates  the  slimes  adhering  to  the  shot  copper,  and  allows  their  quick 
conversion  into  a  marketable  condition,  and,  in  addition,  it  aids  the 
acid  attack  on  the  copper. 

The  slimes  which  collect  in  the  free  space  at  the  bottom  of  the  tower 
may  be  removed  at  any  time  without  washing  out  with  water  or  shutting 
off  the  acid. 

For  a  small  plant  producing  5000  lb.  of  copper  sulphate  per  diem, 
SIX  disaolvers,  as  above  described,  will  be  ample;  with  these  should  be 
connected  10  crystallizing  tanks,  lOX  10x3  ft,  deep,  inside  dimensions. 
It  is  preferable  to  taper  the  crystallizing  tanks  each  side  1  in.  from  top  to 
bottom  for  the  better  adherence  of  the  crystals.  This  construction 
modifies  the  dimensions  to  10  X  10  ft.  at  the  top  and  9  ft.  10  in.  XO  ft. 
10  in.  at  the  bottom.  The  crystals  form  on  lead  straps,  hung  in  the 
tanks  from  wooden  cross-pieces,  and  completely  surround  them,  and 
cannot  fall  off,  When  the  sides  of  the  tank  are  perpendicular,  the  lead 
invariably  "buckles"  from  the  hot  liquor  and  the  weight  of  the  attached 
crystals.  This  objection  is  overcome  with  the  inclined  sides,  as  each 
crystal  naturally  supports  the  upper  ones  next  adjacent  to  it,  and  as  a 
result  the  entire  mass  of  crystals  on  the  sides  is  of  greater  strength  and 
ilurability.  Each  tank  is  emptied  of  the  mother  liquor  at  the  end  of  the 
L-ryHtalliiing  process  by  means  of  a  plug  and  plug  seat;  the  latter  is  burnt 
to  a  lead  pipe,  which  leads  to  a  trough  or  gutter,  generally  a  tank  set 
below  the  level.  This  method  requires  much  less  time  than  the  custom- 
ary siphoning  operation,  which  has  the  ndditional  disadvantage  of  leaving 
a  layer  of  liquor  at  least  I  in.  high  that  must  be  dipped  or  shoveled  off, 

.\n  alloy  of  90  per  cent,  lead  and  10  percent,  antimony  gives  excellent 
results  when  used  for  making  the  scats  and  plugs. 

The  plant  is  generally  arranged  in  terraces  so  that  the  transportation 
iif  the  liquors  will  be  accomplished  by  gravity.  The  acid  tanks  are  at 
the  highest  level  with  the  towera,  direetly  in  front  on  the  second  level; 
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the  combined  receiving  and  settling  tanks  are  placed  on  the  third,  and 
the  crystallizing  tanks  on  the  fourth  and  lowest  level.  The  gravity 
floor  is  completed  at  the  mother  liquor  tank,  which  is  sunk  in  the  earth 
below  the  last  level.  The  crystallizing  tanks  are  arranged  in  double  rows, 
with  a  2-ft.  space  between,  and  are  constructed  on  the  lead  covered  floor 
placed  directly  on  the  earth  surface,  which  is  inclined  toward  the  sump 
and  serves  as  a  common  receiver  for  the  entire  system.  The  space 
between  the  double  rows  slopes  to  a  gutter  for  the  convenience  of  the 
mother  liquor  and  any  leakage  to  the  sump.  The  wash  floor  for  the 
crystals  is  in  front  of  the  crystallizing  tanks,  and  slopes  toward  the  sump 
for  the  collection  of  the  wash  waters.  A  continuous  drying  apparatus 
is  placed  on  the  other  side  of  the  floor,  opposite  the  tanks. 

This  arrangement  furnishes  a  gravity  flow  of  the  liquors  from  the 
acid  tanks  at  the  topmost  level,  through  the  towers,  receivers  and 
settlers,  crystallizers  and  finally  to  the  sump.  The  acid,  of  course,  must 
first  be  raised  to  the  acid  tanks,  generally  done  by  a  steam  injector. 

When  the  plant  is  not  terraced,  but  constructed  on  the  level,  the  cost 
of  handling  the  liquors  by  steam  injectors  from  tank  to  tank  is 
considerable. 

The  weights  of  the  sheet  lead  for  lining  the  tanks,  expressed  in  pounds 
per  square  foot  of  surface,  gave  the  best  results  when  selected  as  follows: 
Acid  reservoirs,  10  lb.;  towers,  15  lb;  receiving  and  settling  tanks,  8  lb.; 
crystallizing  tank,  bottom,  10  lb.;  sides,  8  lb.;  floor  under  tanks,  3  lb.; 
gutters,  6  lb.;  wash  floors,  10  lb.;  sides,  8  lb.;  and  sump  tank,  6  lb. 

The  proper  strength  of  the  sulphuric  acid  to  start  the  process  of  dis- 
solving the  shot  copper  is  10°  B.  By  the  passage  of  this  acid  several 
times  through  the  dissolvers,  or  towers,  in  the  manner  described,  it  is 
concentrated  to  crystallizing  strength,  which  for  the  best  results,  is  34 
to  35°  B.  at  60°  F.  The  crystallizing  liquor  should  contain  not  more 
than  1  per  cent,  of  free  sulphuric  acid,  as  this  small  quantity  does  not 
afifoct  the  appearance  or  quality  of  the  crystal,  nor  does  it  in  any  way 
injure  the  sale;  in  fact,  it  adds  weight,  which  is  not  copper,  to  the  crystal, 
and  costs  less  than  copper — an  item  not  to  be  overlooked. 

Should  the  solution  or  liquor  from  silver-bearing  copper  be  made  neu- 
tral, in  the  dissolving  towers,  all  the  impurities  will  be  precipitated 
in  the  silver  slimes.  This  neutral  solution,  however,  dissolves  silver, 
and  loss  will  ensue  unless  sodium  chloride,  or  preferably  hydrochloric 
acid,  is  added,  to  precipitate  the  dissolved  silver  as  chloride,  and  to 
collect  it  in  the  slimes.  Best  results  are  therefore  obtained  by  leaving 
1  per  cent,  free  acid  in  the  liquor  ready  for  crystallization.  At  the 
completion  of  the  crystallizing  process,  during  which  the  liquor  has  had 
anijjle  time  to  segregate,  those  sulphates  of  lesser  specific  gravity  than 
copper  sulphate  will  have  risen  to  the  to]),  and  nuiy  be  drawn  off  from 
the  coi)per  mother  liquor;  their  small  amount  of  copper  is  regained  by 
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pouring  the  solution  over  scrap  iron,  which  pretipitatc-s  it,  In  tliis 
inimner  the  mother  liquors,  after  dilution  with  water,  can  be  ufleil.  In 
plai-e  of  fresh  acid,  for  the  diastiviDg  towers;  and  in  actual  practiee  there 
19  very  little  danger  of  the  liquors  becoming  too  foul  for  crystallizing 
purposes.  Electrolytic  refiners  who  boil  dovni  their  electrolytes  for 
crystal,  and  run  t,he  remuiniug  solution  over  scrap  iron,  may  find  it 
profitable  to  adopt  the  above  practice;  and  in  the  electrolytic  process 
itself  this  point  may  bo  of  advantage,  as  it  naturally  follows  that  the 
electrolytn  will  segregate  in  the  depositing  tanks  if  its  circulation  be 
stopped  for  a  few  hours.  The  greater  portion  of  the  arsenic  and  inipun- 
tiea  in  the  solution  may  be  drawn  off  and  removed  to  the  bluestone 
department,  thus  avoiding  excessive  recryst all i zing  of  the  solutions. 
This  method  has  been  successfully  used  for  some  years  with  anodes  made 
almost  exclusively  from  foul,  leady  mattes. 

With  a  standard  strength  of  the  liquor,  the  size  of  the  crystal  will 
depend  upon  the  number  of  straps  suspended  in  the  tanks.  In  other 
word.-*,  the  greater  the  surface  for  the  blue  vitriol  to  crystallize  upon,  the 
smaller  the  size  of  the  crystal,  and  vice  versa:  slow  cooling  of  the  liquor 
favors  the  prevention  of  small  crystals.  In  a  few  blue  vitriol  plants  of 
ancient  construction  the  crystallizing  tanks  were  8x6X6  ft.  deep  to 
prevent  the  liquor  from  cooling  too  quickly.  Tanks  10x10x2  ft.  deep 
also  have  been  used;  the  best  size,  however,  is  10x10x3  ft.  deep.  In 
use,  the  tanks  should  be  covered  immediately  after  filling,  with  loose 
boards  to  prevent  thti  "salting  out"  of  the  blue  vitriol  with  the  conse- 
quent formation  of  too  great  a  quantity  of  "fines"  and,  of  course,  a 
lessened  production  of  crystals,  which,  under  these  conditions,  are  small 
in  size. 

The  crystals  are  dried  quickly  and  cheaply  by  passing  them  through 
a  revolving  brass  screen  (0.25-in.  mesh)  enclosed  in  a  small  wooden 
chamber,  with  sides  removable  in  sections.  The  chamber  is  heatod  by 
live  or  exhaust  steam,  and  has  a  small  exhaust  fan  to  remove  the  moist 
air.  The  crystals  are  fed  by  copper  conveyors  into  the  screen,  the  exit 
end  of  which  is  sufficiently  elevated  to  f^ed  the  dry  crystals  into  a  barrel. 
The  "fines"  which  pass  through  the  ecreen  are  carried  by  conveyors 
from  below  the  screen  to  any  part  of  the  plant  desired.  The  usual 
method  of  working  the  "fines"  consists  in  placing  them  in  a  perforated 
lead  basket  suspended  in  heated  and  diluted  mother  liquors,  and  recrys- 
tallizing  them   from   the  solution  thus   funned. 

The  cost  of  manufacturing  copper  sulphate  depends  largely  upon  the 
capacity  of  the  plant.  Profit  Is  sonietinies  made  by  producing  the  copper 
iofitead  of  purchasing  it  on  the  market,  and  a  sulphuric  acid  nuinufacturer 
how  an  advantage  of  a  supply  of  acid  at  first  cost,  and  an  outlet  for  his 
'veak  distillates,"  which  can  be  used  for  copper  sulphate  production, 
Bftving  him  the  expense  of  reconcentrating  them. 
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A  favorable  combination  for  diminished  cost  of  production  would  be 
the  combination  of  the  process  as  above  outlined,  with  the  manufacture 
of  sulphuric  acid  and  metallic  copper  at  a  plant  located  near  New  York 
City;  this  location  affording  a  saving  in  freight  charges.  Under  these 
conditions  it  is  estimated  that  the  cost  of  making  5000  lb.  copper  sulphate, 
ready  for  shipment,  per  day,  assuming  the  manufacturer  also  produces 
copper  and  sulphuric  acid  and  that  the  location  of  plant  is  in  the  vicinity 
of  New  York  City,  would  be  about  as  follows:  Copper  and  sulphuric  acid,  I 
$152.63;  foreman  and  labor,  $11.50;  packages,  $4.80;  fuel,  S9.00;  repaire. 
insurance,  depreciation,  etc.,  $6.00;  total,  $183.93,  or  about  3.73  cents 
per  pound.     This  estimate  may  be  considered  high. 

Hofmann's  Copper  Sulphate  Process.^ — Ottokar  Hofmann's  process  is 
based  on  the  reaction  that,  if  through  a  hot  neutral  solution  of  cupric 
sulphate  which  contains  ferrous  sulphate  a  stream  of  air  is  forced,  and 
at  the  same  time  cupric  oxide  is  added,  ferric  oxide  is  precipitated  and 
cupric  sulphate  will  go  into  solution.  Instead  of  specially  prepared 
cupric  oxide,  roasted  copper  matte  is  used,  which  contains  sufficient 
cupric  oxide  for  the  reaction. 

The  solubility  of  red  oxide  of  iron  in  sulphuric  acid  increases  with 
the  strength  of  the  acid,  therefore  it  is  not  advisable  to  bring  the  matte 
in  sudden  contact  with  too  strong  acid.  Cupric  oxide  dissolves  so  much 
easier  than  the  iron  oxide  that  a  weak  acid  can  be  used  which  will  readily 
dissolve  the  cupric  oxide,  but  very  little  of  the  iron  oxide,  and  the  result- 
ing cupric  sulphate  solution  will  be  much  purer.  The  strong  first  solu- 
tion makes  this  method  not  suitable  to  be  worked  on  a  really  large  scale, 
because  concentrated  solutions  require  but  little  cooling  to  form  fine 
crystals,  which  are  very  annoying  in  the  separation  of  the  residues  from 
the  solution,  because  these  crystals  will  form  in  the  filter-press,  clog  the 
filter  cloth  and  prevent  a  free  filtration.  They  will  form  in  the  mass  of 
the  residues,  whence  they  can  be  removed  only  by  a  prolonged  washing 
with  hot  water,  causing  the  formation  of  too  large  quantities  of  very 
weak  solution. 

Hofmann  modifies  the  manner  in  which  the  dissolving  of  the  roasted 
matte  is  performed,  inasmuch  as  the  roasted  matte  is  not  added  to  the 
bulk  of  acid  of  sufficient  strength  to  produce  at  once  a  cupric  sulphate 
solution  of  the  required  concentration,  but  the  solution  is  gradually 
enriched  in  copper  until  the  desired  degree  is  reached.  This  is  done 
by  j)repariug  first  ii  3  per  cent,  acid  solution.  Such  a  weak  acid  dissolves 
Ijut  very  little  iron  oxide.  Then,  when  hot,  the  copper  is  added  gradu- 
al! v  as  a  stream  of  roasted  matte,  while  at  the  same  time  a  small  stream 
of  60°  B.  acid  flows  into  the  tank.  The  solution  in  the  tank  is  agitated 
vigorously  by  a  machine  stirrer.  The  proportion  of  matte  and  acid  has 
to  be  so  regulated  that  the  solution  always  maintains  its  strength  of  3 

*  Hofmann,  "Hydrometallurgy  of  Silver,"  page  259:  Min.,  Ind.,  Vols  VIII  andX. 
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per  cent,  in  acid,  while  the  content  of  the  copper  increases.  This  is 
controlled  by  frequent  volumetric  tests.  When  the  desired  strength 
of  copper  is  nearly  attained,  the  influx  of  acid  is  stopped  and  only  so  much 
matte  added  as  will  neutralize  the  3  per  cent.  acid.  Thus  the  copper 
matte  does  not  come  in  contact  with  a  stronger  acid,  and  the  resulting 
solution  does  not  contain  more  than  0.7  to  1  per  cent,  iron,  notwithstand- 
ing that  the  treated  material  is  very  rich  in  iron  oxide. 

The  process  was  introduced  by  Hofmann  in  the  large  smelting  works 
of  the  Consolidated  Kansas  City  Smelting  and  Refining  Company,  at 
Argentine,  Kansas,  for  the  treatment  of  the  argentiferous  leady  copper 
matte,  first  on  a  medium  scale,  but  on  account  of  its  successful  working 
it  underwent  an  enlargement  every  year  until  a  daily  capacity  of  60  tons 
of  blue  vitriol  was  reached.  The  plant  is  not  now  in  operation,  the 
smelting  works  with  which  it  was  connected  having  been  closed  down 
and  dismantled  in  1902. 

The  material  treated  is  a  leady  copper  matte  containing  34  to  40 
per  cent,  copper  and  12  to  14  per  cent.  lead.  It  is  crushed  first  in  a  rock 
breaker  and  then  pulverized  in  a  Krupp  ball-mill  of  100  tons  daily 
capacity  through  a  screen  of  50  meshes  to  the  lineal  inch.  The  roasting 
is  done  in  three  two-story  Pearce  turret  furnaces,  each  provided  with 
three  fire  places  at  the  lower  and  two  at  the  upper  hearth.  For  the  bene- 
fit of  the  subsequent  operation  the  roasting  has  to  be  conducted  with 
great  care,  and  with  attention  equally  divided  between  the  oxidation  of 
the  copper  and  of  the  iron.  The  copper  is  to  be  converted  into  the  cupric 
oxide  and  sulphate,  and  the  iron  into  red  oxide,  in  which  state  it  dissolves 
only  slowly  in  hot  dilute  sulphuric  acid.  The  formation  of  cupric  sul- 
phate is  very  desirable,  as  it  saves  acid  in  the  subsequent  treatment,  but 
still  it  is  not  advisable  to  conduct  the  roasting  so  that  as  much  as  possible 
sulphate  is  formed,  because  the  roasted  material  will  then  contain  too 
much  soluble  iron,  which  would  make  the  resulting  cupric  sulphate 
solution  too  impure.  At  a  comparatively  early  stage  of  the  roasting 
nearly  all  the  copper  is  in  a  state  in  which  it  can  be  extracted  by  dilute 
sulphuric  acid;  about  75  per  cent,  of  it  is  present  as  oxide  and  25  per  cent, 
as  sulphate.  The  roasting,  however,  cannot  be  considered  complete  at 
this  stage,  because  the  roasted  material  still  contains  too  much  soluble 
iron. 

At  the  beginning  of  the  operation  the  temperature  should  not  be 
raised  above  that  produced  by  the  combustion  of  the  sulphur  of  the 
matte.  During  this  period  the  charge  assumes  a  rather  bright  red 
appearance,  an  efifect  due  more  to  light  than  to  heat,  and  if  excess  of 
air  is  admitted  to  the  furnace  but  few  lumps  will  form,  even  with  very 
leady  copper  matte.  Gradually,  as  the  oxidation  advances,  the  surface 
of  the  charge  becomes  darker,  especially  near  the  ore  doors,  and  when  the 
entire  surface  of  the  charge  begins  to  darken,  the  fire  is  slightly  increased 
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to  prevent  cooling,  as  from  this  time  on  the  supply  of  heat  furnished  by 
the  oxidation  decreases  rapidly.  If  this  condition  is  overlooked  and  the 
charge  cools  too  much,  it  will  be  difficult  to  raise  the  temperature  egain 
to  the  proper  degree. 

The  roasting  is  continued  at  a  moderate  temperature  until  no  more 
heat  is  evolved  by  the  oxidation  of  the  material,  after  which  the  tem- 
perature must  be  raised  to  a  cherry  red.  A  skilled  roasterman  can 
readily  determine  this  point  by  stirring  the  charge;  if  the  particles 
thrown  to  the  surface  brighten,  the  roasting  has  not  advanced  far  enough, 
but  if  the  entire  charge  presents  a  dead  and  uniform  red  color,  it  show.s 
that  this  part  of  the  roasting  has  been  completed,  and  that  it  is  time  for 
an  increase  in  temperature.  This  can  now  be  done  without  danger  of 
lumping  the  charge,  because  by  this  time  the  greater  part  of  the  sulphides 
has  been  oxidized. 

The  increase  of  the  temperature  is  necessary  for  two  reasons:  first, 
to  hasten  the  oxidation  of  the  remaining  sulphides,  which  w^ould  require 
a  very  long  time  at  a  low  temperature,  and  second,  in  order  to  decompose 
the  iron  salts  and  to  convert  them  into  the  red  oxide.  The  task  for  the 
roasterman  is  to  convert  as  much  as  possible  into  the  red  oxide  without 
decomposing  the  cupric  sulphate  present.  Cupric  sulphate  resists  con- 
siderable heat,  more  so  than  the  ferrous  salts,  and  it  is  possible  to  conduct 
the  roasting  in  this  way;  but  the  increase  of  temperature  requires 
judicious  care,  because  if  the  heat  is  too  high  the  cupric  sulphate  will  be 
reduced  to  cuprous  oxide,  in  which  condition  but  half  of  the  copper  is 
soluble  in  diluted  sulphuric  acid.  If  crystals  of  cupric  sulphate  are 
exposed  to  heat  and  air,  it  will  be  noticed  that  after  the  acid  has  been 
expelled  the  mass  assumes  a  red  color  showing  the  formation  of  cuprous 
oxide.  If  heating  is  continued,  it  turns  black  by  being  oxidized  to  cupric 
oxide.  Should  cuprous  oxide  be  formed,  the  amount  of  extractable 
copper  will  be  greatly  reduced.  When  the  roasting  is  done  in  a  common 
revorberatory  furnace,  a  mistake  of  this  kind  can  be  corrected  by  keeping 
the  charge  longer  in  the  furnace  and  thus  oxidizing  the  cuprous  to  cupric 
oxide.  In  a  mechanical  continuously  discharging  furnace,  however,  this 
cannot  be  done,  but  with  experience  and  care  the  decomposition  of  the 
cupric  sulijhate  can  be  avoided.  It  is  of  great  importance  that,  during 
the  whole  of  the  roasting,  air  has  free  access  into  the  furnace. 

It  is  not  possible  to  avoid  the  formation  of  lumps,  especially  in 
roasting  loady  matte,  but  if  the  roasting  is  conducted  properly,  these 
will  be  small,  soft,  j)or()us,  and  consist  of  well  roasted  material.  Roasted 
matte  is  always  of  coarser  grain  than  the  raw  pulp,  and  for  this  reason 
as  well  as  on  account  of  the  lumps  it  is  necessary  to  pulverize  the  roasted 
material  before  treatment  with  sulphuric  acid.  This  is  best  done  in  a 
Krupp  ball-mill  through  a  screen  with  50  meshes  to  the  lineal  inch. 

The  dissolving  at  Argentine,  Kansas,  is  done  in  eight  agitating  or  stir 
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tanks,  which  are  arranged  in  two  parallel  rows  with  a  track  between  for 
the  delivery  of  the  matte.  The  cars  are  scoop-shapcd  and  are  partly 
covered  with  sheet  iron,  and  so  made  that  the  cover  and  scoop  end  come 
close  together,  leaving  only  a  narrow  slit  open,  so  that  when  the  car  is 


tilted  the  roasted  matte  runs  gradually  in  the  disMolving  «tir  tank.  Fig. 
77  represents  the  vcrtiral  section  of  a  stir  tank,  12  ft.  in  diameter  and  (i 
ft.  deep.  The  bottom  and  sides  are  lined  with  boards  for  protection 
against  wear  from  the  friction  of  the  pulp.  In  the  center  is  suspended  a 
heavy  wooden  shaft,  having  fastened  to  the  lower  end,  by  heavy  hras.s 
plates,  a  cross-beam  cut  at  both  ends  like  a  propcllor-blade.     In  the 
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center,  below  the  propeller  and  fastened  to  the  bottom  of  the  tank,  is  a 
cone-shaped  projection  constructed  of  strong  wooden  staves,  the  interior 
of  which  is  filled  with  sand.  This  cone  forces  the  matte,  when  the 
propeller  is  in  operation,  toward  the  periphery,  w^here  it  is  subjected  to 
the  swift  rotating  motion  of  the  liquor,  thus  preventing  its  accumulation 
in  the  central  part,  where  the  motion  is  much  less.  Two  outlet  pipes 
provided  with  hard-lead  valves  make  connection  with  the  pressure  tank. 
These  are  placed  one  above  the  other  to  permit  the  withdrawal  of  a  por- 
tion of  the  clear  liquid  if  desired,  in  which  case  the  paddle  is  stopped  and 
the  residues  allowed  to  settle.  In  the  usual  working  of  the  tank,  how- 
ever, the  lower  outlet  only  is  used.  The  wooden  ring  attached  to  the 
rim  of  the  tank  prevents  the  splashing  of  the  pulp.  The  tank  and  trestle 
support  are  placed  in  a  flat  lead  pan  to  collect  any  leakage.  The  upper 
pai-t  of  the  shaft  is  provided  with  a  gear-wheel  to  receive  the  power. 
The  stir  tanks  are  filled  about  two-thirds  full  with  water,  the  agitator 
set  in  motion,  and  sulphuric  acid  added  until  the  liquid  show^s  about 

3  per  cent.  acid.  The  matte  is  then  charged  gradually,  and  at  the  same 
time  a  stream  of  acid  is  allowed  to  flow  in  so  as  to  maintain  the  same 
acid  strength  during  charging.  In  this  way  the  dissolving  is  accom- 
plished with  an  acid  strength  of  3  per  cent,  or  less,  and  still  yields  a  strong 
solution  of  cupric  sulphate.  As  stated  above,  it  is  preferable  to  work 
with  weak  acid,  because  much  less  iron  and  other  impurities  will  be 
dissolved  than  with  stronger  acid.  When  the  solution  has  attained  a 
strength  of  about  20  to  22°  B.,  the  flow  of  sulphuric  acid  is  stopped  and 
matte  only  charged  until  the  solution  is  neutral.  Toward  the  end  it  is 
advisable  to  charge  the  matte  at  intervals,  and  to  make  frequent  acid 
tests  to  avoid  an  excess  of  matte.  The  addition  of  sulphuric  acid  to  the 
water,  and  the  matte  to  the  diluted  acid,  produces  heat,  which  aids  the 
solution  of  the  cupric  oxide.  This  heat  is  not  sufficient,  and  the  tempera- 
ture is  further  raised  by  a  jet  of  steam.  It  is  well  to  interrupt  the 
charging  of  the  matte  while  neutralizing  as  soon  as  the  solution  shows 
1  per  cent,  free  acid.  If  the  agitation  is  then  continued  this  1  per  cent, 
of  acid  will  be  diminished,  but  if  in  half  an  hour  after  the  acid  test  the 
percentage  of  free  acid  remains  the  same,  more  matte  is  added  until  the 
solution  is  neutral;  in  this  way  a  mistake  of  adding  a  large  excess  of 
matte  is  avoided. 

Below  the  stir  tanks  are  the  })ressure  tanks,  into  which  the  finished 
charge  is  drawn  while  the  paddle  is  in  motion.  On  account  of  the 
residues  the  pressure  tanks  are  in  an  upright  position,  and  are  constructed 
as  follows:  the  body  consists  of  two  cylindrical  sections  4  ft.  long  and 

4  ft.  G  in.  in  diameter,  the  bottom  being  of  a  spherical  shape  of  2  ft.  3  in. 
radius.  The  top  is  rounding  upward  to  a  height  of  G  in.  above  the  rim. 
The  sections  are  tightly  flanged,  with  a  rubber  gasket  between.  Four 
pipe  connections  are  made  through  the  top;  the  discharge  pipe  entering 
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through  the  center  pasBes  nearly  to  th'e  bottom,  and  the  filling  pipe, 
air-inlet  and  air-outlet  pipes  are  conveniently  arranged  around  it. 
By  proper  connection  with  the  filling  pipe  and  by  the  use  of  valves,  one 
pressure  tank  ia  mode  to  serve  four  stir  tanks.  The  upper  cylindrical 
section  is  provided  with  a  manhole,  and  the  tanks  are  made  of  cast  iron 
and  lined  first  with  lead  and  then  with  wood  to  protect  the  lead  from 
wear  by  abrasion.  The  air  pressure  required  ie  from  40  to  50  lb.  Fig. 
78  shows  the  top  view  and  Fig.  79  a  vertical  section  of  an  upright  pressure 
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Fio.  80. 

I,  80. — Cast  iron  pressure  tank.    Fig.  78  (top  right),  top  view;  Fig.  79, 
section  on  line  AB;  Fig.  80,  plan  of  supporting  frame. 


tank,  while  Fig.  80  illustrates  the  supporting  frame.  Tliis  tank  as 
represented  by  the  figures  is  smaller  than  those  used  at  Argentine,  and 
has  only  one  cylindrical  section  instead  of  two.  The  general  arrange- 
ment, however,  is  the  same.  The  air  inlet  extends  downward  along  the 
side,  ending  near  the  discharge  pipe,  in  order  to  koop  the  residues  near 
the  outlet  in  a  loose  condition  and  prevent  the  pipe  from  clogging.  For 
this  reason  it  is  advisable  to  have  a  small  stream  of  air  enter  during 
filling. 

The  pulp  is  forced  by  the  pressure  tank  into  a  large  filter-press,  of 
which  there  arc  five  in  use.  The  press  is  2.'j  ft.  hmg  and  has  hardwood 
frames  and  plates,  and  holds,  when  filled,  5  tons  of  residues.     The 
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clarified  solution  flows  from  the  press  to  lead  lined  storage  tanks,  from 
which  it  is  elevated,  by  means  of  a  pressure  tank,  to  the  purifying 
towers.  These  towers  were  originally  made  of  20-lb.  sheet  lead  incased 
in  a  cast-iron  framework,  which,  however,  were  replaced  by  larger  ones 
made  of  4-in.  California  redwood.  Fig.  81  represents  a  vertical  section 
of  such  a  tower.  They  are  made  of  staves  16  ft.  long,  9  ft.  in  diameter, 
and  are  well  hooped  with  round  iron.  The  top  and  bottom  are  flat. 
The  towers  are  firmly  fastened  to  a  strong  wooden  trestle,  which  in  turn 
is  anchored  to  a  concrete  foundation.  This  construction  is  called  for  to 
guard  against  the  oscillating  movement  of  the  tank  from  the  action  of  the 
contained  solution,  which  is  set  in  violent  motion  by  the  ascending  air. 
Inside  the  tower,  about  19  in.  above  the  bottom,  the  4-in.  lead  air  pipe 
enters,  and  is  connected  with  a  perfora'ted  6-in.  lead  pipe,  which  extends 
diametrically  to  the  opposite  side  and  is  closed  at  the  further  end. 
Outside  the  tower  the  pipe  extends  upward  to  above  the  top  of  the 
tower,  and  thence  downward  to  the  discharge  pipe  of  an  air  compressor 
or  to  an  air  receiver,  connected  with  the  compressor.-  This  arrangement 
is  necessary  to  prevent  the  solution  from  flowing  to  the  air  pumps  if 
the  latter  be  not  in  operation.  At  the  same  level  with  the  air  inlet,  the 
4-in.  discharge  pipe  enters,  which  is  provided  with  a  hard-lead  valve 
placed  close  to  the  outside  of  the  tower.  At  about  the  same  level  enters 
a  1-in.  lead  steam  pipe  for  heating  the  charge.  The  direct  application 
of  steam  does  not  dilute  the  solution,  because  the  evaporation,  which  is 
favored  by  the  ascending  air,  fully  equalizes  the  dilution  by  condensed 
steam.  The  top  of  the  tower  is  provided  with  an  8-in.  pipe  extending 
through  the  roof  for  the  escape  of  steam  and  air,  which,  however,  first 
are  made  to  pass  through  a  lead-lined  box  provided  with  shelves  arranged 
in  a  zigzag  manner  to  precipitate  all  particles  of  liquor  which  may  be 
carried  out  by  the  current  of  air.  A  4-in.  pipe  also  enters  the  top,  which 
serves  for  filling  the  tower  with  crude  copper  solution.  An  opening  in  the 
center  is  connected  with  a  small  hopper  which  is  filled  with  roasted  matte. 
The  upper  third  part  of  the  tower  is  provided  with  glass  tube  gauges  to 
control  the  filling.  The  perforations  of  the  air  pipe  are  only  on  the 
bottom  sid.e,  to  prevent  the  inflow  of  matte  and  precipitate.  The  steam 
pipe  enters  through  the  lid  of  the  manhole,  as  the  heat  of  the  pipe  affects 
the  wood  at  its  immediate  surroundings. 

The  tower  is  filled  with  crude  solution,  leaving,  however,  suflficient 
room  for  the  increase  in  volume  of  the  solution,  which  immediately  takes 
place  as  soon  as  the  compressed  air  is  supplied.  A  tower  can  be  charged 
with  about  5000  gallons  of  solution,  and  as  three  such  charges  can  be 
refined  in  24  hours  the  working  capacity  of  one  tower  is  15,000  gallons 
per  day.  At  Argentine  eight  such  towers  are  in  use.  When  the  tower 
is  filled,  steam  is  allowed  to  enter,  and  also  some  air,  to  produce  a  more 
uniform  heating  of  the  solution.     The  air  causes  the  precipitation  of 
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some  basic  iron  salts,  but  never  more  than  half  of  the  iron  contained  in 
the  solution  was  precipitated,  although  the  treatment,  at  times,  was 
extended  many  hours.  When  the  solution  is  hot  (75  to  80°  C.)  more  air 
is  admitted,  and  some  roasted  matte  from  the  hopper  is  made  to  drop  into 
the  tower.  The  violent  boiling  motion  of  the  solution  keeps  the  matte 
in  suspension,  and  after  3  to  4  hours  the  solution  will  be  entirely  free 
from  iron,  arsenic,  antimony,  etc.  To  observe  and  to  regulate  the 
progress  of  the  operation  the  solution  is  tested  from  time  to  time  for  iron 
by  taking  samples  through  a  small  cock  inserted  in  the  side  of  the  tower. 
If  between  two  tests  the  content  of  iron  is  not  diminished  some  more 
matte  is  added.  It  is  not  necessary  to  test  for  other  impurities,  because 
the  iron  predominates,  and  by  the  time  all  of  it  has  been  precipitated, 
no  trace  of  any  other  impurities  will  be  found. 

The  cupric  oxide  in  presence  of  air  combines  with  the  sulphuric  acid 
of  the  ferrous  sulphate,  forming  cupric  sulphate,  while  the  iron  is  precip- 
itated as  oxide,  a  decided  advantage,  as  the  precipitant  is  converted  into 
cupric  sulphate,  and  thus  enriches  the  solution  in  copper. 

The  refined  solution  leaving  the  tower  should  not  be  stronger  than 
24  to  26°  B.  when  hot,  as  otherwise  it  will  cause  trouble  in  the  filter  press, 
for  reasons  above  explained.  Should  a  concentration  have  taken  place 
in  the  tower  beyond  this,  the  solution  should  be  diluted.  The  tower  is 
discharged  into  a  special  stir  tank  and  from  there,  by  means  of  a  pressure 
tank,  forced  into  a  filter  press.  The  clear  and  purified  liquor  is  conveyed 
to  the  evaporating  department,  while  the  residues  are  subjected  to  an 
additional  treatment.  These  tower  residues  are  of  grayish-yellow  color 
and  consist  principally  of  precipitated  iron,  arsenic,  antimony  and  some 
undecomposed  matte,  with  also  some  basic  copper  sulphate.  To  remove 
the  last  named  substance  the  residues  are  treated  in  a  stir  tank  with  2.5 
to  3  per  cent,  cold  acid  solution,  which  dissolves  the  basic  copper  salt, 
leaving  the  impurities  unaffected,  with  the  exception  of  iron,  which  is 
acted  on  very  slightly. 

The  refined  solution  does  not  contain  even  a  trace  of  silver.  What- 
ever silver  is  converted  into  the  sulphate  during  the  roasting  is  precipi- 
tated in  the  stir  tanks  by  the  ferrous  sulphate  present  in  the  solution. 
The  residues  are  washed  well  in  the  filter  press  to  remove  all  copper  solu- . 
tion.  The  wash  water  is  collected  separately,  and  used  instead  of  fresh 
water  for  the  preparation  of  a  new  charge  in  the  stir  tanks.  The  residues 
contain  all  the  silver,  gold  and  lead  of  the  roasted  matte;  they  are  of  a 
(lark-red  color  and  consist  mostly  of  iron  oxide.  They  are  sent  to  the 
lead  smelting  department  for  the  extraction  of  the  precious  metals  and 
the  lead.  On  account  of  the  large  precentage  of  iron  oxide  and  lead  the 
residues  are  an  excellent  material  for  lead  smelting.  A  large  portion  of 
the  lead  of  the  matte  is  converted  into  sulphate  by  the  roasting,  and 
therefore  does  not  act  much  as  a  consumer  of  acid.    As  the  roasted 
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matte  contains  20  to  25  per  cent,  of  its  copper  as  sulphate,  the  total 
consumption  of  acid  is  much  less  than  the  equivalent  amount  contained 
in  the  blue  vitriol  produced. 

The  evaporation  department  furnishes  90,000  gallons  of  concentrated 
solution  daily.  To  supply  this  amount  an  improvement  over  the  old 
pan  evaporator  with  under-fire  or  steam  coil  was  requisite,  and  as  the 
vacuum  evaporators  could  not  be  adopted  an  economical  and  effective 
evaporator  was  introduced  by  Hofmann,  illustrated  in  Figs.  82  and  83. 
The  principle  observed  in  the  construction  of  this  evaporator  is  the 
application  of  the  hot  furnace  gases  in  a  manner  by  which  almost  a 
complete  utilization  of  the  heat  contained  in  them  takes  place.  The 
apparatus  consists  of  a  flat  tank,  wooden  with  the  exception  of  a  2-ft. 
space  at  the  front  end,  which  is  made  of  steel,  so  that  the  wood  will  not 
be  in  too  close  proximity  to  the  furnace.  The  tank  is  65  ft.  long,  12  ft 
wide  and  2  ft.  deep,  and  is  lead  lined,  the  two  ends  having  much  heavier 
lead  lining  than  the  sides  and  bottom.  It  is  traversed  longitudinally  by 
thirteen  6-in.  heavy  lead  pipes.  These  pipes  rest  on  bricks  which  are  prop- 
erly placed  on  the  bottom  of  the  tank.  The  tank  rests  on  wooden  trestle 
work  of  a  proper  height  to  correspond  With  the  height  of  the  furnace.  At 
the  furnace  end  in  each  lead  pipe  is  inserted  a  5-in.  pipe  4  ft.  long,  pro- 
vided at  the  outer  end  with  a  flange.  The  iron  pipe  serves  to  protect  the 
lead  pipe  from  immediate  contact  with  the  red-hot  gases  from  the 
furnace.  They  also  make  the  conniections  between  the  lead  pipes  of  the 
tank  and  the  iron  pipes  of  the  furnace. 

The  furnace  is  comprised  of  the  fireplace  C,  the  dust  chamber  D  and 
the  distributing  chamber  D'.  At  a  proper  height  in  the  wall  of  the 
distributing  chamber  nearest  the  tank  are  13  openings,  in  each  of  which 
is  inserted  a  short  cast-iron  pipe,  5  in.  in  diameter,  with  a  flange  at  the 
outer  end.  Each  pipe  is  connected  with  its  corresponding  piece  of  iron 
pipe  inserted  in  the  lead  pipe  of  the  tank  by  a  cast-iron  S-shaped  elbow, 
y,  which  allows  the  introduction  of  the  compressed  air  pipe  E  for  remov- 
ing any  accumulation  of  ashes  in  the  lead  pipes  of  the  tank. 

An  American  underfed  stoker  is  used  for  the  slack  coal  fuel  and  affords 
practically  perfect  combustion,  which  is  of  great  importance,  as  other- 
wise the  lead  pipes  would  soon  become  coated  with  soot  and  lose  much 
of  their  eflficiency  to  transmit  the  heat  to  the  solution. 

The  opposite  ends  of  the  lead  pipes  in  the  tank  are  connected  with 
the  brick  suction  chamber  0,  which  in  turn  is  connected  by  a  galvanized 
iron  pipe,  /?,  with  a  suction  fan,  P,  the  gases  being  discharged  into  an 
underground  flue,  8.  This  flue  serves  in  common  to  collect  the  waste 
gases  from  11  evaporators,  and  terminates  outside  the  building  in  a 
brick  chimney  40  ft.  in  height. 

The  top  pan  is  closed  with  a  wooden  cover,  and  wooden  joists,  (?, 
are  placed  across  the  pan  about  5  ft.  apart,  having  cleats  fastened  to  the 
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lower  side,  as  shown  in  Fig.  82.  The  spaces  between  the  joists  are 
covered  with  boards  resting  on  the  cleats  and  pushed  together  closely, 
but  not  nailed,  so  that  the  whole  or  part  of  the  cover  can  be  easily 
removed.  About  14  ft.  from  the  front  end  of  the  tank  is  a  14-in. 
suction  pipe;  connected  with  the  main  suction  pipe,  M,  which  crosses  all 
of  the  evaporators  to  remove  the  water  vapors.  The  main  suction  pipe, 
A/,  as  well  as  the  branch  pipes,  L,  are  made  of  wooden  staves  kept  tight 
by  hoops.  M  is  connected  with  a  large  suction  fan  having  the  housing 
and  wings  of  sheet  copper  and  the  shaft  and  arms  of  brass.  This  fan 
rapidly  removes  the  vapor  from  each  evaporating  tank,  and  by  its  use 
the  building,  even  in  cold  winter  weather,  and  notwithstanding  that 
11  such  evaporators  are  in  operation,  is  entirely  free  from  steam.  A 
wooden  stack  outside  the  building  serves  for  the  dicharge  of  the  fan,  and 
the  exhaust  at  each  individual  evaporator  is  regulated  by  a  wooden 
slide,  iV,  inserted  below  the  suction  pipe  L. 

Figure  82  gives  the  construction  of  the  first  or  experimental  evaporator. 
During  the  experiments  it  was  found  that  the  6-in.  lead  pipes  passing 
through  both  ends  of  the  tank,  and  being  burned  with  lead  tight  to  both 
ends,  did  not  keep  their  straight  position,  but  on  account  of  the  expansion 
became  wavy.  Profiting  by  this  experience  the  back  ends  of  the  other 
evaporators  were  made  sloping,  and  the  pipes,  instead  of  passing  through, 
passed  over  the  edge  of  the  back  end.  This  allowed  the  pipes  to  expand 
freely,  and  they  retained  their  straight  position. 

Close  to  the  end  of  the  evaporating  tank  and  resting  on  the  cover  is 
the  lead-lined  feed  box,  V,  from  the  bottom  of  which  is  a  short  pipe  or 
nipple  extending  into  the  tank.  The  solution  supply  pipe,  T,  which 
crosses  all  11  evaporators,  is  connected  with  the  large  supply  tanks,  and 
serves  to  convey  the  solution  to  each  evaporator  by  down-takes,  U, 
The  outlet  of  the  evaporating  tank  is  in  the  side  near  the  furnace  end, 
about  4  in.  above  the  hot-air  pipes,  B. 

The  operation  is  conducted  as  follows:  The  pan  is  first  filled  to  the 
level  of  the  outlet  with  the  copper  sulphate  solution  to  be  concentrated, 
the  fire  is  then  started  and  the  stoker  and  suction  fans  set  in  motion. 
The  big  copper  fan  is  not  started  until  the  solution  becomes  hot  enough 
to  generate  steam.  Some  solution  is  added  through  V  to  keep  the  surface 
of  the  solution  at  the  same  level.  When  it  is  found  that  the  solution  near 
the  outlet  has  attained  the  desired  concentration,  a  continuous  stream 
of  refined  solution  is  allowed  to  flow  into  the  tank  from  the  feed  box, 
which  starts  a  continuous  flow  of  concentrated  solution  through  the 
outlet.  The  amount  of  influx  is  regulated  by  frequent  hydrometer 
tests  of  the  solution  at  the  outlet.  The  supply  of  fuel  by  the  automatic 
stoker  being  regular,  the  heat  of  the  evaporator  is  very  uniform,  and  once 
having  adjusted  the  proper  influx  of  the  weak  solution  the  outflowing 
stream  will  be  found  of  quite  constant  concentration. 
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The  glowing  hot  gases  entering  the  tubes  give  off  the  main  part  of 
their  heat  to  the  solution  within  a  comparatively  short  distance  from 
the  point  of  entrance,  and  cause  this  portion  of  the  solution  to  boil.  In 
the  passage  of  the  gases  through  the  tubes  they  gradually  come  into 
cooler  regions,  and  are  offered  an  excellent  opportunity  to  give  off  more 
of  their  heat  to  the  surrounding  solution,  so  that,  when  they  finally 
leave  the  tubes,  their  temperature  is  much  below  the  boiling  point  of  the 
solution;  in  fact,  so  low  that  the  pipes  at  that  end  can  be  comfortably 
touched  with  the  hand.  In  a  tank  100  ft.  or  125  ft.  long  the  gases  would 
leave  at  a  temperature  about  that  of  the  surrounding  air,  thus  completely 
utilizing  the  heat  of  the  gases. 

The  greater  economy  and  efficiency  of  this  type  of  evaporator,  as 
compared  with  one  having  a  steam  coil  or  bottom  fire,  is  apparent.  The 
production  of  steam  involves  a  considerable  waste  of  heat,  and  in  using 
it  to  evaporate  liquids,  its  circulation  through  coils  produces  a  large 
amount  of  condensed  water  at  a  temperature  very  nearly  100®  C.  the 
heat  of  which  is  generally  lost.  To  evaporate  by  direct  fire  under  the 
bottom  of  a  pan  is  very  inefficient  and  wasteful;  and  in  the  present  case, 
in  which  no  other  metal  but  lead  can  be  used  for  the  pan,  it  requires 
groat  care  and  watchfulness  to  avoid  melting  the  metal. 

For  concentrating  chemical  solutions  which  do  not  affect  iron  the 
evaporator  described  can  be  constructed  entirely  of  iron  and  steel,  and  at 
much  less  cost.  The  pan  itself,  however,  should  always  be  placed  in  a 
wooden  tank  to  prevent  loss  of  heat  by  radiation. 

Very  fine  particles  of  ashes  settle  in  the  longitudinal  tubes,  but  these 
ashes  are  very  light,  and  by  turning  the  valve  of  the  compressed  air  pipe 
A',  one  of  which  is  attached  to  each  tube,  they  are  easily  removed  and 
blown  into  the  chamber  0. 

The  continually  outflowing  concentrated  solution  passes  into  a  lead 
j)ipe  common  to  all  the  11  evaporators  and  is  conveyed  into  a  collecting 
tank,  from  which  the  liquor  is  elevated  by  means  of  a  horizontal  pressure 
tank  into  a  system  of  troughs  which  pass  over  all  the  crystallizing  tanks, 
of  which  there  are  112,  each  of  720  cu.  ft.  capacity.  The  troughs  are 
covered  and  so  arranged  that  any  individual  tank  can  be  filled.  Wooden 
tanks,  lead  lined,  of  the  same  size,  did  not  answer.  By  the  frequent 
changes  of  toniperature  to  which  they  are  exposed,  the  lead  lining  con- 
tinuiMl  to  expand  without  contracting  again,  which  caused  in  course  of 
t  uur  so  many  leakages  that  it  l)ecanio  intolerable.  The  present  tanks  are 
made  of  20-iii.  thick  concrete  walls,  which,  however,  do  not  come  up  to 
th(»  e\|)ectation  either,  though  they  are  far  superior  to  the  wooden  lead 
lin(*(l  tanks.  By  the  sudden  change  in  the  tem})erature  when  the  tank 
is  tilled  with  such  a  large  volume  of  hot  licjuor,  fine  cracks  in  the  walls  are 
caused,  through  which,  if  not  attended  to,  leakage  will  take  place,  but 
leakage  can  be  ])r(*vented  by  ])lastering  a  little  cement  on  the  outside 
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of  the  tank.  An  experimental  tank  built  of  bricks,  however,  answered 
the  requirements  of  such  large  crystallizing  tanks.  The  brick  walls 
have  in  the  center  a  2-  in.  space  filled  with  a  mixture  of  asphaltum  and 
sand,  which  combines  with  the  bottom  layer  of  the  tank,  thus  practi- 
cally forming  a  tank  by  itself,  embedded  in  the  brickwork.  When  heated 
by  the  sudden  filling  of  the  tank  with  hot  solution,  the  asphaltum  softens, 
and  when  gradually  cooled  contracts  without  cracking. 

On  top  of  each  tank  are  movable  wooden  frames  supporting  numerous 
strips  of  lead  5  ft.  long,  on  which  the  crystals  form,  as  well  as  on  the 
sides  and  bottom.  The  solution  remains  7  days  in  the  tank.*  In  dis- 
charging, the  mother  liquor  is  drawn  off  through  a  brass  tube  near  the 
bottom,  then  the  frames  with  the  strips  are  lifted  up  with  block  and 
tackle  attached  to  an  overhead  crawl.  The  crystals  are  knocked  off 
from  the  strips  with  a  wooden  paddle  and  fall  into  the  tank.  The  frames 
are  then  moved  to  one  side  by  means  of  the  crawl.  The  crystals  from 
the  sides  are  broken  down  also.  The  tanks  are  arranged  in  long  rows 
intersected  by  several  cross  passages.  Between  each  two  rows  is  a  track 
for  transporting  the  blue  vitriol  crystals,  on  either  side  of  which  is  a 
cement  channel  to  receive  and  to  convey  the  mother  liquor  to  pressure 
tanks  for  further  handling.  Rails  arc  laid  in  recesses  near  the  rim  of  the 
tanks,  so  that  the  rails  of  the  two  opposite  rows  of  tanks  form  a  track 
for  a  hopper  mounted  on  wheels.  The  crystals  are  shoveled  with  copper 
shovels  into  this  hopper,  which  fills  the  push  car  underneath  through 
a  spout  with  slides  in  the  center.  As  the  tanks  are  6  ft.  deep  the  crystals 
have  to  be  thrown  at  least  7  ft.,  and  in  doing  so  some  of  the  crystals  un- 
avoidably fall  back  into  the  tank,  frequently  striking  the  shoveler.  It 
was  found  that  this  was  very  injurious  to  the  men,  especially  in  summer. 
Their  bodies  became  covered  with  deep  sores,  which,  while  not  dangerous, 
were  very  painful. 

To  protect  the  men,  Hofmann  constructed  and  set  in  operation  the 
device  illustrated  in  Fig.  84.  On  top  of  the  movable  hopper  is  mounted 
the  frame  if ,  K,  with  a  turntable  and  circular  track  underneath,  which 
rests  on  a  number  of  stationary  wheels  and  is  kept  in  place  by  the  pin  P. 
The  object  of  this  turntable  is  to  make  the  apparatus  available  for  the 
opposite  row  of  tanks  by  rotating  through  180  degrees.  The  frame  K  is 
provided  with  a  belt  elevator  E^  with  copper  cups.  On  the  shaft  F  are  the 
pulleys  L  and  M,  which  drive  the  elevator  pulley  N.  The  elevator  can  be 
brought  to  a  horizontal  position  by  means  of  the  shaft  F.  The  lower  end 
of  the  elevator  is  provided  with  the  boot  B,  which  can  be  brought  down  to 
within  a  short  distance  from  the  bottom  of  the  tank  and  into  which  the 
crystals  are  shoveled.  The  power  is  imparted  by  an  electric  motor  on 
the  platform  of  the  frame,  which  receives  the  electric  current  by  an  over- 
head wire  and  trolley.     From  the  time  this  device  came  into  operation 
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the  men  were  protected,  as  they  had  to  shovel  the  crystals  only  a  short 
distance  above  the  floor. 

The  crystals  are  washed  in  a  stream  of  mother  liquor  in  a  trough,  and 
conveyed  by  this  stream  into  a  hexagonal  revolving  screen,  having  shaft 
and  arms  of  brass.  The  screen  itself  is  of  maple  wood,  perforated. 
There  are  two  such  screens,  to  make  two  sizes  of  crystals.  The  mother 
liquor  with  the  smallest  crystals,  dirt  and  sediment,  after  leaving  the 
second  screen,  is  conveyed  to  an  agitating  tank  and  heated  by  a  steam 
jet  to  dissolve  the  very  fine  crystals.  The  resultant  solution  is  sent 
through  a  filter-press,  the  clean  liquor  flowing  to  the  storage  tanks.  The 
crystals  are  dried  in  10  brass  centrifugal  machines.  The  yearly  pro- 
duction is  about  18,000  tons  of  blue  vitriol. 


Fig.  84. — Device  for  deschargiiig  blue  vitriol. 


The  crystals  having  been  obtained  from  such  a  pure  neutral  solution 
are  of  a  very  deep  blue  permanent  color,  which  is  not  affected  by  light, 
except  in  the  direct  rays  of  the  sun.  They  do  not  change  into  a  bluish- 
white  powder,  which  is  the  case  with  crystals  made  from  an  acid  solution. 

The  trade  in  blue  vitriol  demands  large  crystals.  In  crystallizing  a 
salt  solution  in  large  tanks  it  will  be  found  that,  while  on  the  strips  and 
sides  large  crystals  are  formed,  the  bottom  will  contain  mostly  small 
crystals.  As  this  necessitates  the  dissolving  and  recrystallization  of  a 
large  portion  of  the  bottom  crystals,  and  consequently  of  quite  a  percent- 
age of  the  total  production,  this  peculiarity  was  rather  annoying,  and, 
searching  for  the  cause,  it  was  observed  that  on  the  surface  of  the  cooling 
liquor  numerous  very  small  crystals  were  formed.  They  do  not  remain 
on  the  surface,  but  sink  as  soon  as  formed.     These  crvstals  are  so  small 
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that  they  cannot  be  seen  as  such,  but  if  a  good  light  strikes  the  surface, 
the  liquor  right  under  the  surface  sparkles  from  light  reflected  on  these 
minute  crystals.  It  can  easily  be  observed  that  they  sink  and  that  new 
ones  are  continually  formed,  thus  producing  a  very  shower  of  fine  crystals 
from  the  surface  to  the  bottom.  This  phenomena  is  caused  by  the 
evaporation  of  the  water  on  the  very  surface  where  the  liquor  is  in  contact 
with  the  air.  By  losing  part  of  its  water  a  very  thin  sheet  of  the  solution 
on  the  very  surface  will  become  so  concentrated  that  it  has  to  form  and 
drop  these  very  fine  crystals,  aided  by  the  cooling  effect  of  evaporation 
and  contact  with  the  air.  Following  up  these  observations  Hofmann 
caused  a  stream  of  water  to  enter  the  tank  under  light  pressure  and 
level  with  the  surface  through  a  flat  nozzle,  so  that  the  water  did  not  mix 
with  the  solution,  but  covered  as  such  the  whole  surface  about  an  inch 
thick.  This  stopped  the  sparkling  of  these  minute  crystals  entirely,  and 
when  crystallization  was  finished  it  waa  found  that  the  bottom  crystals 
were  just  as  good  as  the  crystals  on  the  sides,  so  that  they  could  be 
mixed  and  treated  together  with  the  other  crystals,  and  the  tedious  and 
expensive  operation  of  dissolving  and  recrystallizing  of  an  already 
finished  product  was  entirely  avoided.  After  this  successful  trial  the 
whole  crystallizing  plant  was  equipped  with  a  proper  arrangement  for 
this  purpose,  so  that  the  operator  had  only  to  fill  each  tank  to  the  given 
mark  and  then  to  turn  on  the  water  for  a  short  time.  The  mother  liquor 
is  somewhat  diluted  by  this  method,  but  the  advantage  gained  greatly 
outweighs  the  disadvantage. 


CHAPTER  XIX 
APPARATUS  AND  APPLIANCES 

Copper  solutions  are  among  the  most  corrosive  substances  knowu, 
and  the  selection  of  materials  to  be  used  in  handling  and  containing  the 
solutions  is  aomething  of  a  problem.  Of  the  commercial  metals,  iron  is 
of  course  unsuitable.  Copper  is  available  in  the  form  of  sheets  and  pipes, 
but  the  copper  itself  is  more  or  less  readily  dissolved,  and  the  fonsefjuent 
expense  of  replacements  and  repairs  would  be  prohibitive.  Lead  may 
be  used  for  sulphate  solutions  but  is  quite  impracticable  when  working  on 
a  chloride  basis,  for,  while  lead  is  quite  indifferent  to  solutions  of  coppw 
sulphate  it  is  quite  rapidly  attacked  by  solutions  of  copper  and  other 
chorides. 

Tanks. — Wood  is  fairly  permanent,  but  the  iron  hoops  have  to  D 
carefully  protected,  and  a  wooden  tank,  of  any  considerable  size,  whW 
will  hold  either  cold  or  hot  copper  solutions  without  leakage,  is  the  el 
ception  and  not  the  rule.  Reinforced  concrete  tanks  do  very  well  if 
erected  on  ample  foundations,  but  the  concrete  is  attacked  by  the  B.ai 
solutions,  and  hence  some  provision  must  be  made  for  the  protection | 
the  cement.  This  is  readily  accomplished  by  asphalting  the  bottom,  b' 
the  sides  are  not  as  readily  taken  care  of.  A  heavy  coating  of  hard  % 
for  the  side  will  answer  very  well  for  short  intervals. 

The  usual   method  of  constructing  a  rectangular  wooden  tank  C 
copper  solutions,  is  to  have  the  sides  made  double,  with  a  gpaceof  2cn 
in.  between  to  be  filled  with  tar  and  sand,  as  shown  in  Fig.  50,  page  28 
The  bottom  is  also  covered  with  a  layer  of  tar  and  sand,  on  top  of  n 
is  laid  a  course  of  acid  proof  brick  as  the  working  floor. 

At  Helsingborg,  Sweden,  the  leaching  vats  are  made  of  resinous  pin 
elliptical  in  shape,  with  the  long  and  short  diameters  10  and  6  ft.  resps 
tively,  and  with  an  inside  depth  of  4  ft.  Both  the  bottom  and  staves  tt 
made  of  5-in.  wood  and  the  whole  is  held  together  by  three  iron  band 
2  in.  by  3  1/4  in,,  kept  at  short  distances  from  the  sides  of  the  tank  I 
pieces  of  wood  so  that  the  leaking  copper  solution  will  not  disintegrtt 
the  iron. 

Probably  the  best  way  of  constructing  the  tanks  and  leaching  vats 
shown  in  Fig.  85  in  which  the  body  of  the  tank  is  built  of  re-inforced  co] 
crete,  with  a  brick  lining  inside,  and  the  space  of  2  or  3  in.  between  U 
brick  and  the  concrete,  filled  with  asphalt.  The  bottom  is  also  asphalta 
so  that  the  entire  asphalting  is  continuous.  Acid  proof  brick  is  lend  t 
top  of  the  asphalted  bottom,  which  serves  as  the  working  floor. 
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LcadAined  tanks,  which  arc  quite  largely  used  with  Kulphalt.*  ly^j  -j^  ,«..•  r 
should  be  built  on  solid  independent  foundations.     Vibraliofjj-  ;;?< 
jurious.      Constructionally,  lead-lined  round  wooden  tsiiik»-  sin    v^*  /  • 
than  square  tanks,  but  owing  to  the  large  amount  of  wahU-  »•;/;..*  ^   .•    i 
building  containing  round  tanks,  S(iuare  tanks  an»  usually  ]yf«^f*-'. 

If  square,  the  bottoms  and  sides  of  the  tanks  shouhl  b«*  buiJi  */]  *,*  ^  .  . 
supporting  timbers.     The  bottom  timbers  should  b(»  hiumy  tun ./-.     /. 
prevent  even  the  slightest  sagging.     The  sides  should  l>r  mad*-  *A  >    - 
by  10-in.  or  6-in  by  12-in.  timbers,  mortised  into  tlic  bollofn  y.t*  -/a 
securely  braced,  and  close  enough  together  to  prevent  lirndinp;  oi  b  ^y.t  / 
This  frame  should  be  lined  with  2  1/2-in.  planks,  whicli  H.liould  1^-  i/^/.-v ', 


Fig.  85. — Reinforced  concrete  tank. 


to  the  frame  with  countersunk  bolts.     Nails  should  not  \ji  ^^^^^ 
used,  cut  nails  are  preferable  to  wire  nails.     After  tlic  plan^.j/^  ^  ,^^^ 
it  is  lined  with  lead  weighing  6  or  8  lb.  per  square  foot.     Oi  ^-ii   ^^ 
be  used  for  the  bottom  and  about  1  ft.  up  the  sid(»s;  abov<  Uui  .>• ., 
may  be  used. 

The  weakest  part  of  the  lead  lining  is  always  at  th<-  jojjj\  ^^  ^  * 
it,  and  if  the  framework  is  not  substantial  enou^^li  to  uimvhh  4^ 
the  breaks  in  the  lead  lining  become  serious  and  iir<'  u  i></ui^.c 
annoyance  and  expense.     Round  wooden  tanks  as  a  1.1^^^.^    ^. 
lead  lining,  are  better  than  square  tanks  for  tin;  nru/mrt  %^   .    ' 
more  rigid  and  there  is  no  tendency  toward  even  th<;  "^^Tfeur 
as  the  tanks  are  filled  and  emptied. 

\A  The  sides  of  the  lead  lining  of  square  tankn  vh^uic  ^  ^u 
tervals  to  the  timber  work.  This  is  usually  dorji^  \jy  '-\t^^.  « 
the  woodwork  in  the  usual  way  with  ordiiuiry  iroii  ^^ 
large  washers,  and  then  burning  lead  caps  over  tli* 
bolt,  as  shown  as  Fig.  8G;  or  an  iron  bolt  havinj^  ti* 
lead,  may  be  used,  as  shown  in  Fig.  87.  The  wl^^if  |^7^^^ 
should  then  be  burned  to  the  lead  lining  of  the  tiuuk.  ^ 
lead  lining  to  the  wooden  frame  prevents  undttt 
most  of  the  breaks  and  leaks  in  lead-lined  tanki 

The  tanks  should  not  be  too  deep;  from  5  to7fc,^^ 
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height.     Fewer  larger  tanks  are  better  than  more  smaller  ones  of  the 
same  capacity.     It  is  best  to  make  the  tanks  shallow  and  large  in  area, 


Fio.  86. — Detail  of  lead  lined  tank  construction  showing  method  of  bolting  lead  lin- 
ing to  wood  frame 


-Di'luil  of  l<W  UikmI  l;irik 
inp  to  wood  frunif  w 


rather  than  deep  mid  of  Hmaller  area.     The  setflliig  or  leaching  in  large 
shallow  tanks  is  much  more  readily  accorn])lislicd  and  the  repairs  are  less. 
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Settling  tanks  usually  have  two  openings  in  the  bottom;  one  of  liieMt 
openings  is  surrounded  by  a  collar  4  to  0  in.  in  diameter  and  0  to  h  ii.. 
high,  through  the  top  of  which  the  clear  settled  solution  if  drawj;. 
leaving  the  slimes  in  the  bottom  of  the  tank.  The  other  holi*  !►  fiu^i. 
with  the  bottom,  so  that  when  the  tank  requires  cleaning  the*  acruiu  uJaV  v; 
slimes  are  swept  through  the  hole.  The  entire  tank  should  drain  hJi^j.^J/ 
toward  this  hole  to  facilitate  cleaning. 

Both  holes  are  provided  with  a  collar  on  the  outsidi*  to  whi^i.  i# 
clamped  a  short-  piece  of  rubber  hose,  so  that  the  flow  of  Hohilion  iit^y  f> 
regulated  or  shut  ofif  by  a  pinch  clamp  working  on  tlie  h'^w.  'titx* 
arrangement  is  prefeiTed  to  rod  and  rubber  stopper  working  froi/j  ii\^/Yi 

The  side  corners  of  rectangular  tanks  should  be  chamfered,  Hfi'J  M** 
lead  should  fit  snugly  against  the  wood. 

All  joints  and  connections  should  be  burned;  no  jointH  or  v*nini'j'U*Mu 
should  be  soldered. 

The  following  table  gives  the  thickness  and  corresponding  w<;i|piu  «/ 
sheet  lead,  which  is  convenient  for  reference  in  connection  wiu 
lining  of  tanks. 

Sheet  Lead 

Thickness,  Weight. 

3/64  in.  2  1/2  ll>. 

1/25  in.  3           Ih. 

1/16  in.  4           11). 

1/14  In.  5           Ih. 

1/12  in.  6           II). 

1/10  in.  7          lb. 

1/8    in.  8          II). 

5/32  in.  10          Ih. 

3/16  in.  12          II). 

1/4    in  16           II). 

3/8    in.  24           Ih. 

Conducting  Solutions. — For  conducting  sohjtioijii, 
lead  pipe,  or  earthenware  may  be  used.     Ia^iuI  pijA 
sulphate  but  not  for  chloride  solutions.     Acid  prouf 
be  used  for  both  sulphate  and  chloride  solutionn,  but  k 
and  deteriorates  quite  rapidly.     Hard  rubber  piplufh 
copper  solution,  but  is  very  expensive,  breaks  enailr 
difficult  to  mend.     Lead-lined  iron  pipes  are  iMad 
results  in  handling  mine  water  at  Butte.     Knatttehc 
made  which  is  said  to  withstand  tlie  corrosive  t^Iwu  0  4tL 
alkali  solutions,  and  may  be  used  under  pressure 4!»ui|^j^*^-   ^ 
iron  piping. 

Wooden  troughs  are  best  made  as  shown  i^fj^M  -^ 
sides  to  the  bottom  piece.     The  bolts  go 
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bottom  piece,  and  Imve  cast  washers  on  botli  sides.  The  distance 
between  the  bolts  should  not  be  more  than  4  to  6  in.,  and  the  cast-iron 
washers  should  be  reasonably  large.  In  fitting  lengths  together,  the 
joint  is  made  by  cutting  the  ends  off  square,  inserting  a  rubber  gasket 
between  them,  and  then  drawing  the  ends  together  with  an  iron  yoke 
fitted  to  the  end  of  each  section,  as  shown  in  Figs.  89,  90  and  91.  The 
yokes  are  made  of  cast  iron,  and  set  into  1  /2-in,  grooves  around  the  sides 
and  bottom  of  the  trough,  and  provided  with  hole^  to  screw  them  to  thu 
wood.  By  means  of  bolts,  from  one  casting  to  the  other,  the  ends  may 
be  tightened  as  desired.  Troughs  are  available  only  where  the  solution 
is  not  under  pressure. 

If  lead  pipe  is  used  the  lengths  may  be  connected  to  one  another 
either  by  burning,  or  by  flange  unions  without  burning.     To  make  a 


flange  connection  with  lead  pipe  the  ordinary  iron  flanges  are  uiatic 
smooth  and  the  sharp  corners  rounded  in  a  lathe.  The  lead  is  then 
swedged  so  that  when  the  pipes  are  brought  together;  the  lead  flanges 
will  be  securely  bolted  between  the  iron  flanges,  thereby  protecting  the 
iron  flanges,  and  making  the  lead  pipe  continuous,  as  shown  in  Fig.  92. 
The  joints  can  be  made  tight  without  a  rubber  gasket,  but  if  a  gasket  is 
used  it  should  be  of  pure  rubber.  Knds  of  the  pipe  may  be  closed  in 
much  the  same  way  by  flanging  the  end  of  the  pipe,  and  inserting  a  lead 
disc  to  protect  the  outer  iron  flange,  us  shown  in  Fig.  93.  Only  the 
heavier  weight  lead  pipes  should  be  used.  The  following  table  gives  for 
convenient  reference,  the  standard  sizes  and  corresponding  weightA  I 
lead  pipe. 
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Fio.  ai. 
II.— Details  of  trough  construction.     Fig.  89,  eraw  mtttm  if  • 
Fig.  90,  connection  of  troughs;  Fig.  91,  trough  vaium. 
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"With  lead-lined  iron  pipe  the  connections  are  made  as  shown  In  Fig. 
IJM  to  prevent  the  solution  from  coming  in  contact  with  the  iron. 

Open  conduits,  lined  with  lead,  are  largely  used  to  convey  solulions, 
mt  these  give  moie  or  less  trouble  and  are  difficult  to  repair. 

Ordinary  stoneware  pipes    may  b*   used   for  solutions   not   under 
;  modification  ia  required  to  withstand  either  the  pi-essure  out- 
ad,  or  tlie  suctitm  iii\v;iri!.      Wlir^n    sNini'ivaro  pipo^  :\rv  required  to 
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Fin.  94. — -Mplho'i  iif  niakicig  jninl.s  ivitli  lend  lined  irim  p\\w. 

work  under  pressure,  the  lengths  are  usually  flanged  anil  the  faces  of  the 
HauK^a  ground  to  ni^ke  o  tight  fit.  The  flanges  are  then  bolted  together 
with  a  yoke,  as  shown  in  Fig.  95  for  square  flanges,  and  Fig.  96  for  conical 
flanges.  Such  piping,  i(  properly  installed,  is  practically  indestructible. 
The  iron  should  be  well  painted  with  acid-proof  paint,  to  prevent  any 
possible  attack  nf  the  copper  solution  on  the  iron  from  the  outside. 

Regulating  the  Flow  of  Solution. — This,  for  lead  pipe,  in  readily 
»cconipli*licd  by  in.serting  a  short  piece  of  pure  rubber  hose  between  two 
ends  of  the  lead  pipe  line,  and  using  a  hose  clamp,  as  shown  ill  Fig.  97  by 

bich  the  solution  may  be  regulated  us  desired  or  shut  off  entirely. 

ptoneware  pipe  is  used,  stoneware  faucets  may  be  iimerted  anywhere 
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Fia.  97.— Irou  u!um|j  for  regulating  the  flow  of  Bolution  through  rubber  hose,  for  a 
varying  from  t  1/2  to  3  inches. 
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in  the  line  as  UeHired.  In  such  c&aes  it  in  best  to  use  the  block  fsUL-els  as 
shown  in  Fig,  98  and  the  method  of  connecting  as  shown  in  Fig.  99  whereby 
the  faucet  ia  firmly  bolted  between  two  lengths  of  flanged  stoneware 
pipe.  Both  stoneware  and  vulcanized  rubber  faucets  are  regularly 
made  for  regulating  the  flow  of  corrosive  solutions. 


I'los.  100  and  101.— Connections  with  load  lined  Iron  tank.      Fig.   100 
tion  for  brass  valve.     Fig.  101,  connection  for  hose  cUmp. 

Fig.  100  shows  connection  with  lead-lined  iron  tank  and 

regulating  the  flow  of  solution.     This  method  is  applic»ble_t« 

not  exceedingly  corrosive,  and  the  brass  valves  are  not 

Under  such  circumstances  it  is  more  satisfactory  to 

the  valve  than  to  use  other  methods  of  regulating  the  Bow.    Fig.1 

shows  connection  between  lead-lined  iron  tank  and  bo^  aad  aunp 

regulating  the  flow  of  solution.     In  both  Figs.  100  »nd  1«  tfce  ec^s 
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I'li;,  102, — Muntejus  tank  itrrutigcment  for  elevatinB  corrosive  liquids. 
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arranged  for  hose  connectioua,  by  lining;  an  ordinal  y  malleable  iron  pipe 
coupling.  This  is  done  by  lining  tlie  nipples  attached  to  the  coupling 
with  lead,  and  inserting  a  rubber  gasket  between  the  lead  ends  of  the  two 

I'  iples,  thvis  pi-cvciitiiig  leakage  and  preventing  the  solution  from  coming 
contHL-t  with  tlie  iron,  or  threads  of  the  coupling, 
Elevating  Solutions. — In  elevating  solutions  ordinary  pumps  cannot 
employed.     Solutions  may  be  elevated  either  by 
1.  Montejus  tanks 
2.  Airlifts 

3.  Stoneware  pumps 

4.  Rubber  pumps. 

Hontejus  Tanks. ^These  arc  usually  made  of  thick  sheet  steel,  liued 
^^^b  lead.  Externally  they  have  the  general  appearance  of  a  steam 
^Bper.  Their  capacity  varies  somewhat  with  the  size  of  the  plant.  A 
^Hntejus  holding  5  to  6  tons  of  solution  might  be  considered  about  the 
^ftrage  size  and  one  which  is  very  convenient.  They  should  be  abun- 
^^Bttly  strong  to  withstand  the  pressure  necessary  to  elevate  the  solution 
^Bthe  height  desired.  Usually  the  sheet  steel  is  3/8  in.  thick  for  the 
cinder  and  1/2  in.  for  the  ends.  The  tank  shonld  be  made  with  butt 
joints  and  countersunk  rivets,  so  as  to  have  the  interior  perfectly  smooth 
for  the  lead  lining.  Both  ends  should  be  removable.  Fre(iueutly 
^bpy  are  made  with  one  end  fixed;  this  is  a  mistake,  since  it  makes 
^■tairs  and  replacing  of  lead  ends  very  difficult.  The  lead  lining  should 
^H^  weigh  less  than  12  or  14  lb.  per  square  foot,  and  he  fi-^quently  bolted 
^Kthe  steel  shell.  Fig.  102  shows  a  section  of  the  usual  design  of  a  lead- 
^Htd  Montejus  for  elevating  solutions  unaffected  by  lead. 
^H  To  elevate  solutions  with  a  Montejus,  the  compressed  air  valve  1, 
^^nupposed  to  be  closed  and  the  exhaust  valve  2  open,  Pinch  clamp 
^Br  the  lead  pipe  line  leading  to  the  elevated  .solution  tank  is  closed  if 
^Hn«  are  more  than  one  Montejus  connected  with  the  solution  line, 
^Hthere  Is  only  one  it  may  always  remain  open.  Pinch  clamp  3  in  the 
^Hd  pipe  line  leading  to  the  supply  tank  is  then  opened  and  the  solution 
^Bired  in  until  the  Montejus  is  full.  Xs  the  tank  fills  the  air  escapes 
^Hrough  the  exhaust  pipe,  which  on  account  of  the  likelihood  of  solution 
^^■ng  forced  up  through  it,  is  returned  to  the  supply  tank.  There  is  no 
^^bger  of  getting  too  much  solution  in  the  Montejus,  for  even  if  it  enters 
^^m  ctliaust  pipe  or  solution  line,  no  harm  will  result  excepting  perhaps 
^^■roHion  of  the  metal  exhaust  valv«.  When  the  Montejus  is  full, 
^^nnp  3  in  the  line  leading  to  tlie  supply  tank  is  closed;  clamp  4  is  openeil 
^Hs  the  exhaust  vidve  2  is  closed.  The  compressed  air  is  then  turned  on 
^Hwly  until  equilibrium  is  established,  when  the  valve  may  be  opened 
^Bde.  The  pressure  of  the  air  on  th«  surface  of  the  liquid  forces  it 
^Hrough  the  end  hole  in  the  pipe  in  the  bottom  of  the  Montejus,  into  the 
[  to  the  elevated  tank  to  which  the  solution  is  being  lifted. 
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When  the  Montcjus  is  almost  empty  there  is  a  peculiar  sound  of  air 
escaping  with  the  solution.  The  compressed  air  valve  is  then  closed. 
The  expansion  of  the  air  in  the  Montejus  is  sufficient  to  elevate  the 
small  remaining  quantity  of  solution.  The  exhaust  valve  is  then  again 
opened,  but  most  of  the  air  will  have  escaped  through  the  solution  pipe. 
This  operation  is  repeated  until  the  desired  quantity  of  solution  ia  elevated. 
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l''io.  103.— Detail.  Montejus  bad  lined  t; 


Knd  construction. 


The  ends  of  the  Montejus  are  usually  its  weakest  parts.  If  1 
solution  is  to  be  elevated  to  a  considerable  height,  the  ends  are  likely  t 
develop  a  weakness,  unless  very  substantially  built.  The  best  way  1 
build  thera  is  to  reinforce  the  ends  with  a  heavy  cast-iron  ring  as  shoif 
in  detail  section.Flg.  103.  The  cast-iron  ring  is  rivpted  to  the  sheet  ste< 
end  with  countersunk  rivets  on  the  in.side.  The  entire  end  is  then  bolt* 
to  the  circumference  of  the  steel  shell,  and  is  removable  with  but  littl 
trouble. 

Fig.  104  shows  a  detail  section  of  method  of  bolting  the  lead  tin 
to  the  steel  shell;  Fig.  105  a  detail  section  of  the  solution  pipe  conne* 
at  6,  and  Fig.  106  a  detail  section  of  the  pipe  connections  with  the  si 
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BW. — DetJiil  of  Mcmteju-  lead  lined  tank  con.itruclion.     Showing  mclhoii  of  luill- 
ing  lead  lining;  to  steel  i^lietl. 
Leuii  Pip" 


105.— Detail    f  M   nUjiw  ksd  lined  Isnk  eoiiilruction      Showing  Boliilion  pip* 


M.  106.— Detail  of  Montejus  lend  lined  Unk  constru«tlg>. 

connection  at  bottom. 
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at  8.  The  object  of  bolting  the  pipe  to  the  shell  at  8  ia  to  prevent  vibra- 
tion of  the  end  and  thus  prevent  its  early  destruction.  Sometimes  the 
lead  pipes,  instead  of  being  bolted  to  the  shell  are  burned  to  the  lead 
lining,  but  this  is  an  inferior  way  of  doing  it. 

The  objection  to  this  type  of  Montejus  is  that  it  is  not  automatic,  as 
ordinarily  built.     It  takes  about  5  minutes  to  fill  a  Montejus  of  5  or  6 


I'i.i.  10-  —  \Lr  lift  f.ir  liandhng  c 


c  solutioiiij. 


:iiid  III  II II  it 


niinutLs  to  onlpf^   it  through  a  5-in.  pipe, 

I  Ik   tiiiK    i\iH  of  couiHO  vary  witli  the 

(l<iv\     iii1i>  thi   MdiiIi  JUS  jiiid  Iho  nir  pressure 


tons  in|)iLii1y 

iindcT  the  iivcniKc  lonililn  ii 
height  (if  s'olul  ion  nl  «hnh  i1 
used  iu  forcing  il  out. 

Automatii'  Monlcjus  ;i]i]iitijilus  in  nuidc  In  .«tonfware  for  lifting;  solu- 
tions whit'h  act  on  Iciid.  Thcsf  iiiv  built  lo  withi^tand  a  pressure  of 
from  (iO  to  75  lb.,  and  have  t-apiicitics  ranpiiif;  as  high  as  225  cu,  ft,,  per 
hour. 
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Air  Lifts. — One  of  the  best  ways  of  elevating  corrosive  solutions  by 
compressed  air  is  by  the  air  lift  system.  It  is  especially  applicable  to 
unfiltered  solutions,  containing  grit,  that  might  have  an  injurious  effect 
on  either  metal,  stoneware,  or  rubber  pumps.  The  apparatus  is  simple, 
cheaply  installed,  and  entirely  automatic.  Fig.  107  shows  the  usual 
arrangement  of  the  air  lift  for  corrosive  solutions.  If  lead  is  unaf- 
fected by  the  solution,  the  entire  apparatus  may  be  made  of  lead.  If 
lead  is  unsuited,  stoneware  may  be  used. 

The  compressed  air  line,  above  the  level  of  the  standing  solution, 
may  be  made  of  the  ordinary  iron  pipe,  with  the  ordinary  brass  valves 
to  regulate  the  flow  of  air.  The  proper  proportion  of  the  air  pipe  to  the 
solution  is  about  1  to  3.  The  following  sizes  of  air  and  corresponding 
solution  pipes  will  be  found  to  give  satisfactory  results. 


Air  Lift 

Air  pipe,  in. 

Solution  pipe,  in 

1/2 

1  to  1/2 

3/4 

2  to  2  1/2 

1 

3  to  3  1/2 

1  1/2 

4 

1  3/4 

5 

2 

6 

To  get  the  best  results,  the  standing  level  of  the  solution  in  the  pipe 
should  equal  the  height  to  which  it  is  to  be  lifted,  from  the  same  level. 
Good  results  have  obtained  in  which  the  standing  level  of  the  solution  is 
two-thrids  that  of  the  lift.  If,  for  example,  the  solution  is  to  be  elevated 
30  ft.  the  best  results  are  obtained  when  the  standing  level  of  the  liquid  is 
30  ft.  above  the  air  inlet,  although  good  results  may  be  obtained  with  the 
solution  level  at  only  20  ft.  The  amount  of  air  required  to  lift  the  liquid 
varies  considerably  with  the  installation.  Roughly  speaking,  it  might 
be  said  that  1  cu.  ft.  of  air  will  raise  8  lb.  (1  gallon)  of  liquid,  although  in 
well  designed  lifts  it  may  elevate  as  much  as  10  and  12  lb. 

The  principal  on  which  the  air  lift  works  is  that  of  the  buoyancy  of 
compressed  air,  which  also  forms  a  partial  vacuum  very  similar  to  the 
suction  in  an  ordinary  pump.  The  propelling  force  in  an  air  lift  is  due 
to  the  difference  in  specific  gravity  between  the  air  and  liquid.  Taking 
the  weight  of  the  liquid,  for  example,  as  the  same  as  that  of  water,  or  as  1, 
the  specific  gravity  of  air  is  0.0012.  Compressed  air,  on  account  of  its 
elasticity,  when  liberated  under  water  is  very  buoyant,  and  as  it  expands, 
forms  large  bubbles,  which  act  more  or  less  like  pistons,  and  force  the 
liquid  upward.  The  bubbles  as  they  ascend,  on  account  of  the  removal 
of  the  weight  of  licjuid  above  them,  expand,  until  finally  they  issue  at 
almoat-Mmospheric  pressure.  It  would  be  seen  that  the  liquid  which  is 
t    removed  by  the  air,  lessens  the  weight  in  the  lift  pipe,  which  in  turn 
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eausea  the  solutiou  to  flow  in  at  the  bottom  because  of  the  greater  weight 
of  aolution  in  the  supply  pipe. 

The  arrangement  for  introducing  the  air  into  the  solution  lint-  a 
practically  immaterial.  It  may  enter  from  the  side  or  at  the  center 
with  equally  good  results. 

In  operation,  air  lifts  are  entirely  automatic,  and  large  volumes  of 
solution  may  be  handled  cheaply  for  moderate  heights.  J.E.  Rothwell 
gives  the  working  of  an  air  lift  with  which  90  tons  of  solution  was  raised 
18  ft.  in  three  hour.'j,  by  using  a  4-in.  pipe  with  a  l.S-in,  air  inlet,  luiii 
using  the  air  at  15  lb.  pressure. 

If  the  location  of  the  mil]  is  such  as  to  make  it  very  expensive  to  gel 
the  necessary  fall,  the  solution  may  be  raised  in  two  or  more  stages,  by 
using  the  first  to  get  the  nececasary  height  of  solution  for  the  second.  If, 
for  example,  it  is  desired  to  raise  the  solution  30  ft.  and  a  drop  of  only 
10  ft.  is  available,  then  by  first  raising  the  solution  1 0  ft.  which  with  the  drop 
gives  20  ft.,  which  height  may  then  be  used  to  raise  it  the  desired  30  fl- 
In  such  cases  the  cost  of  installation  will  be  cheaper  than  when  a  sin^lf 
stage  of  lifting  is  employed,  but  the  expense  of  operating  will  be  nioiv- 
In  sinking  a  shaft  in  the  ground  for  the  required  depth  of  solution,  it 
is  well  to  make  it  large  enough  for  a  man  to  enter,  and  permit  of  inspi'c- 
tion  at  all  times. 

In  working  air  lifts,  storage  tanks,  to  equalize  the  flow  of  solution, 
are  not  necessary.  If  the  air  is  once  properly  regulated,  when  the  solu- 
tion is  flowing  into  the  lift  it  will  be  elevated;  if  there  is  none  flowing,  a 
sHiall  loss  of  energy,  due  to  wasted  air,  is  the  only  harmful  result. 

In  a  well-designed  air  lift  the  combined  eflficiency  of  the  compressor 
and  lift  should  be  about  70  per  cent.,  and  in  cases  where  a  comparatively 
small  amount  of  liquid  is  being  raised  continuously  the  eificieucy  of 
compressor  and  lift  should  be  30  to  50  per  cent. 

In  a  well-designed  lift  the  nozzle  should  be  connected  directly  to  the 
compressor  in  order  to  use  air  compressed  lo  the  minimum  pressure 
required.  The  lift  should  not  be  used  at  more  than  one-half  of  its  maxi- 
mum capacity.  The  size  of  the  nozzel  should  be  sufficient  to  keep  the 
air  entry  head  small. 

Stoneware  Pumps. — Stoneware  plunger  pumps  may  be  used  lor  ele- 
vating solutions,  in  which  all  the  parts  coming  in  contact  with  the  corro- 
sive solutions  is  made  of  stoneware,  bolted  together  and  strengthened 
with  iron.  The  supporting  frame,  pulleys,  and  shafting,  are  all  of 
These  pumps  are  either  horizontal  or  vertical,  with  single  or  doul 
cylinders.  Fig.  108  shows  a  vertical  double  cylinder  pump. 
pumps  ai-e  made  in  various  sizes,  to  handle  from  50  to  700  cu.  ft.  of  U< 
per  hour. 
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Centrifugal  pumps,  made  entirely  of  stoneware,  are  also  made,  aud 
way  be  used  for  delivering  targe  volumes  of  solutinn  to  moderate  heights. 

Rubber PumpE. — These  pumps.  Fig.  109,  like  those  made  of  stoneware, 
;  unaffected  by  copper  solutions.     All  parts  of  the  pumps  which  come 

contact  with  the  corrosive  liquid,  are  made  of  hard  rubber;  these  are 
held  by,  and  mounted  on,  iron  parts,  which  take  all  the  strain  other 
than  internal  pressure  due  to  head  nf  discharge.  These  pumps  are 
made  for  either  steam,  motor,  or  belt  drive,  and  in  sizes  of  2  1/2-in, 
cylinder  with  4-in.  stroke,  up  to  6  in.  cylinder  with  10-in.  stroke. 


c  double  oyllmier 


re  Tanks.— These  are  used  in  connection  with  the  settling 
(  decanting  of  solutions,  the  slimes  of  which  are  recovered  for  their  valuable 
I  metal  content,  or  filtered  for  their  soluble  mefcal  values.  If  copper  ores 
Leontain  precious  metals  which  may  be  separately  precipitated  either 
Iwith  hydrogen  sulphide  or  sodium  sulphide,  the  precious  metal  values 
I  Bccumulate  until  it  is  desired  to  clean  up,  when  the  sUmes  are  swept 
J  into  the  pressure  tank  and  forced  to  the  filter  presBes.  If  the  copper 
Ipolutiona  are  settled  before  precipitating,  the  slimes  may  be  similarly 
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treated  and  washed.  These  slinieB  may  contain  lead  sulphate,  aB  a 
valuable  by-product,  in  the  operation  of  the  Longmaid-Hendereon 
process. 

Fig.  110  shows  the  usual  arrangement  of  a  pressure  tank  in.itallatioii. 
The  solution  is  flowed  into  the  tanks  where  it  is  settled  or  precipitated. 
In  either  case  it  is  not  necessary  to  pass  all  the  solution  through  tin' 
pressure  tank;  but  the  settled  solution  is  passed  through  the  decanting 
pipes  directly  into  the  decanting  press,  and  this  is  continued  until 
sufficient  slime  or  precipitate  has  collected  to  make  the  clean-up  desirable 
or  necessary.  If  allowed  to  accumulate  too  long,  some  of  the  slimes  may 
pass  over  the  collar  in  the  bottom  of  the  tank  leading  to  the  decanting 


line  and  thus  prematurely  clog  the  decanting  press.     If  desired,  aa  fti 
quently  happens,  the  solution  may  he  decanted  through  the  pre 
tank.     After  sufficient  slime  or  precipitate  has  accumulated,  the  outl 
in  the  bottom  of  the  tank  is  opened  and  the  precipitate  or  slime  is  swefl 
into  the  pressure  tank,  which  at  the  same  time  is  allowed  to  flow  throuq 
the  clean-up  press.     When  the  pressure  tank  is  full  and  the  i 
become  clogged  or  slow  in  filtering,  the  solution  inlet  and  air  exhai 
pipes  are  closed,  and  the  compressed  air  turned  on.     This  forces  t 
slimes  into  the  press  and  filters  them.     Water  is  then  introduced  ild 
the  pressure  tank  and  forced  through  the  press  until  the  slime  has  h 
sufficiently   washed.      Tiie   press  is   then   opened    and   the  filt^  t 
removed. 

The  pressure  lank  is  usually  made  of  3/8-in,  steel  sheet,  with  I/Z-i 
dished  head  and  boitom.     The  entire  steel  shell  is  then  lined  with  84! 


Flu.  110.— Pressure  luiik  iiistallution  fur  liamiliiii;  torruaivt  soli 
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lead.     All  the  pipes  and  connections  are  usually  made  of  lead  with  aU 
joints  and  connei^tiona  burned. 

Ore  Agitation  and  Filtration. — It  is  generally  conceded  that  during 
the  solvent  treatment  of  the  ore,  agitation  gives  more  satisfactory  results 
than  percolation.  The  cost  is  uaiially  greater.  Some  ores,  like  roasted 
pyritic  cinders,  or  quartzite  or  sandstone  carbonates,  leach  bo  well  that  it 
may  be  a  question  if  agitation  presents  any  advantages.  Other  ores  can- 
not be  conveniently  percolated  under  any  conditions,  but  all  ores,  if  prop- 
erly ground,  can  be  agitated.  Agitation  is  more  expensive  than  per* 
eolation,  and  this  applies  with  greater  force  to  acid  than  to  nlknliiM 
solutions,  and  more  pertinently  to  copper  solutions  than  to  solventa 
ordinarily  used  in  the  hydroraetallurgical  processes  for  the  extraction  rf 
gold  and  silver.  The  greatest  difficuly  in  agitation,  cornea  in  subse 
quently  clarifyingthesolutionspreparatory  to  precipitation.  If  the  orei 
percolated,  the  solution  issues  from  the  leaching  vat  perfectly  clear  anilH 
ready  for  precipitation  without  further  clarifieation.  Acid  soIuUci| 
do  not  filter  or  settle  as  well  as  alkaline  solutions,  and  this  ia  tru«  B 
matter  what  the  particular  method  of  ore  treatment  may  be,  or  the  ch»! 
acter  of  the  ore. 

If  the  ore  is  agitated,  the  greatest  difficulty  is  encountered  in  filtf 
tion  or  decantation.     In  the  cyanide  process  for  the  extraction  of  g 
and  silver  from  its  ores,  this  problem  has  been  successfully  solved  \ 
many  of  the  pressure  or  suction  filters;  but  with  acid  solutions  t\M 
filtere  would  have  to  be  radically  modified  to  adapt  them  to  copper  p 
esses.     The  problem  is  not  an  easy  one,  for  while  asbestos  cloth  w 
stand  the  action  of  copper  solutions  satisfactorily,  the  construction  ( 
the  filter  frames,  pipes,  and  connections,  of  a  material  that  will  be  strc 
enough  and  that  will  not  be  rapidly  corroded,  presents  serious  diEficu 
ties.     It  is  certain  than  none  of  the  filters  at  present  used  in  the  cyai 
process  are   applicable   to   acid  copper  processes  without  coDsiderabi 
modification. 

However,  the  problem  of  clarifying  corrosive  acid  solutions  is  not  i 
all  insurmountable,  or  even  serious.  This  is  practically  evideneed  I 
the  chlorination  treatment  of  from  800  to  1000  tons  of  Cripple  Crd 
ore  daily,  in  which  all  the  solutions  are  clarified  by  settling  and  decai 
tation,  so  that  the  impurities  are  not  enough  to  prevent  the  convenia 
melting  down  of  the  gold  precipitate  in  graphite  pots.  For  the  preaen 
at  least,  the  most  feasible  method  of  clarifying  solutions  resulting  fro 
the  treatment  of  copper  ore  by  agitation,  is  by  settling  and  decantatia 
This  may  be  done  either  in  the  agitation  apparatus  or  in  special  settU] 
tanks;  the  best  scheme  would  probably  be  a  combination  of  the  two, 
which  the  solution  is  partially  settled  in  the  agitator,  to  make  wis" ' 
more  effective,  and  then  settling  the  solution  in  large  tanks  whertf 
will  have  ample  time  for  thorough  clarifieation.     The  clear  solution  n 
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tlieii  be  decanted,  and  the  slimes  allowed  to  accumulate  until  it  is  desired 
to  clean  the  settling  tank. 

The  wash  waters,  in  any  case,  will  not  be  as  difficult  to  filter  as  the 
concentrated  copper  solution,  so  that  filtration  of  the  wash  waters  may 
lake  place  quite  readily  through  sand  filters,  or  in  some  form  of  pressure 
or  suction  filter. 

If  the  ore  is  treated  by  agitation,  stir  tanks  may  be  conveniently 
used,  as  for  example,  those  used  by  Ottokar  Hofmann,  in  the  treatment  of 
copper-load  matte,  shown  in  Fig.  77,  page  437.  Air  agitators,  some- 
what similar  to  Pachuca  tanks  may  also  be  conveniently  used,  but  with 
modifications  to  adapt  them  to  the  treatment  of  corrosive  solutions. 


,ii  frarims. 


Filter  Presses  for  Filtering  Acid  Copper  Solutions. — In  filtering  acid 
copper  solutions,  wooden  plates  and  frames  are  used  instead  of  iron; 
otherwise  the  presses  are  essentially  the  same  as  any  other  press  using 
iron  plates  and  frames.  The  working  admissible  pressure,  however,  is 
dderably  less,  varying  from  20  lb.  per  square  inch  for  18-in.  plates 
5  lb.  per  square  inch  for  36-in.  plates.  The  thickness  of  the  cake  will 
vary  from  1  in.  in  the  smaller  sizes  to  I  1/2  in.  in  the  larger  sizes.  In 
the  smaller  presses  there  are  usually  25  plates  and  26  frames,  while  in 
the  larger  presses  there  are  usually  40  plates  and  41  frames.  The  fil- 
tering area  will  vary  from  40  sq,  ft.  in  the  smaller  sizes  to  450  sq.  ft.  in 
larger  sizes.  Fig,  111  shows  a  filter  press  with  wooden  plates  and 
Fig.  112  ahows  in  tletail  a  square  wood  plate  and  a  square  wood 
For  sulphate  solutions  lead  plates  and  frames  may  be  used, 
presses  may  be  lead  lined. 


_  iron  ; 
HBonsii 
BoSl 
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Coostniction  of  Floors. — The  entire  leaching  aud  precipitfttj'ng  i>liuit 
of  a  wet  copper  insl altation  should  be  well  cemented  and  covered  wilt 
a  substantial  layer  of  asphalt.  Copper  solutions  are  more  lUfficalt  to 
tontain  than  water  or  cyanide  solutions,  and  it  is  belter  ta  make  prn- 
visioii  to  catch  all  possible  leakage  than  to  depend  on  not  having  any. 
Both  the  leaching  and  precipitating  rooms  should  drain  to  a  sump  from 
which  the  solution  can  readily  be  pumped  into  the  circuit.  Coppor 
solutions  rarely  freeze,  so  that  there  is  not  the  same  trouble  with  leakage 
on  that  account,  as  with  other  solvents. 


CHAPTER  XX 
POWER  DATA 

The  cost  of  power,  especially  for  electrolytic  processes,  is  a  funda- 
mental factor  in  determining  the  cost  of  the  copper  extracted.  The 
amount  of  copper  deposited  electrolytically,  is  more  or  less  proportional 
to  the  power  consumed,  and  hence,  the  cost  of  power  not  only  deter- 
mines largely  the  cost  of  the  copper,  but  also  to  a  very  large  extent  the 
most  economical  current  density  to  be  employed. 

There  will  usually  be  three  methods  available  for  generating  power: 

1.  Steam, 

2.  Producer  gas, 

3.  Water  power,  accompanied,  usually,  by  electrical  transmission. 
Electrolytic  precipitation  offers  ideal  power  conditions  because  the 

power  consumed  is  uniform  and  in  constant  use  for  24  hours  in  the  day. 
With  careful  installation  the  load  factor  from  the  dynamo  terminals  may 
be  approximately  maintained  at  100  per  cent.,  and  the  variations  need 
not  exceed  more  than  1  or  2  per  cent,  or  perhaps  5  per  cent,  in  the  most 
extreme  cases.  This  variation  would  only  be  temporary,  as  the  electro- 
lyzers  are  cut  out  successively  for  removing  the  copper  or  for  repairs. 
A  set  of  one  or  two  electrolyzers  will  usually  be  at  hand  to  take  the  place 
of  those  temporarily  cut  out  of  the  circuit,  so  that  any  variation  of  the 
load  will  be  very  small  and  only  momentarily. 

In  electrodeposition  of  copper,  water-power,  if  available,  presents 
more  than  ordinary  advantages  as  compared  with  most  industrial  enter- 
prises. Outside  of  the  expense  for  attendence,  the  cost  for  producing 
water-power  for  24  hours  in  a  day  is  not  appreciably  more  than  for  8 
hours;  whereas,  if  the  power  is  generated  with  fuel,  the  cost  for  fuel  for  24 
hours,  as  approximately  three  times  that  for  8  hours. 

Copper  deposits  are  usually  located  in  mountainous  districts  where 
fuel  is  expensive,  but  where,  fortunately,  water-power  is  frequently 
available. 

Next  to  water-power,  producer  gas  presents  evident  advantages. 
With  an  ordinarily  good  installation,  1  h.  p.-hour  can  be  developed  with 
1.5  lb.  of  good  coal  with  producer  gas,  whereas  from  3  to  4  lb.  are  re- 
quired for  steam  under  the  same  conditions.  With  cheap  coal  the 
advantages  of  producer  gas  over  steam  installations  may  not  be  so  great, 
but  with  the  price  of  coal  ranging  from  $5.00  to  $10.00  per  ton,  it  may  be 
a  controlling  factor. 
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Comparison  of  Steam-  and  Water-power  Plants. — The  following  table 
by  Dr.  Gary  T.  Hutchison^  gives  the  cost  of  energy  with  steam-power  and 
water-power,  in  cents  per  kilowatt-hour,  for  steam-  and  water-power 
plants,  a  medium  head  hydro-electric  generating  and  transmission  plant 
being  assumed  in  the  latter  case.  These  values  are  based  on  the  as- 
sumption of  a  fixed  annual  charge  of  $13.60  per  kilowatt  plus  an  output 
charge  of  0.5  cent  per  kilowatt-hour  for  the  steam  plant,  and  a  fixed 
charge  of  $20.00  per  kilowatt  of  demand  on  the  water-power  plant.  As 
shown,  at  a  high  value  of  load  factor,  the  hydro-electric  plants  can 
show  a  much  larger  profit  than  the  stream  plants,  while  the  profits  de- 
crease as  the  load  factor  becomes  less. 

In  the  last  column  of  the  table  is  shown  the  price  at  various  load 
factors,  at  which  energy  from  the  hydro-electric  plant  must  be  sold  in 
order  to  produce  a  profit  of  6  per  cent,  on  the  investment. 

COST  AND  SELLING  PRICE  OF  ENERGY  PER  K.  W.-HOUR  AT  VARIOUS 

LOAD   FACTORS 

Cost  of  k.  w.-hour  in  cents 


Per  cent,  load 

Selling  price 

factor 

t 

water-power 

Steam-plant        J 

1 
1.54 

1        Water-plant 

1 

15 

1.52 

i 

2.44 

25 

1.12 

0.91 

1.46 

35 

0.97 

0.69 

1.10 

40 

0.89 

0.57 

0.92 

50 

0.81 

0.46 

i               0.73 

60 

0.76 

0.38 

1              0.61 

75 

0.71 

0.31 

i 

0.49 

The  above  figures,  while  apparently  high,  are  undoubtedly  correct 
for  the  average  hydro-electric  power  and  transmission  plant.  Under 
special  conditions  where  the  hydraulic  development  is  easy  and  no 
transmission  line  is  required,  they  could  be  materially  reduced. 

Water-power  can  frequently  be  acquired  and  cheaply  developed  in 
the  western  part  of  North  and  South  America,  within  transmitable 
distance  from  copper  deposits.  Under  ordinarily  favorable  conditions 
such  power  should  be  generated  at  a  cost  of  not  exceeding  $25.00  per 
kilowatt-year.  Under  extremely  favorable  conditions  water-power 
may  be  developed  very  cheaply,  as  for  instance  in  Norway,  where  it  is 
produced  at  a  cost  of  as  low  as  $5.00  per  horse-power-year.     The  Braden 

*  American  Inst.  Electrical  Engineers,  Dec.  16,  1909. 
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Copper  Co.  in  Chile,  has  a  plant  of  1000  h.  p.  on  the  ground,  to  operate 
under  a  1000-ft.  head.  The  cost  for  power  during  the  first  12 
months  of  operation  was  less  than  $2.00  per  horse-power-year,  without 
figuring  interest  and  depreciation.  There  were  practically  no  repairs 
of  any  kind,  and  two  Chileans  attended  the  water  wheels  and  dynamos. 

Cost  of  Water-power  in  the  Western  United  States. — Norman  Read* 
estimates  that  with  an  average  installation  in  the  West,  the  cost  of  a 
hydro-electric  plant  of  1000  kilowatt  capacity  will  be  $150.00  per  kilo- 
watt. This  will  include  head  works,  pipe  line,  machinery,  building  and 
a  short  transmission  line. 

Based  on  this  cost  of  $150,000  the  annual  fixed  charges  and  operating 
expenses  will  be  as  follows: 

Fixed  Charges: 

Interest,  6  per  cent,  on  $150,000,  $9,000 

Taxes,  etc.,  1/2  per  cent.,  750 

Average  depreciation  and  obsolescence,  3.8  per  cent.,  5,700 


$15,450 


Operation  and  Maintenance: 

Operators,  salaries,  $4,200 

Oil,  waste  and  supplies,  2,000 

Contingencies,  500 


$6,700 
Total  annual  costs,  $22,150 

Basing  the  output  on  a  24-hour  load,  80  per  cent,  load  factor,  the 
annual  output  will  be  7,008,000.  k.  w-hours,  which  gives  a  total  cost  of 
slightly  over  0.3  cent  per  kilowatt-hour,  or  about  $26.00  per  kilowatt- 
year. 

Supposing,  however,  that  in  the  year's  operation  the  actual  output  of 
the  plant  is  only  50  per  cent,  of  its  total  capacity;  in  other  words  it  has 
only  a  50  per  cent,  load  factor,  then  the  annual  output  will  be  4,380,000 
kilowatt-hours.  The  fixed  charges  will  remain  the  same,  but  it  is  prol>- 
able  that  the  operation  costs  will  be  reduced  to  $5500,  making  a  total  of 
$20,950,  or  slightly  over  0.47  of  a  cent  per  kilowatt-hour. 

In  the  East,  $15.00  per  kilowatt-year  at  the  electrolyzer  terniiiuJiF 
may  be  considered  a  fair  average  price  for  cheap  water-power.  Tii<r 
selling  price  of  power  at  Niagara  Falls  varies  from  $8.00  per  horse-jM>wffr- 
year  for  those  buying  only  the  water  rights  and  putting  in  their  ovju  ft**- 
chinery,  to  $20.00  and  $25.00  per  horse-power-ycar  for  those  buyixur  ti^ 
working  current,  adapted  for  their  particular  use.  In  Buffulo  timr  ^^* 
of  Niagara  Falls  Power  in  lots  of  500  h.  p.  or  over,  is  $27^  j^tr  u^^r^- 

*  Private  communication  from  Mr.  Head,  Eng.,  Hug  Water  WLwd^^v 
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power-year,  which  converted  to  direct-current  at  87  per  cent,  efficiency, 
equals  $31.60. 

The  cost  of  installing  water-power  under  favorable  conditionB,  as 
for  example  in  Norway,  Sweden,  or  the  western  slope  of  the  Andes,  is 
illustrated  by  the  following  installations  in  Norway  and  Sweden. 

COST   OF   WATER-POWER  DEVELOPMENT  IN  NORWAY  AND  SWEDEN 


Joesefors,  Sweden 

Frykf ore,  Sweden 

Yngeresdsfors,  Sweden 

Vamaf OS,  Norway 

Tya,  Norway 


Turbine  Feet 

horse-power         head 


1  800  26 

4,000  27 

8,250  60 

75,000  86 

73,000  3,290 


Cost  per  electric 
horse-power 


$70.00 
64.00 
38.00 
26.00 
36.00 


Comparison  of  Steam  and  Producer  Plants. — William  O.  Webber* 
gives  the  following  costs  of  steam  and  producer  gas  installations,  per 
horse-power.  In  this  table  the  cost  of  the  land,  the  buildings  and 
the  generator  have  been  excluded,  but  all  the  auxiliaries  together  with 
the  cost  of  foundations,  setting,  piping,  cartage,  freight  and  all  other 
items  which  go  to  make  up  the  initial  cost  of  a  complete  plant  have 
been  included. 


Cost  of  gas  producer — Vertical  gas  engine  plant 


Horse-power 

Cost  of  steam- 

of  plant 

plant 

Belted 

1 

Direct  conected 

34 

$100 

$132 

$150 

60 

90 

99 

112 

100 

85 

76 

88 

140 

80              ! 

69 

76 

190 

75 

68 

73 

280 

70 

68 

76 

380 

65 

68 

73 

420 

63 

69 

75 

500 

62 

84* 

620 

60 

•   ••#•••• 

86» 

1,000 

65 

• 

90* 

Horizontal. 

>  The  Iron  Age,  March  16,  1911. 
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With  reference  to  the  comparative  weights  per  horse-power  of  gas 
id  steam  engines,  the  following  figures  may  prove  of  interest. 


Pounds 

per 

horse-power 

Horse-power 

— 



-  — 

Vertical  gas  engines 

Direct-connected  Corliss  steam  enj 

60 

240  lb. 

148  lb. 

140 

275 

143 

190 

280 

140 

300 

290 

140 

500 » 

300 

250 

750 

300 

213 

1,000 

340 

213 

1,200 

350 

215 

1,500 

375 

219 

2,000 

400 

210 

2,500 

400 

250 

3,985 

400 

270 

*  Horizontal. 

Webber  also  gives  the  following  cost  of  operation,  expressed  in 
Jlars  per  horse-power-year,  assuming  fuel  and  labor  to  be  the  same 
r  both  types  of  plants;  that  is,  coal  at  $5.00  a  ton,  whether  used  in 
earn  boiler  or  in  gas  producer,  and  labor  varying  as  given  below, 
ixed  charges  are  also  included  in  this  table.  The  costs  are  given  for 
)  and  for  24  hours  operation  per  day. 

COST  OF  POWER  PER  HORSE-POWER  PER  ANNUM 


orse-power 


Labor 


10  hr. 


Steam  engines 


10  hr. 


24  hr. 


Ga.<^produccr  gas  engincti 


10  hr. 


24  hr. 


20 

$30.00 

$146.00 

$292.00 

$75.00 

$150.00 

40 

20.00 

120.00 

240.00 

42.00 

84.00 

60 

15.00 

105.00 

210.00 

38.65 

77.30 

80 

12.00 

95.00 

190.00 

35.00 

70.00 

100 

12.00 

86.40 

172.80 

30.00 

60.00 

200 

10.00 

77.10 

154.20 

27.00 

54.00 

300 

8.60 

69.22 

138.44 

25.00 

50.00 

400 

7.25 

61.90 

123.80 

24.. 50 

49.00 

500 

6.20 

55.29 

110.58 

24.00 

48.00 

600 

5.40 

49.28 

98.56 

23.. 50 

47.00 

700 

4.70 

43.79 

87.58 

23.00 

46.00 

800 

4.15 

39.73 

79.46 

22.50 

45.00 

900 

3.75 

34.05 

68.10 

22.00 

44.00 

1,000 

3.. 50 

29.80 

59.60         1 

21.50 

43.00 

i.r>oo 

3.25 

'           25.77 

51.54         ! 

18.75 

37.60 

2.000 

1 

3.00 

21.75 

43.50 

1 

17.25 

34.50 
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"In  gas-producer  gas  engine  plants  operating  10  hours  per  day  the  coal  con- 
sumption varies  from  1  lb.  in  the  largest  sizes,  to  2  1/2  lb.  per  horse-power  per 
hour  in  the  smaller  sizes,  while  in  steam-plants  this  figure  will  vary  from  12  lb. 
in  a  small  20-h.  p.  plant  to  7  lb.  in  a  100-h.  p.  plant,  5  lb.  in  a  500-h.  p.  plant, 
2  1/2  lb.  in  a  1000-h.  p.  plant,  and  2  lb.  in  a  2000-h.  p.  plant,  where  strict  account 
is  kept  of  all  coal  used  throughout  the  24  hours,  including  the  banking  of  fires 
during  the  night  and  standover  losses  in  both  ca.ses. 

*'The  water  consumption  is  practically  the  same  in  amount  per  horse-power 
for  either  gas-or  steam-plant,  that  is,  on  the  smaller  sizes  of  gas  engines,  5gallon.s 
per  engine  horse-power  per  hour  for  the  jacket  water  to  probably  about  4  gallons 
on  the  larger  sizes,  besides  which  a  similar  amount  must  be  used  in  the  producer 
per  horse-power  for  washing  purposes.  The  steam-plant  uses  about  5  gallons  of 
water  per  horse-power  per  hour  for  the  simple  plant  down  to  3  gallons  per  horse- 
power per  hour  on  a  condensing  engine  of  200  or  300  h.  p.  or  over  for  the  genera- 
tion of  steam.  In  condensing  plants,  approximately  26  times  the  water  used 
by  the  engine  is  required  for  the  condenser." 

Tests  made  by  the  U,  S.  Geological  Survey^  with  producer  gas,  108 
in  all,  include  138  on  bituminous  coals,  9  on  sub-bituminous  coals,  10  on 
lignite,  and  11  on  miscellaneous  fuel.  The  average  consumption  of 
fuel  for  a  brake-ho  se-power-hour  was  1.36  lb.  of  bituminous  coal;  1.99 
lb.  of  lignite;  the  minimum  consumption  was  0.84  and  1.48  respectively. 
Comparative  tests  of  75  bituminous  coals  under  a  water  tube  boiler 
and  in  gas  producer  showed  that  the  average  fuel  consumption  per 
brake-horse-power  in  the  steam-plant  was  2.7  times  that  in  the  producer 
plant.  Several  low^-grade  lignites  that  were  of  little  value  or  even  worth- 
less, under  the  steam  boiler,  gave  excellent  results  in  the  producer. 

There  are  a  great  many  producer-gas  power-plants  in  operation  in 
the  United  States,  ranging  in  size  from  15  to  6000  h.  p.  About  88  per 
cent,  of  these  are  running  on  anthracite  coal,  a  few  on  coke,  and  the  re- 
mainder on  bituminous  coal  and  lignite.  There  has  been  considerable 
difficulty  in  applying  the  producer  engines  to  the  inferior  qualities  of 
coal,  })ut  these  difficulties  are  being  overcome,  and  plants  are  now  in 
successful  operation  even  on  inferior  quality  of  lignite. 

Producer-gas  Plant  using  Western  Lignite. — Lignite  is  quite  generally 
distributed  throughout  the  western  part  of  the  United  States,  and  is 
quite  common  in  many  other  countries.  Its  calorific  value  under  a 
steam  boiler  is  quite  low;  used  in  a  gas  producer  its  value  is  enormously 
enhanced.  The  Western  Chemical  Manufacturing  Co.,  Denver,  Colorado, 
for  some  years  have  been  generating  their  power  from  western  lignite 
with  gratifying  results.  According  to  Lewus  B.  Skinner,*  Supt,  of  the 
Company,  "The  machines  are  practically  continuous  (demanding  24 
hours  service,  365  days  in  the  year) ;  they  are  automatic,  the  ashes  are 
removed  and  fires  barred  during  running;  they  are  economical  of  labor, 

*  Western  Chemist  and  Metallurgist,  July,  1909. 
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■OTW  man  per  shift  tnkiiig  care  of  three  175  h.  p.  each;  they  are  efficient, 
trst  runs  showing  &  consumption  of  I.C  lb.  of  lignite  of  9250  b.  t.  u.  vhIiic 
per  brake-horse-powcr,  and  I  1/4  lb.  of  bituminous  coal  of  11,500  b.  t.  u. 
value  for  average  load;  good  gas  is  produced  running  about  120  b.  t,  u.  per 
cubic  foot  using  low  factors;  the  gas  ia  practically  tarlcse,  containing  from 
0.01  to  0,02  gr.  per  cubic  foot,  of  Innij)  black  and  tar." 

The  consumptioii  of  fuel  in  e  gas  eogioe  running  at  Its  rated  toad 
when  natural  gas  is  used,  is  from  \'.i  lo  17  cu.  ft.  per  b.  h,  p.  per  hour; 
with  coal  gas,  15  to  19  cu.  ft.  per  b.  Ii,  p,  per  hour,  and  with  producer  gas 
about  11/4  lb.  of  coal  per  b.  h.  p.  per  hour.  These  are  average  good 
results;  large  engines  show  higher  economy  than  smaller  engines  and 
have  given  1  b.  h.  p.  with  a  consumption  of  1  lb.  of  coal  per  hour. 

The  efficiency  of  a  steam-plant  is  largely  decreasing  at  low  load  and 
overload,  while  the  economy  of  a  gas  producer  remains  constant  within 
wide  limits.  Gas  engines  show  the  greatest  economy  at  full  loads,  while 
steam  engines  have  it  below  this  point. 

Cost  of  Power  with  Steam -plants.^Much  depends  on  the  installation. 
If  the  power  is  installed  in  reasonably  large  units,  as  it  would  be  in  a 
copper  extraction  plant  where  the  metal  is  electrolytic  ally  deposited, 
.only  a  compound  condensing  engine  should  be  considered. 

The  following  tables  by  Wm.  E.  Snow'  give  the  essential  data  in 
reference  to  steam-power  compound,  condensing,  power-plants,  ia  sizes 
ranjiing  from  100  to  2000  horse-power. 

Oil  Engines. ^It  fretiuently  happens,  as  in  the  arid  regions  of  the 
United  Slateo  and  Mexico,  that  neither  coal  nor  water-power  are  cheaply 
ttviulalilr,  but  that  oil  can  be  obtained  at  a  price  which  is  not  prohibitive. 
If  oil  is  used  for  power  puiTJoses,  it  is  best  to  use  it  direut  in  iuternal  com- 
bustion engines,  rather  than  to  fire  the  oil  under  a  steam  boiler. 

Internal  combustion  engines,  using  oil,  arc  in  use  in  large  installations 
in  various  parts  of  the  world,  and  are  made  in  sizes  ranging  from  25  to 
4000  h.  p.,  for  stationary  purposes.  Results  of  tests  with  the  Diesel 
engine  show  that  the  consumption  of  fut-1  oil  is  as  low  as  0.4  lb.  per  horse- 
power-hour in  the  larger  and  0.4G  lb.  per  horse-power-hour  in  the 
smaller  sizes,  and  these  figures  are  maintained  in  practice  under  working 
conditions.  With  oil  at  tlD.OO  per  Ion,  the  fuel  costs  are  0.2  cent  for  the 
larger,  and  0.23  cent  for  the  smaller  sizes,  per  horso-power-hour.  This 
low  cost  is  not  materially  increased  at  light  loads,  as  the  efficiency  uf  tin- 
Dieiml  engine  is  extremely  well  maintained  at  all  loads, 

At  the  Deadwood  mine  and  mill  in  the  Mogollon  district,  New 
Me.Kico,  12.1-h.  p.  Do  La  Vergnc,  type  R  H.  oil  engine  haw  bii-n  in  con- 
tinuous operation  for  12  months.'  It  is  operated  at  an  altitude  of  "UOLI 
A  Prony  brake  test  made  when  the  cuginc  wtw  first  iiwtaUiul  flluweii 

tring  Magaiitit,  May.  1908, 
!Eari  C.  Clevaland,  E.  and  M.J.,  April  6,  1012. 
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a  development  of  125  h.  p.  and  an  oil  consumption  of  0.48  lb.  per  brake- 
horse-power-hour. 

At  this  place  110  h.  p.  is  used  for  12  hours  and  50  h.  p.  for  the  rest  of 
the  day  making  1920  h.  p.-hours  per  day.  This  requires,  taken  from  a 
year's  run,  860  lb.  of  fuel  oil,  or  0.45  lb.  per  horse-power-hour.  Fuel  oil 
from  Kansas  fields  is  used  which  costs  at  the  railroad  $1.72  per  barrel  of 
42  gallons,  and  at  the  mine,  90  miles  from  the  railroad,  $5.40  per  barrel, 
13  cents  per  gallon,  or  1.7  cents  per  pound.  This  figures  out  a  cost  of 
0.778  cents  per  horse-power-hour,  or  $68.1  per  horse-power  per  year,  24 
hours'  service  for  365  davs. 

The  gravity  of  the  oil  is  27°  Beaume  and  its  heating  value  is 
19,000  b.  t.  u.     One  engineer  on  each  shift  looks  after  the  entire  plant. 

Progress,  in  the  use  of  oil  for  power  purposes,  has  also  been  made 
along  the  lines  of  first  converting  the  oil  into  producer  gas,  and  then  using 
it  in  gas  engines. 
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for  the  various  hydronietailurgicul  iiiethoda  used  and  8Uggented.  the 

fctrolylic  processes  appear  to  offer  the  greatest  ultimate  advantage, 

pmical  melhodrt  have  been  used  for  mauy  years,  hut  tliey  do  not  ade- 

ptely  solve  the  prohlein.     Nor  have  the  electrolytic  methods  met  with 

uccess  that  was  hoped  for.     There  is  this  difference,  however,  that 

;  the  chemical  methods  do  not  appear  to  be  auaceptible  to  much 

ler  improvement,  the  electrolytic  methods  are  at  least  theoretically 

iquate,  and  no  process  which  is  not  theoretically  adequate,  can  ever 

e  to  achieve  phenomenal  commercial  success. 

I  In  the  extraction  of  copper  from  a  suitable  ore,  by  means  of  sulphuric 

i  as  the  solvent  and  iron  as  the  precipitant,  there  is  no  chemical  nor 

fchanical   difficulty.     The   proccfts   is  energetic   and   the   results  are 

^tive.     The  cost  of  carrying  out  the  process  in  copper- mining  districts 


1  wh 


are  cheaply 
eh  the  copper  is  pre- 


e  been  s 
c  well  iiiformed  will  deny. 


[  prohibitive,    because  neither  sulphui 

jfcilable. 

fOn  the  other  hand,  electrolytic  methods 

pitated  ami  the  solvent  regenerated  by  a  cyclic  process, 

{vantages  are  adequate,  but  the  technical  difficulties  ha' 

lat  these  difficulties  will  he  overcom*',  no  o 

r  of  the  defects  in  the  earlier  electrolj-tic  processes  have  been  sur- 

^unted  and  there  is  no  reason  why  those  still  remaining  should  not 

umb  as  the  fundamental  causes   for  the  disturbances  are   better 

Itlerstood.     When  they  have  been  overcome,  the  electrolytic  processes 

I  be  almost  a»  important  a  factor  in  the  metallurgy  of  copper  as  the 
knide  and  chlorination  processes  arc  now  in  the  metallurgy  of  gold  and 
per;  no  mixture  of  ores  will  be  required,  installations  can  be  econoinic- 

y  made  and  cheaply  operated  at  the  mine.'^  in  any  unit,  and  the  product 

II  be  the  metal  or  metals  salable  direct  to  the  consumer.  It  is  pracli- 
y  certain  that  with  the  proper  working  out  of  the  electrolytic  processes, 
e  electrolytic  copper  will  be  produced  direct  from  the  ore.     This  has 

feady  been  accomplished  on  a  commercial  scale,  and  a  general  appHca- 
1  of  the  electrolytic  methods  is  reasonably  within  sight. 

I  Small  copper  mines,  and  large  ones  in  their  incipicncy,  arc  rarely, 
■fr  ever,  located  directly  on  a  railroad,  where  acid  and  iron  are  cheaply 
available.     Theoretically,    it    takes    1,66   lb.    of   ordinary   commercial 

Iphuric  acid  of  66°  B.  to  dissolve  1  lb,  of  copper  and  0,95  lb.  of  cast 


I  to  precjpjtate  it 
"■"t  iron  that 


This 


represents  the  .smallest  possible  amount  of 
used  without  a  regenerative  process.     In 
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treating  the  most  favorable  ores  the  consumption  of  commercial  sul- 
phuric acid  is  not  likely  to  be  less  than  2  to  2.5  lb.,  per  pound  o(  copper 
extracted,  and  the  consumption  of  scrap  iron  is  not  likely  to  be  less  than 
1.5  to  2  lb.  per  pound  of  copper  precipitated.  Sulphuric  acid  could  not 
be  delivered  at  a  mine,  under  ordinary  conditions,  for  less  than  $25.00to 
$40.00  per  ton,  and  it  would  not  cost  much  less  to  manufacture  it  on  the 
ground  in  the  small  amounts  required,  especially  if  the  ore  is  all  oxidized 
and  sulphur  or  sulphide  ore  is  not  cheaply  available.  Shipping  acid  is 
expensive,  since  it  has  to  be  handled  in  special  containers,  and  these 
for  wagon  hauling  are  inconvenient.  The  containers,  whether  an  iroa 
tank  on  a  railroad  car,  irom  drums,  or  carboys,  have  to  be  returned  empty 
at  considerable  expense,  or  paid  for  at  considerable  loss.  Under  the  same 
conditions,  iron  at  the  plant  will  cost  from  $15.00  to  $20.00  per  ton,  and 
the  sui)ply  may  be  uncertain.  Tin  cans  are  not  usually  available;  it 
takes  a  good  many  tin  cans  to  make  a  ton  of  iron,  and  any  local  accumu- 
lation, either  of  tin  cans  or  scrap  iron,  would  soon  be  exhausted. 

It  is  safe  to  conclude,  therefore,  that  under  the  ordinary  conditions 
of  copper  mining,  the  cost  of  acid  and  iron  alone,  per  pound  of  copper, 
would  be  between  4  and  6  cents,  even  on  ore  well  adapted  to  the  process. 
All  the  iron  and  acid,  once  used,  is  irrecoverably  lost.  The  cost  of  the 
acid  and  iron  for  a  ton  of  copper,  valued  at  say  $250.00  would  at  5 
cents  per  pound  of  copper  extracted  be  $100.00.  This  still  leaves  con- 
siderable margin  if  the  other  expenses  are  not  too  high. 

It  is  evident  that  if  the  cost  of  acid  and  iron  could  be  eliminated  by 
a  cyclic  ])rocess,  at  the  expense  of  cheap  power  and  waste  elements  con- 
tained in  the  ore,  and  having  electrolytic  copper  as  the  end  product, 
the  principal  distur])ing  factor  will  have  been  removed.  This  is  what  is 
ofTerecl  ])y  electrolytic  processes. 

Cost  of  Depositing  Copper  Electrolytically. — The  following  table 
giv(\s  tiie  theoretical  cost,  per  ton  of  copper,  at  the  stated  price  of  power 
per  kilowatt-year,  figuring  360  days  operation  of  24  hours,  for  a  year.  It 
is  assumed  that  the  solvent  is  regenerated,  as  the  copper  is  precipitated. 

THEORKTICAL  COST  OF  ELECTROLYTIC  PRECIPITATION,  PER  TON  OF 

COPPER 


Cost  of  power  pcT 
kilowatt-voar 


SIO.OO 
25.00 
r)0 .  00 
7.").  01) 

100  ()i) 


Cupric  sulphate 

Cupric  chloride 

Cupi 

rous  chloride 

$1.08 

SI. 19 

$0.63 

2.70 

2.98 

1 

1.57 

.') .  40 

.5 .  95 

i 

3.14 

s.io 

8.01 

4.71 

10  SO 

11.19 

1 

(i  28 

ECONOMIC  CONSIDERATIONS 


485 


In  practical  operation,  an  energy  efficiency  of  only  about  50  per 
mt.  of  the  theoretical  will  ordinarily  be  realized,  so  that  the  cost  of 
ectrodeposition  in  practice,  will  be  about  double  the  above  theoret- 
al  figures.  Even  under  these  conditions,  $15.00  per  ton  of  copper 
>r  electrolytic  deposition  and  regeneration,  would  come  well  within 
16  average  limits.  Under  favorable  conditions  it  would  be  less  than 
10.00  and  might  conceivably  be  as  low  as  $2.00. 

It  has  been  proved  conclusively  both  by  practice  and*  numerous 
iperiments,  that  there  is  not  the  slightest  difficulty  in  practice  in 
epositing  one  pound  of  copper  per  kilowatt-hour,  with  the  regeneration 
F  the  combined  acid.  Under  these  conditions  the  cost  of  power  for 
eposition  and  regeneration  would  be  as  follows: 

OST  OF  DEPOSITION  AND  REGENERATION,  PER  TON  OF  COPPER,  ON 
THE  BASIS  OF  1  LB.  OF  COPPER  PER  KILOWATT-HOUR 


Cost  per  ton  of  copper 


Cost  of  power  per  kilowatt-year 

$10.00 

25.00 

50.00 

75.00 

100.00 

$2.31 
5.80 
11.34 
17.34 
22.68 


On  the  other  hand,,  both  the  theoretical  and  practical  costs  above 
iven  may  be  greatly  reduced  by  taking  into  account  the  c.  m,  f,  due 
}  the  anode  reactions.  With  low  current  densities  this  is  largely 
3alized,  as  in  the  Siemens-Halske  and  Hoepfner  processes,  where  the 
lieoretical  voltage  is  less  than  0.5  volt  and  the  practical  voltage  is  given 
s  0.8  volt.  On  this  basis  the  cost  of  precipitation  and  regeneration 
rould  be  remarkably  low  as  shown  by  the  following  table: 

COST  OF  DEPOSITION  AND  REGENERATION,  PER  TON  OF   COPPER 


Coet  of  power 

Siemens-Halske  process 

Hoepfner 

process 

per  kilowatt- 

—      —    — 

—     —     —    —     _ 

— 

year 

Theoretical  0.36  volt 

1 

1 

Actual  0.8  volt 

Theoretical  0.18  volt 

Actual  O.g 

$10. 

1 

$0.33 

$0.88 

1 

'             $0.08 

SO.  44 

25.00 

0.83 

2.18 

0.20 

1.09 

50.00 

1                 1.66 

4.34 

1               0.40 

2.17 

75.00 

2.79 

6.42 

;               0.60 

3.26 

100.00 

3.32 

8.70 

0.80 

4.35 

In  these  figures,  90  per  cent,  is  allowed  for  the  current  efficiency 
or  the  actual  working,  and  100  per  cent,  for  the  theoretical,  which  is 
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taken  as  the  voltage  required  for  decomposition  based  on  the  molecular 
heats  of  combination. 

With  processes  in  which  the  anode  reactions  are  more  positive  than' 
those  in  the  Siemens-Halske  and  Hoepfner  processes,  as  for  example, 
those  in  which  sulphur  dioxide  is  used  as  a  depolarizing  agent,  a  still 
greater  theoretical  reduction  is  possible  than  the  costs  above  given- 
Taking  for  example  the  electrolysis  of  copper  sulphate  solution  witk! 
sulphur  dioxide  as  a  depolarizing  agent,  the  sum  total  of  the  reactions 
may  be  expressed: 

CuSO,  +  SO2  +  2H2O  =  Cu-h2HjSO,-h7300  calories, 

which  amounts  to  0.16  volt  acting  in  the  direction  of  the  current  or 
as  a  battery.  In  this  case  copper  is  theoretically  deposited  without  the 
application  of  external  power,  the  same  as  in  the  iron-copper  or  iron- 
coke  couple.  Tosizza  ascertained  that  the  transformation  of  the  sul- 
phurous acid  into  sulphuric  acid  at  the  anode  gives  rise  to  an  electromotive 
force  which  diminishes  the  necessary  voltage  and  lowers  it  to  0.2  volt, 
and  obtained  a  deposit  of  pure  electrolytic  copper  directly  from  an 
impure  solution,  with  a  sufficient  intensity,  at  an  electromotive  force  erf 
about  0.6  volt.  The  conditions  are  somewhat  similar  when  sulphur 
dioxide  is  used  as  a  depolarizer  in  the  electrolysis  of  cuprous  chloride. 

Such  voltages  would  bring  the  cost  of  deposition  down  to  a  very 
small  item  of  the  total  expense,  but  it  is  only  with  low  current  densities 
that  such  results  can  be  realized.  Still,  where  power  is  expensive, 
it  would  certainly  be  advisable  to  work  with  low  current  densities  at 
the  sacrifice  of  other  considerations. 

Comparison  of  Electrolytic  Methods  with  the  Iron  Predpitatioa 
Process,  Using  Sulphuric  Acid  as  the  Solvent. — It  may  be  assumed  that  j 
the  cost  of  acid  in  small  installations  is  about  $25.00  per  ton,  and  the 
cost  of  iron  $15.00  per  ton,  at  the  mine,  and  that  it  will  take  2.5  lb.  of 
acid  to  dissolve  1  lb.  of  copper  from  the  ore  and  1.75  lb.  of  iron  to 
precipitate  it.  Power  may  be  assumed  at  $75.00  per  kilowatt -year, 
and  the  rate  of  deposition  1  lb.  of  copper  per  kilowatt-hour.  ^ 

Cost  of  Acid  and  fROX,  per  ton  of  Copper 
Acid,  5000  lb.,  at  $25.00  per  ton,  $62.50 

Iron,  3500  lb.,  at  $15.00  per  ton.  26.25 


$88.75 
Cost  of  Electrolytic  Deposition,  per  Ton  of  Copper 
Power,  $75.00  per  kilowatt-year,  $17.34 

Acid,  credit;  assuming  a  90  per  cent,  anode  efficiency  there  is  regenerated 

1.5  tons  of  acid  in  the  deposition  of  1  ton  of  copper,  valued  at,  37.50 


Credit,  $20.16 

The  total  difiference,  therefore,  in  favor  of  the  electroIyM' 
per  ton  of  copper  is 
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It  is  also  assumed  that  the  cost  of  operation  is  the  same;  while  in 
the  electrolytic  process  some  allowance  must  be  made  for  disintegra- 
tion of  anodes  and  diaphragms,  this  is  considered  as  compensation  for  the 
very  impure  copper  obtained  with  iron  precipitation,  and  the  greater 
expense  for  accumulation  of  copper  and  handling  of  iron  after  its  delivery 
at  the  mine. 

From  all  of  the  above  figures  it  will  be  seen  that  the  electrolytic 
processes  offer  enormous  economic  possibilities,  especially  w^hen  it  is 
considered  that  the  cost,  under  favorable  conditions,  is  not  much  greater 
than  the  refining  of  blister  copper  when  the  blister  copper  has  to  be 
remelted  and  cast  into  anodes. 

In  electrolytic  installations  the  plant,  when  taken  as  a  whole  seems 
very  large,  but  the  cost  of  power  is  low  when  reduced  to  the  basis  of  a 
pound  or  a  ton  of  copper  extracted. 

Economic  Relation  of  Current  Density  and  Voltage. — The  economic 
relation  of  current  density  and  voltage  may  be  illustrated  from  the  follow- 
ing results  recorded  in  electrolyzing  a  copper  sulphate  solution: 


RELATION  OF  CURRENT  DENSITY  TO  VOLTAGE 


Amperes 
per  square  foot 


10 
20 
40 
60 


Recorded 
voltage 


1.5 
2.2 
3.5 
5.0 


Pounds  of  copper  per 
kilowatt-hour 


1.74 
1.19 
0.75 
0.52 


Cost  of  power,  per  ton  of  copper.     Power  at 
$  75.00  per  kilowatt-year 


$10.00 
14.59 
23.76 


33.33 


From  these  results  it  follows  that  while  six  times  as  much  copper 
is  deposited  in  a  given  time,  at  00  amperes  per  square  foot  as  at  10, 
it  takes  three  and  one-third  times  the  power,  per  pound  of  copper,  to 
deposit  it.  If  power  is  expensive,  the  lower  current  density  would  be 
preferable,  but  as  the  power  becomes  cheaper,  it  would  doubtless  be 
economy  to  increase  the  current  density,  and  reduce  other  factors  in 
the  total  cost  of  treatment. 

Aside  from  the  electrolytic  precipitation,  and  regeneration  of  the  sol- 
vent, the  electrolytic  methods  are  not  essentially  different  from  chemical 
methods,  and  on  ores  adapted  to  either,  a  purely  chemical  or  electrolytic 
process,  offers  no  more  difficulty  than  is  ordinarily  met  with  in  any  of 
the  solvent  processes. 

It  is  evident  that  a  process  to  be  operated  on  a  large  scale  must  have 
an  energetic  solvent  as  the  basis.  Many  processes,  both  chemical  and 
electrolytic,  have  failed  on  account  of  the  indifferent  nature  of  the  solvent 
used.  This  was  the  greatest  difficulty  with  both  the  Hoepfner  and 
Siemens-Halske  processes,  and  a  difficulty  which  in  those  processes 
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would  appear  to  be  insurmountable.  The  anode  and  diaphragm  diflSculties 
that  Hoepfner  had  have  since  been  surmounted.  A  diaphragm  working 
under  the  conditions  of  either  the  Siemens-Halske  or  Hoepfner  processes, 
where  the  ferric  and  ferrous  sulphates,  and  the  cupric  and  cuprous  chlo- 
rides are  separated  by  a  diaphragm,  is  in  no  wise  so  difficult  a  problem 
as  that  encountered  in  the  electrolysis  of  salt,  where  a  diaphragm  separates 
an  acid  anolyte  from  a  highly  caustic  catholyte;  and  the  electrolysis  of 
salt,  under  these  conditions,  is  now  carried  on  with  enormous  installa- 
tions in  various  parts  of  the  United  States  and  Europe  in  the  manu- 
facture of  caustic  soda  and  chlorine  compounds. 

Chemical  Treatment  of  Stilphide  Ores. — When  economic  conditions 
are  favorable  to  the  treatment  of  copper  sulphide  ores,  as  for  example 
the  treatment  of  cupriferous  pyritic  cinder  by  the  Longmaid-Henderson 
process  in  large  industrial  centers,  the  advantages  of  electrolytic  over 
purely  chemical  methods,  are  not  so  marked.  Under  such  conditions 
sulphuric  acid  is  cheaply  available  and  iron  can  be  bought  at  a  low 
figure  with  a  dependable  supply.  But  if  acid  and  iron  are  cheaper  under 
such  conditions  than  in  remote  mining  districts,  power  would  also  be 
cheaper,  but  the  difference  would  not  be  so  great. 

Sulphide  ores  are  as  amenable  to  wet  methods  as  oxidized  ores, 
although  the  cost  of  treatment  may  be  a  little  greater,  due  to  roasting. 
But  roasting  is  not  an  evil  without  some  compensation.  If  the  roasting 
is  carefully  done,  much  of  the  copper  may  be  made  soluble  in  water,  and 
thus  reduce  the  amount  of  acid  required,  or  avoid  its  direct  purchase 
or  manufacture.  The  sulphurous  gases  from  the  roasting  furnaces 
may  be  used  to  manufacture  acid  to  treat  oxidized  ores,  or  they  may  be 
used  by  a  regenerative  method  and  converted  into  acid  without  the 
installation  of  a  costly  acid  plant.  If  a  regenerative  process  is  used,  as 
for  example  those  based  on  electrolysis  or  hydrogen  sulphide,  only  about 
half  the  acid  need  be  manufactured;  or  for  the  same  output  of  acid  about 
twice  the  amount  of  ore  can  be  treated. 

Sulphide  ores,  after  roasting,  will  usually  not  consume  as  much  acid 
as  similar  oxidized  ores,  because  many  of  the  injurious  elements  are 
rendered  harmless  by  roasting.  The  percentage  of  extraction  of  the 
copper  in  roasted  ores  is  not  likely  to  be  as  high  as  in  oxidized  ores.  Low- 
grade  sulphide  ores  are  ordinarily  amenable  to  concentration;  if  a  reason- 
a])ly  satisfactory  recovery  can  be  made  in  this  way,  it  will  usually  be 
advisable  to  roughly  concentrate  the  low-grade  ore  and  then  treat  the 
low-grade  concentrate  by  roasting  and  a  solvent  process.  Under  such 
conditions,  if  a  regenerative  method  is  used,  no  acid  need  be  provided, 
and  no  fouling  of  solutions  need  occur.  The  process  is  simplified  and 
the  cost  of  installation,  for  the  same  output  will  be  comparatively  small. 
It  is  alwavs  better  to  work  with  more  or  less  concentrated  solutions 
than  with  lean  copper  solutions;  the  regeneration  in  a  regenerative 
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process  will  be  the  same,  per  pound  of  copper,  but  the  consumption  of 
acid,  per  pound  of  copper  extracted,  will  be  materially  less. 

It  will  readily  be  seen  that  if  a  sulphide  ore  is  roasted  so  as  to  make 
about  50  per  cent,  of  the  copper  soluble  in  water,  the  remainder  of  the 
copper  may  be  extracted  with  the  regenerated  acid,  and  in  this  respect 
sulphide  ores  present  advantages  over  oxidized  ores  in  the  wet  treatment. 

Comparison  of  Wet  Methods  with  Smelting. — With  the  exception  of 
the  output  of  the  Lake  Superior  region,  practically  all  the  copper  pro- 
duced at  the  present  time  is  smelted  from  its  ores  into  matte.  The 
matte  is  converted  into  blister  copper,  and  the  blister  copper  is  then 
electrolytically  refined  to  produce  the  marketable  electrolytic  copper. 
In  most  of  the  smaller  independent  smelting  plants  matte  is  the  end 
product  of  the  local  metallurgical  treatment. 

Copper  ores,  as  a  rule,  are  not  self-fluxing,  and  many  ores  do  not 
contain  suflScient  sulphur  to  produce  a  suitable  matte.  Not  infre- 
quently sulphide  ores  are  hauled  several  hundred  miles  to  provide  the 
sulphur  necessary  for  matte  when  smelting  oxidized  ores. 

For  smelting,  under  ordinary  conditions,  there  may  be  required,  in 
addition  to  the  ore  if  the  ore  is  oxidized  and  silicious,  coke,  iron,  limestone, 
and  sulphur.  Coke  is  rarely  available  in  close  proximity  to  copper 
mines,  and  as  on  the  average  of  10  per  cent,  coke  is  required  for  blast 
furnace  smelting,  the  item  of  fuel  becomes  expensive  unless  the  smelter 
is  favorably  located.  While  coke  is  not  necessary  in  reverberatory 
smelting,  more  fuel  is  required  than  in  blast  furnace  smelting,  approxi- 
mating 30  per  cent,  of  the  furnace  charge.  Iron  and  limestone,  for  fluxing 
purposes,  are  frequently  found  at  no  great  distance  from  copper  deposits, 
but  these  fluxes  are  usually  barren  of  metal  values,  and  if  barren,  act  as  a 
dilutant  of  the  ore  and  add  extra  expense  to  smelting. 

At  the  smaller  smelters,  converters  are  not  usually  installed  to  trans- 
form the  copper  matte  into  blister  copper.  Under  such  conditions, 
smelting  is  simply  a  method  of  concentration.  The  resulting  matte, 
containing  from  30  per  cent,  to  50  per  cent,  copper,  has  to  be  shipped  to 
the  refining  companies.  The  end  product  of  the  smaller  mines  and 
smaller  smelting  companies  is  not,  therefore,  a  salable  commodity  in  the 
open  market.  No  mine  or  smelting  plant  producing  copper  matte  can, 
under  such  conditions,  be  considered  an  independent  producer. 

Smelting,  while  generally  considered  a  universal  process,  neverthe- 
less has  its  limitations,  as  well  as  the  wet  methods,  and  these  limitations 
are  economic  and  not  technical.  That  smelting  is  very  far  from  being 
generally  applicable  is  evidenced  by  the  fact  that  practically  all  the 
copper  is  now  produced  in  a  comparatively  few  centralized  plants. 
Almost  all  attempts  to  profitably  apply  smelting  on  a  small  scale,  or  to 
highly  silicious  ores  have  met  with  disastrous  results.  And  there  is  no 
lack  of  ore  for  small  smelting  installations  if  it  could  be  successfully 
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accomplished,  as  is  further  evidenced  by  the  shipments  of  large  quanti- 
ties of  custom  ores  to  the  large  centralized  smelting  plants. 

Any  ore  can  be  smelted,  but  it  is  not  always  advisable  or  profitable 
to  do  so.  Any  ore  can  be  treated  by  a  chemical  process  and  with  a  high 
recovery  of  the  copper  and  precious  metals  but,  like  smelting,  economic 
considerations  are  the  guiding  factors.  The  whole  thing  resolves  itself 
down  to  a  matter  of  cost  per  ton  of  ore  treated  or  per  pound  of  copper 
produced.  If  the  ore  is  a  sulphide  and  contains  suflScient  iron  and  lime 
for  fluxing,  and  sufficient  sulphur  for  a  suitable  matte,  conditions  are 
ideal  for  smelting  if  the  price  of  fuel  is  not  prohibitive.  If  the  ore  is 
oxidized  and  silicious,  smelting  is  usually  prohibitive  on  account  of  cost, 
but  such  conditions  are  ideal  for  chemical  methods  and  the  item  of  fuel 
is  not  so  much  a  controlling  factor. 

Unless  a  chemical  process  can  be  devised  to  profitably  treat  the  ores 
from  the  smaller  mines,  the  only  alternative  for  such  mines  is  in  smelting 
to  a  copper  matte,  or  shipping  to  the  larger  smelting  companies.  But 
what  the  burden  of  shipping  means  may  be  known  by  the  following 
treatment  rate,  in  carload  lots,  from  one  of  the  large  smelting  companies, 
on  an  Arizona  ore,  having  the  following  analysis: 

Gold,  $2.70. 

Silver,  18.0  oz. 

Copper,  21.0  per  cent. 

Silica,  68.0  per  cent. 

Iron,  5.0  per  cent. 

Lime,  1.0  per  cent. 

Manganese,  1.0  per  cent. 

Carbon  dioxide,  2.0  per  cent. 

Insoluble,  2.0  per  cent. 

Payments 

"Gold:  If  0.10  oz.  or  more  contained,  $19.00  per  oz. 
"Silver:  If  1.0  oz.  or  more  contained,  95  per  cent.  New  York  quotation. 
"  Copper:  If  3  per  cent,  wet  assay,  or  more  contained,  90  per  cent,  of  full  wet 
assay  at  the  quotation  for  electrolytic  cathodes,  less  3  cents  per  pound. 

Iron :  Pay  for  all  metallic  iron  (Fe)  at  5  cents  per  unit. 

Lime  (CaO) :  If  3  per  cent,  contained,  all  at  6  cents  per  unit.*' 

Deductions 

"Insoluble:  All  at  10  cents  per  unit. 

"Zinc:  5  per  cent,  free;  excess  at  50  cents  per  unit. 

"Arsenic,  antimony,  bismuth;  3  per  cent,  excess  at  50  cents  per  unit." 

Treatment 

"  F.  o.  b.  smelter,  on  basis  of  3  per  cent,  copper  wet  assay,  per  2000  lb.,  $3.00. 
Deduct  10  cents  for  each  per  cent,  of  copper  contained  in  excess  of  3  per  cent. 
^'Moisture:  Minimum,  1  per  cent. 


n 
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"  Brickiug  charge:  Add  JI.50  per  ton  to  treatment  churgc  when  any  hit  c«o- 
Jns  concentrates  or  fines  of  whit'ti  25  per  cent,  will  pass  through  a  screen  with 
wnings  1/4  in.  Hqiiare. 

"Sampling:  On  lots  under  two  tons,  S3. 00  per  lol." 


Taking  these  rates  on  thia  silicious  ore, we  hiid  tliat  the  acliial  value 

\  of  the  metals  in  the  ore  is  l()().3ll.     The  smelter  deductions  from  Ihis 

,.  metal  value  amount  to  $18.03.     There  is  a  credit  of  $0.25  for  the  5  per 

\  cent,  iron,  and  afleductioniif  $7.00for7(lpcr  cent,  insoluble.     The  quoted 

L'treatment  charge  is  $1,30  per  ton.     Therefore  the  full  smelting  value  of 

['the  ore  is  $Ol).!):i.     It  costs  $8:00  per  tun  for  freight  and  cartage  to  get 

P  this  ore  to  the  smelter,  to  say  nothing  of  sampling  charges  and  expeiieea 

infidental   thereto.     Therefore  the   total  expense   and   deduttioua  for 

shipping  tbiH  ore  is  not  less  than  $34,93  per  ton,  although  the  nominal 

smelting  clmrge  is  only  $1.30. 

This  ore,  which  is  typical  of  numerous  deposits  in  the  Western 
United  StateK  ami  in  other  countries,  shows  wliy  many  mines  are  unpro- 
j^Uclive  and  unprofitable,  under  existing  conditions  of  smelting.  The 
tope  lies  in  the  hydro  metallurgical  processes,  and  there  should  be  no 
jdiSiciilty  in  treating  this  character  of  ore  hy  a  wet  method,  at  a  cost  of 
rot  exceeding  $5.  to  $6.  per  ton,  especially  if  there  is  cheap  water-power 
nv&Qable  in  close  proximity  to  the  mine. 

Oxidized  ores  are  best  adapted  to  any  solvent  process,  It  does  not 
follow,  however,  that  sulphide  ores  cannot  he  treated  successfully  or 
"economically  by  wet  methods.  With  the  exception  of  certain  chalcoeite 
deposits  no  process  has  yet  been  inade  public  which  offers  a  proba- 
bility of  successfully  treating  sulphide  ore  without  roasting.  To  decom- 
■pDse  large  quantities  of  sulphide  ore,  as  would  be  necessary  in  large 
BnetaUations,  by  chemical  methods,  is  a  serious  undertaking. 
B  Roasting  is  no  longer  the  expensive  operation  it  once  was.  A  per- 
K^ect  roaat  ia  neither  required  nor  dosired  in  copper  extraction  by  wet 
L  methodti.  A  perfect  elimination  of  the  sulphur  would  be  fatal  to  the 
■  success  of  the  operation.  Roasting,  for  smelting  work,  is  now  rogu- 
P  larly  done  for  25  cents  a  ton  of  ore,  and  there  is  no  reason  why,  in  a 
I  fairly  large  installation,  roasting  for  a  solvent  process  should  not  be  done 
Lfor  from  40  to  50  cents  a  ton  under  similar  conditions.  The  question 
■ttight  then  arise,  if  roasting  is  necessary,  and  fuel  is  required  for  roasting, 
Kirby  not  smelt?  Even  assuming  that  roasting  requires  as  much  fuel 
^BB  blast  furnace  smelting,  the  fact  still  remains  that  any  available  fuel 
^nay  be  used  in  roasting,  while  in  smelting  coke  is  desirable,  even  if  not 
^bbsolutely  necessary.  Furthermore,  in  smelting,  fluxes  have  to  be 
^BTOvided,  and  the  copper  matte  produced  is  no  more  salable  in  the  open 
^narket  than  a  good  quality  of  ore. 
H  If  the  ore  Is  highly  suited  for  smelting,  it  would  be  unwise  to  advocate 
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a  chemical  method.  All  ores  are  not  adapted  to  smelting,  neither  are 
all  ores  adapted  to  chemical  methods,  and  the  wise  course  for  the  met- 
allurgist to  pursue  is  to  work  within  the  limitations  of  the  process  under 
consideration. 

The  nature  of  the  solvent  has  much  to  do  with  the  limitations  of 
the  process.  Acid  solvents  are  the  only  ones  which  have  met  with  much 
encouragement  from  a  technical  point  of  view.  Copper  is  somewhat 
soluble  in  many  of  the  alkali  solutions,  but  the  alkali  solvents  present 
great  difficulties,  especially  if  electrolysis  is  to  be  made  the  basis  of  the 
process.  If  copper  ores  contain  sufficient  lime  to  seriously  interfere 
with  an  acid  process,  it  is  a  question  to  what  extent  a  wet  method  would  pre- 
sent advantages  over  smelting,  when  the  ore  contains  much  of  the  matter 
for  a  suitable  fluxing  mixture.  Nevertheless,  even  with  a  suitable 
alkaline  solvent  there  would  be  a  wide  field  on  ores  containing  much 
lime  or  magnesia.  Iron  need  not  present  any  great  difficulties  either 
with  an  acid  or  alkaline  solvent.  The  fixation  of  atmospheric  nitrogen, 
either  as  nitric  acid  or  ammonia,  may  ultimately  result  in  a  successful 
method  of  dissolving  copper  from  its  ores.  Nitric  acid  presents  serious 
difficulties,  however,  both  as  to  solution  of  the  copper  and  as  to  its 
precipitation  if  a  regenerative  scheme  is  contemplated.  Ammonia  is 
more  likely  to  result  in  a  successful  process  than  nitric  acid;  it  has  the 
disadvantage  of  being  an  exceedingly  volatile  gas,  and  would  require 
special  apparatus  in  its  manipulation. 

Hydrometallurgical  plants  for  the  treatment  of  copper  ores  will 
cost  about  the  same  as  cyanide  or  chlorination  installations  of  the  same 
capacity,  for  the  treatment  of  gold  and  silver  ores,  and  will  vary  from 
$1.50  to  $3.50  per  ton,  based  on  the  yearly  capacity.  The  cheapest 
installation  that  can  be  made  is  an  ordinary  sulphuric  acid  leaching 
plant,  with  iron  precipitation,  treating  oxidized  ores.  If  the  ore  is  a 
sulphide  and  has  to  be  roasted,  or  if  the  acid  for  leaching  is  to  be  made 
on  the  ground,  the  cost  will  be  materially  increased. 

Electrolytic  installations  are  more  expensive  on  account  of  the 
large  amount  of  power  required,  but  the  operating  cost  will  be  much 
less.  The  most  expensive  plant  would  be  one  treating  sulphide  ores,  in 
which  the  material  has  to  be  roasted,  and  the  copper  is  recovered  by 
electrolysis. 

In  the  matter  of  installation,  therefore,  the  expense  will  not  be  materi- 
ally different  from  cyanide  or  chlorination  plants  under  the  same  con- 
ditions, but  it  will  usually  be  somewhat  less  than  smelting  plants. 

According  to  Ingalls^  a  blast  furnace  plant  employing  the  semipyritic 
process,  where  no  roasting  furnaces  are  required,  costs  $600,000 
for  330,000  tons  annual  capacity,  or  about  $1.70  per  ton.  The 
Balaklala    works,    in    Shasta    County,    California,    where    roasting  is 
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required,  for  an  estimated  capacity  of  437,500  tons,  the  cost  was 
a  little  less  than  $.3.35  per  ton.  The  Highland  Boy  works,  near 
Salt  Lake  City,  with  a  capacity  of  300,000  tons,  cost  $972,070.  whicli 
amounts  to  $3.26  per  ton.  The  Garfield  works,  near  Salt  Lake  City, 
with  a  capacity  of  800,000  tons,  cost  $6,000,000  or  $7.59  per  ton. 

All  cost  deductions,  made  in  a  general  way,  are  of  course  subject  to 
modifications,  and  the  fact  remains,  that  all  plants  to  recover  the  value 
economically  in  the  metallic  condition,  are  expensive  to  install,  and 
this  is  a  generalization  which  is  true,  independent  of  any  particular 
process  employed. 

Chemical   and  Mechanical  Difficulties. — The  mechanical  diliicultifH 
in  the  treatment  of  copper  ores  by  wet  methods,  need  not  be  serioiiH. 
They   are   somewhat  greater  than  they  are  in  cyanidation,  largely  on 
account    of    the    corrosive    nature    of    the    solvents,    due    to    wiiich 
special  apparatus  is  required,  and  also  on  account  of  the  acid  soliitifiim 
which   do   not   filter   as  readily  as  alkaline  solvents.     The  dilliciiJiicH^ 
however,  are  not  as  great  as  in  the  time-honored  chlorinatioii  itvtwt'ra 
for  the  extraction  of  gold,  where  the  solutions  contain  both  acid  iind 
free  chlorine,  and  of  the  two,  the  chlorine  is  by  far  the  greater  evil. 
But  that  these  difficulties  are  not  serious,  is  evidenced  by  the  fart  tJiut  in 
Cripple  Creek  alone,  from  800  to  1000  tons  of  ore  have  been  treat.ed  dttily 
for  many  years  with  sulphuric  acid  and  bleaching  powder,  n'sultiiif^  i/j  »h<; 
formation  of  a  charge  containing  free  acid,  clih)riue,  and  rulriijiii  h.,i. 
phate  slimes  which  do  not  increase  its  filtering  qualities.     Kyon  uii'.**- 
these  conditions  a  charge  of  ten  to  twenty  tons  of  ore  is  filt«*njd  h.  ^«^i 
two  or  three  hours.     If  filtration  is  impracticable  or  uudeHintl^U-.  ^jtt.-*^, 
tation  may  always  be  resorted  to.     If  the  ore  is  ciieiiiiraUy  ^>iii;/>.'« 
to  a  wet  process,  the  mechanical  conditions  can  readily  fjir  K^Huy\^.^, 
with,  but  if  the  ore  presents  serious  chemical  dilliriihi<*K,  i*  »iijii,f     ^ 
well  to  consider  some  other  method  of  treatment.     Kor«uiai.*r"    /s** 
chemical  difficulties  may  with  certainty  be  determined  in  ^jv^fyj»  ,s    ..,. 
laboratory,  or  on  a  small  working  basis. 

General  Applicability  of  Hydrometallurgical  ProcetfM^    Ti^  -^.r-^.; 
ing  idea,  especially  in  metallurgical  literature,  H(}eifj«  f^  i^  t^^^   j,..« 
metallurgical   processes  for  extracting  copp(»r,   an;  iif^ji2^:|iM#  *^.t  ■ 
low-grade  ores.     But  why  limit  them  to  low-griuJu  oi»«  m»*  r.^*^.% 
smelting  or   any  other  method?     There  is  no  loj^^ciJ  n^m    ^'.<^... 
why  the  wet  methods  should  have  any  limitatioiuj,  isHdU^  ^  -^   >s^  , 
of  the  ore  or  its   mineralogical   composition,  jtroYMi^  ^ia^  y  ,. 
chemically    adapted.     This    adaption    will,    in   He   MIrffKfj-    x.  , 
resolve  itself  down  to  the  consumption  of  ctunxutu^  -^m 
chlorination,  cyanitlation,  or  smelting. 

An  ore  may  bt;  so  low  grade  as  to  preclude  iu  |ifv{riit.«^   - 
any  metht)d,  and  there  is  no  reason  why  wet  wjyer  !«'/•,*> 
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be  an  exception  to  the  general  rule.  If  an  ore  is  ideally  adapted  to 
chemical  treatment,  as  some  self-fluxing  ores  are  adapted  to  smelting, 
then  such  an  ore,  even  though  of  very  low  grade,  can  be  profitably 
treated,  as  for  example,  Ihose  of  Stadtberge  which  showed  only  from 
0.5  to  1.5  per  cent,  of  copper.  At  the  Gumeshevsky  estate,  in  Russia, 
dump  material  is  successfully  treated  on  a  large  scale  by  leaching  in 
which  the  copper  recovered  amounts  to  only  8.6  lb.  per  ton  of  ore;  and 
this  appears  to  be  the  record  for  profitable  copper  extraction  from  low- 
grade  ores  by  any  process. 

Copper  is  one  of  the  most  readily  soluble  of  all  the  metals,  and  one  of 
the  most  readily  precipitated  either  chemically  or  electrolytically. 
Theoretically,  the  solvent  processes,  especially  the  electrolytic  processes, 
offer  all  that  could  be  desired,  on  ores  chemically  adapted;  close  extrac- 
tion, cheap  deposition,  copper  in  its  metallic  form,  saving  of  the  precious 
metals,  the  installation  of  plants  at  the  mines  which  may  be  operated 
in  any  unit  and  without  admixture  of  other  ores  or  fluxes.  With  these 
theoretical  advantages  it  is  reasonable  to  suppose  that  the  chemical 
methods  will  ultimately  be  in  as  general  use  for  the  extraction  of  copper 
as  the  cyanide  and  chlorination  processes  now  are  for  the  extraction  of 
gold  and  silver. 
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